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PART  I. 

ELECTEIC  RATES 

Introductory  Statement 

Bete  Schedule  in  Force  June  1,  1912. 


CLASSES  OF  ELECTRIC  UTILITIES 


CLASS  A 


Altoona. , Chippewa  Valley  R.  Lt.  &  P.  Co. 

Apploton Wis.  Tr.  Lt.  H.  &  P.  Co. 

Ashland Ashland  Lt.  P.  &  St.  R.  Co. 

Beloit Beloit  W.  G.  &  El.  Co. 

Chippewa  Falls Chippewa  Valley  R.  Lt.  &  P.  Co. 

Oudahy Milwaukee  Lt.  H.  &  Tr.  Co. 

East  Milwaukee Milwaukee  Lt.  H.  &  Tr.  Co. 

East  Troy Milwaukee  Lt.  IT.  ct  Tr.  Co. 

Eau  Claire Chippewa  Valley  R.  Lt.  &  P.  Co. 

Elk  Mound Chippewa  Valley  R.  Lt.  &  P.  Co. 

Pond  du  Lac Eastern  Wis.  R.  &  Lt.  Co. 

Fulton J anesville  El.  Co. 

Green  Bay Green  Hav  G.  &  El.  Co. 

"    Minahan  Building  Co. 

Janesville lanesville  El.  Co. 

Kenosha Kenosha  El.  Rv.  Co. 

Kenosha  G.  &  El.  Co. 

Kilbourn Southern  Wis.  P.  Co. 

La  Crosse La  Crosse  G.  &  El.  Co. 

Madison Madison  G.  &  El.  Co. 

Madison Southern  Wis.  P.  Co. 

Manitowoc El.  Lt.  Co. 

Marinette Menominee  «fc  Marinette  Lt.  &  Tr.  Co. 

Menasha Wis.  Tr.  Lt.  H.  &  P.  Co. 

Milwaukee Commonwealth  P.  Co. 

Milwaukee  Milwaukee  El.  R.  &  Lt.  Co.  (T.  M.  E.  R.  &  L.  Co.) 

Milwaukee  Lt.  H.  «fe  Tr.  Co. 

Plankinton  El.  Lt.  &  P.  Co. 

Wells  P.  Co. 
Neenah Wis.  Tr.  Lt.  II.  &  P.  Co. 

Oshkosh Oshkosh  G.  Lt.  Co. 

Pewaukee Milwaukee  Lt.   H.  \'  Tr.  Co. 

Racine Milwaukee  Lt.  H.  «k  Tr.  Co. 

St.  Croix  Fulls St.  Croix  Falls  Improvement  Co. 

Shebovpan Sheboviran  Rv.  &  El.  Co. 

South  Milwaukee Milwaukee  Lt.  H.  Sl  Tr.  Co. 

Superior Northern  P.  Co. 

Superior  W.,  Lt.  A:  P.  Co. 

Watertown Waierlown  G.  &  El.  Co. 

Waukesha Milwaukee  Lt.  H.  i^:  Tr.  Co. 

Wausau Waujsau  St.  Rj'.  Co. 

Wauwatosa. Milwaukee  Li.  II.  A:  Tr.  Co. 

West  Allis Milwaukee  Lt.  H.  vV:  Tr.  Co. 

West  Milwaukee Milwaukee  Lt.  II.  iS:  Tr.  Co. 
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CLASS  B 


Algoma Municipal  Plant. 

Antigo Antifjo  El.  Co. 

Arcadia Municipal  Plant. 

Arkansaw . .  .• Durand  Lt.  «fe  P.  Co. 

Baraboo Baraboo  G.  &  El.  Co. 

Beaver  Dam Beaver  Dam  Lt.  &  P.  Co. 

Berlin Berlin  Public  Service  Co. 

Black  River  Falls Municipal  Plant. 

Burlington Burlington  Ei.  Lt.  tfc  P.  Co. 

Cameron Red  Cedar  Valley  El.  Co. 

Cedarburg Milwaukee  North        R.  Co. 

Clintonville Municiptil  Plant. 

Columbus Municipal  Plant. 

Darlington Darlington  El.  Lt.  &  W.  P.  Co. 

Delavan United  H.  Lt.  &  P.  Co. 

De  Pere De  Pere  El.  Lt.  &  P.  Co. 

I>owning Glenwood  iV:  Downing  Lt.  &  P.  Co. 

Durand Durand  Lt.  »Sc  P.  Co. 

Eagle  River Eagle  River  Lt.  &  W.  Co. 

Eau  Galle Durand  Lt.  &  P.  Co. 

Edgerton Edgerton  El.  Lt.  Co. 

Elkhorn Municipal  Plant. 

Fontana Walworih  Lighting  Plant. 

Fort  Atkinson Municipal  Plant. 

Glenwood Glenwood  »t  Downing  Lt.  &,  P.  Co. 

* 

Grand  Rapids El.  «fc  W.  Co. 

Hartford Municipal  Plant. 

Hudson Burkhardt  Milling  &  El.  P.  Co. 

Hurley Geogebic  it  Iron  Counties  Ry.  &  Lt.  Co. 

Kaukauna Municipal  Plant. 

Ladysmith Ladysmith  Lighting  Co. 

Lake  Geneva Equitable  El.  Lt.  Co. 

Lancaster Lancaster  El.  Lt.  Co. 

Linden Mineral  Point  Public  Service  Co. 

Little  Chute Municipal  Plant. 

Marshfield Marsh  Meld  W.  El.  Lt.  &  P.  Co. 

Mauston Maustoii  El.  Service  Co. 

Mayville Northwestern  Lt.  &  P.  Co. 

Medford Medford  Lt.  i\:  H.  Co. 

Mellen Mellen  W.  Si  Lt.  Co. 

Menasha M  unicipal  Plant. 

Menomonic Chippewa  Valley  R.  Lt.  &  P.  Co. 

Merrill Merrill  Ry.  <fe  Lighting  Co. 

Milwaukee Colby- Abbott  Building. 

Mineral  Point Mineral  Point  Public  Service  Co. 

Monroe Monroe  El.  Co. 

New  London Municipal  Plant. 

New  Richmond Municipal  Plant. 

New  Richmond  P.  Co. 

North  Milwaukee North  Milwaukee  Lt.  A:  P.  Co. 
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Oconomowoc Municipal  Plant. 

Oconto Oconto  El.  Co. 

"      People's  Land  &  Mfg.  Co. 

Omro Omro  El.  Lc.  Co. 

Park  Falls. . . ., Park  Falls  W.  Lt.  &  P.  Co. 

Platteville Interstate  Lt.  &  P.  Co. 

Portajre Portajje  El.  Lt.  Co. 

Port  Washington Municipal  Plant. 

Prairie  du  Chien Prairie  Cify  El.  Co. 

Princeton Municipal  Plant. 

Rhinelander Rhinelander  Lighting  Co. 

Rice  Lake Red  Cedar  Valley  El.  Co. 

Richland  Center Municipal  Plant. 

Ripon Ripon  Lt.  &  W.  Co. 

River  Falls Municipal  Plant. 

Shawano Municipal  Plant. 

Sparta O.  1.  Newton's  Sons  Co. 

Spooner Municipal  Plant. 

Stanley North  Western  Lbr.  Co. 

Stevens  Point Stevens  Point  Lighting  Co. 

Stoughton   Municipal  Plant. 

Sturgeon  Bay Sturgeon  Hay  Li.  W.  &  H.  Plant. 

Tomah Tomah  El.  &  Tel.  Co. 

Tomahawk El.  W.  &  Tel.  Co. 

Two  Rivers Municipal  Plant. 

Viroqua Viroqua  El.  Lt.  Co. 

Walworth H.  P.  Windsor  Co. 

Washburn Washburn  E4.  Lt.  &  P.  Co. 

Waukesha Waukesha  G.  &  El.  Co. 

Waupaca Waupaca  El.  Lt.  ct  Ry.  Co. 

West  Bend West  Bend  Heating  &  Lighting  Co. 

CLASS  C 

Albany Albany  El.  Lt.  &  Milling  Co. 

Alma Alma  El.  Lt.  Co. 

Amery Amery  El.  Co. 

Amherst B.  E.  Dwinell  &  Co. 

Argyle Municipal  Plant. 

Athens Athens  El.  Lt.  &  P.  Co. 

Augusta 1.  L.  Ball. 

Baldwin Baldwin  El.  Lt.  &  Fuel  Co. 

Bangor Hussa  Bros.  Lt.  &  Power  Plant. 

Barron Municipal  Plant. 

Bavfield M  unicipal  Plant. 

Belleville Belleville  Mills  &  El.  Lt.  Plant. 

Belmont Municipal  Plant. 

Benton Municipal  Plant. 

Birnamwood Birnamwood  El.  Lt.  Co. 

Blair Municipal  Plant. 

Blanchardville  Municipal  Kl.  Plant. 

Bloomer Bloomer  El.  Lt.  Plant. 

Boscobel Municipal  Kl.  Plant. 

Boyd Boyd  Lbr.  A:  Improvement  Co. 
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Brillion E.  Paustian  Milling  Co. 

Brodhead Brodhead  EI.  Co. 

Browntown Municipal  Plant. 

Bruce Municipal  Plant. 

Cadott Municipal  Plant. 

Campbellsport Campbellsport  El.  Lt.  &  P.  Co. 

Cash  ton Municipal  Plant. 

Cassville Municipal  Plant. 

Cazenovia Mortenson  Bros. 

Cedar  (irove Cedar  Grove  Tel.  Co. 

Cedar  Grove Wiscunsin  Foundry  &  Steel  Works. 

Chetek Chetek  Lt.  &  P.  Co. 

Chilton Calumet  Service  Co. 

Clark's  Mills Oslo  P.  &  Li.  Co. 

Colby Municipal  Plant. 

Colfax Colfax  Mill  vV:  P.  Plant. 

Crandon Municipal  Plant. 

Cuba  City Municipal  Plant. 

Cumberland Municipal  Plant. 

Dodgeville .* UoU^^eville  El.  Lt.  &  P.  Co. 

Eland  Junction Wittenberg  El.  Co. 

Elderon Elderon  Lt.  &  P.  Co. 

Elkhart  Lake Milwaukee  &  Fox  River  Valley  R.  Co. 

Ellsworth Ellsworth  H.,  Lt.  and  P.  Co. 

Elroy Municipal  Plant. 

Evansville Municipal  Plant. 

Fairchild N.  C.  F.ster  Lbr.  Co. 

Feniiimore Municipal  Plant. 

Florence Municipal  Plant. 

Fountain  City Fountain  Ciiy  Lt.  &  P.  Co. 

Frederic Frederic  Kl.  Lt.  &  P.  Plant. 

Galesville Davis  Mill  Co. 

Gays  Mills Gays  Mills  El.  Plant. 

Genoa  Junction Equitable  El.  Lt.  Co. 

Gillette Great  Northern  Pail  Co. 

Grafton Grafton  Lt.  H.  &  P.  Co. 

Grantsburg Municipal  Plant. 

Greenwood Municipal  El.  Plant. 

Gresham Gresham  El.  Lt.  &  P.  Co. 

Hayward El.  Li.  &  P.  Co. 

Hazel  Green Municipal  Plant. 

Horicon Horicon  Lt.  »fc  P.  Co. 

Hustisford. Hustisford  Kl.  Lt.  &  P.  Co. 

Independence Municipal  Plant. 

lola , lola  El.  Lt.  &  P.  Co. 

Iron  River Iron  River  W.  Lt.  Si  P.  Co. 

Jefferson Municipal  Plant. 

Kewaskum Kewaskum  El.  Lt.  Co. 

Kewaunee Municipal  Plant. 

Kilbourn Municipal  Plant. 

La  Fargo La  Farjro  El.  Co. 

Lake   Mills Municipal  Plant. 

La  Valle La  Valle  Roller  Mills. 

Lodi Municipal  Plant, 

Lohrville Neshkoro  Lt.  *k  P. Co. 
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Ix)mira Lomira  El.  Lt.  &  P.  Co. 

Loyal Municipal  Plant. 

Manawa Little  Wolf  River  Lbr.  Co. 

Mazomanie Municipal  Plant. 

Menomonee  Falls Menomoneo  Falls  El.  Lt.  Co. 

Merrillan Municipal  Plant. 

Milton Milton  W.  Lt.  &  P.  Go. 

Milwaukee Molitor  &  Hummell  Realty  Co. 

Ry.  Exch.  iildg.  Co. 

Michicot Michicot  El.  Lt.  &  P.  Co. 

Mondovi Mondovi  Lt.  &  P.  Co. 

MontoUo Montello  Granite  Co. 

Monticello Municipal  Plant. 

Mount  Horeb. . , Mt  Horeb  El.  Lt.  Co. 

Muscoda Municipal  Plant. 

Necedah Necedah  Milling  &  El.  Co. 

Neilhville Neillsville  El.  Co. 

Xeshkoro Neshkoro  Lt.  &  P.  Co. 

New  Glarus Municipal  Plant. 

North  Freedom North  Freedom  El.  Lt.  Co. 

Oconto  Falls Municipal  Plant. 

Onalaska La  Crosse  W.  P.  Co. 

Osceola Wisconsin  Improvement  Co. 

Owen John  S.  Owen  Lbr.  Co. 

Pardeeville Pardeeville  El.  Lt.  Plant. 

Peshtigo Peshti»ro  Lbr.  Co. 

Phillips Phillips  Lt.  W.  H.  &  P.  Co. 

Plainrteld Starks  &  8keel. 

Plymouth Municipal  Plant. 

Port  Edwards Neekoosa- Edwards  Paper  Co. 

Prescott River  Falls  P.  Co. 

Randolph Municipal  Plant. 

Random  Lake Random  Lake  El.  Lt.  &  P.  Co. 

Red  Granite Neshkoro  Lt.  A:  P.  Co. 

Rib  Lake Municipal  Plant. 

Rio Rio  El.  Lt.  Plant. 

St.  Naziance Oslo  P.  &  Lt.  Co. 

Sauk  City Municipal  Plant. 

Sevmour Sevmour  El.  Co. 

Sheboygan  Falls Falls  Ll.  cV:  P.  Co. 

Shell  Lake Municipal  Plant. 

Soldiers  Grove Soldiers  Grove  EI.  Co. 

Somerset Apple  River  P.  Co. 

South  Wayne Municipal  Plant. 

Spring  (ireen  Municipal  Plant. 

Spring  Valley Spring:  Valley  Lt.  &  P.  Co. 

Stratford R.  Connor  C:o. 

Sun  Prairie Municipal  Plant. 

Thorp Municipal  Plant. 

Valders Oslo  P.  A:  Lt.  Co. 

Viola Viola  Lt.  A:  P.  Co. 

Warrens Geo.  Warren  Co. 

Waterford Walerford  Milling  *fc  Lt.  Co. 

Waterloo Municipal  Plant. 

Waupun Municipal  Plant. 


ELECTRIC  RATES.  11 


Westby Municipal  Plant. 

Westfield Westfield  Milling  «fc  El.  Lt.  Co. 

West  Salem . . .' Neshonoc  Lt.  &  P.  Co. 

Weyauwega Weyauwega  El.  Lt.  Co. 

Whitehall Municipal  Plant. 

Whitewater Whitewater  El.  Lt.  Co. 

Wild  Rose Rose  Milling  Co. 

Wilton Wilton  Lt.  &  P.  Co. 

Winneconne Winneconne  H.  Lt.  &  P.  Co. 

Wittenberg Wittenberg  El.  Lt.  &.  Power  Co. 

Wyocena Columbia  County  Lt.  &  P.  Co. 


ELECTKIC  KATES 


INTRODUCTORY  STATEMENT 

Standards  of  Service  in  Relation  to  Rates.  Under  the  Public 
Utilities  Law  the  Commission  is  required  to  establish  standards  of 
service  (sec.  1797m-23)  as  well  as  to  regulate  rates.  Since  a  reduc- 
tion in  the  quality  of  service  is  equivalent  to  an  increase  in  rates 
(City  of  Ripon  v.  Ripon  Lt.  and  W.  Co.  1910,  5  W  R.  C.  R.  1,  54),  the 
rates  in  force  at  any  time  must  always  be  considered  in  relation  to 
the  established  standards  of  servire.i 

The  standards  established  by  the  Commission  for  electric  service 
(In  re  Standards  for  Gas  and  Electric  Service,  1908,  2  W.  R.  C.  R. 
632)  apply  to  all  electric  utilities  within  the  state,  excepting  in  cer- 
tain cases  where  the  Commission  has  made  modifications,  exemptions, 
or  concessions  for  sufficient  cause  shown.  A  number  of  modifications 
have  been  made  by  the  Commission  where  conformity  to  the  uniform 
standards  resulted  in  unwarranted  burden  to  the  public  utility,  or 
to  the  consumer,  or  to  both. 

The  following  standards  for  electric  service  established  in  1908 
are  still  In  force  as  originally  adopted.     (2  W.  R.  C.  R.  632). 

Rule  14.  No  electric  meter  which  registers  upon  "no-load''  shall  be 
placed  in  service  or  allowed  to  remain  In  service. 

Rule  15.  No  electric  meter  shall  be  placed  In  service  or  allowed  to 
remain  in  service  which  has  an  error  of  registration  In  excess  of  four 
per  cent  on  light  load,  half  load,  or  full  load. 

Rule  16.  Each  electric  service  meter  shall  be  tested  and  adjusted 
for  accuracy  at  the  time  of  its  installation. 

Rule  17.  Each  electric  service  meter  shall  be  tested  at  least  once 
each  year;  the  test  to  be  made  by  comparing  the  meter  while  con- 
nected in  its  place  of  service  with  suitable  standards,  on  light  load, 
half  load,  and  full  load  rate  of  operation. 

Rule  18.  A  complete  record  shall  be  kept  of  all  tests  made  on  eiec- 
trio  meters. 


'See  Fifth  Annual  Report,  1910-11,  part  I. 
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Rule  19.  Each  company  supplying  electrical  energy  shall  provide 
itself  with  suitable  equipment  for  the  testing  of  meters,  and  shall 
employ  such  methods  as  are  approved  by  the  Railroad  Commission. 

Rule  20.  Each  company  supplying  electrical  energy  shall  make  a 
test  of  the  accuracy  of  a  meter  upon  request  of  a  consumer,  provided 
such  consumer  does  not  make  requests  for  tests  more  frequently  than 
once  in  six  months.  A  report  giving  the  results  of  such  tests  shall  be 
made  to  the  consumer,  and  a  complete  record  of  the  same  shall  be 
kept  on  file  in  the  office  of  the  company. 

Rule  21.  Upon  formal  application  of  any  consumer  to  the  Railroad 
Commission,  a  test  shall  be  made  upon  the  consumer's  meter  by  an 
inspector  employed  by  the  Railroad  Commission,  such  test  to  be  made 
as  soon  as  practicable  after  the  receipt  of  the  application.  For  such 
test  a  fee  of  two  dollars  ($2.00)  shall  be  paid  by  the  consumer  making 
application  for  the  test  If  the  meter  is  found  to  be  slow  or  correct 
within  the  allowable  limits,  and  by  the  company  owning  the  meter  If 
the  meter  is  found  to  be  fast  beyond  the  allowable  limit. 

Rule  22.  Each  company  supplying  electrical  energy  shall  maintain 
a  record  of  all  interruptions  of  service  upon  the  entire  system  or 
major  divisions  of  its  system,  and  include  in  such  record  time,  dura- 
tion, and  cauee  of  each  interruption. 

Rule  23.  Each  company  supplying  electrical  energy  on  constant 
potential  systems  shall  adopt  and  maintain  a  standard  average  value 
of  voltage  as  measured  at  any  consumer's  cut-out,  which  shall  remain 
constant  from  day  to  day,  and  vary  during  any  one  day  by  an  amount 
not  more  than  six  per  cent  of  the  minimum  value. 

Rule  24.  Each  company  supplying  electrical  energy  for  incandes- 
cent illumination  ehail  adopt  and  maintain  some  method  of  procedure 
which  will  insure  periodic  inspection  of  incandescent  lamps  to  which 
current  is  supplied  and  under  which  the  company  will  render  its  con- 
sumers assistance  In  securing  incandescent  lamps  best  adapted  to  the 
operation  of  the  system.  Each  company  shall  submit  to  the  Railroad 
Commission  of  Wisconsin  the  details  of  such  method  of  procedure  as 
it  may  adopt. 

Rule  25.  Each  company  supplying  electrical  energy  for  incandescent 
illumination  shall  specifically  inform  each  of  its  consumers  as  to  the 
conditions  under  which  efficient  illuminating  service  may  be  secured 
from  its  system. 

Certain  interpretations  have  been  gi\en  to  these  rules  from  time 
to  time  as  shown  in  the  annual  reports.  Recently  the  Commission 
has  given  an  interpretation  to  cover  •si)ecial  cases  where  electrolytic 
ampere-hour  meters  are  used.  (///  tc  Mtrrill  RdiJuay  <(•  Li.  Co.  1911, 
8  W.  R.  C.  R.  270.) 
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Compilation  of  Data.  The  schedules  of  rates  as  here  presented 
have  been  compiled  from  the  ofQcial  rates  as  filed  by  each  utility 
With  the  Commission. 

In  classifying  the  rates  of  each  utility  for  this  compilation,  the 
'Commission's  uniform  classification  of  accounts  has  been  followed 
•as  closely  as  was  found  practical.  To  that  end  all  lighting  rates  for 
^residences,  business  places,  and  for  public  buildings  where  given 
separately  have  been  placed  under  the  head  of  commercial  lighting. 
In  like  manner  power  rates  of  all  kinds  have  been  placed  under  com- 
mercial power.  The  class  street  lighting  contains  all  municipal  street 
lighting  and  such  free  lighting  of  public  buildings  as  is  done  in  con- 
nection with  the  street  lighting. 

With  respect  to  the  rules  and  regulations  of  the  utilities,  the  aim 
has  been  to  include  only  those  that  directly  affect  the  amount  that 
the  consumer  pays  for  the  service.  Among  the  rules  included  are 
those  that  pertain  to  the  cost  of  connecting  the  building  to  the  line, 
prompt  payment  discounts,  penalties  for  failure  to  pay  promptly* 
charges  for  reconnecting  the  «iame  consumer  to  the  same  premises, 
etc.  The  practice  of  each  utility  in  complying  with  the  standards 
established  by  the  Commission  with  respect  to  lamp  renewals  and 
inspection  of  incandescent  lamps  has  also  been  included.     (Rules  24 

and  25,  2  W.  R.  C.  R.  632.)  The  rules  and  regulations  of  the  utilities 
that  have  not  been  included  are  those  which  do  not  directly  affect  the 
amount  the  consumer  pays,  such  as  those  relating  to  application  for 
service,  notice  of  discontinuing  service,  access  to  premises  for  the 
purpose  of  inspection,  wiring  premises,  etc. 

Some  of  the  rates  and  rules  contained  in  this  publication  are  not 
in  accord  with  the  Public  Utilities  Law  and  the  decisions  of  the  Com- 
mission. Such  rates  and  rules,  however,  have  been  included  so  that 
the  publication  would  be  complete  and  would  show  the  schedules  that 
are  in  force  at  the  present  time.  The  fact  that  certain  questionable 
rates  and  rules  have  been  included  does  not  imply  that  they  are  sanc- 
tioned by  the  Commission. 


RATE  SCHEDULES 


As  in  force  June  1,  1912 


ALBANY. 

(Population,    669.) 

ALBANY  ELECTRIC  LIGHT  &  MILLING  CO. 

Method  of  generation,  hydraulic  and  gas. 
Daily  operating  period,  dusk  to  11  p.  m. 

Commercial  Lic^htinfip. 

Meteb  Rates: 

Minimum  charge  per  month,  75  cts. 
Current,  10  cts.  per  kw.  hr. 
Meter  rent,  10  cts.  per  month. 
FtAT  Rates: 

50  cts.  per  16  c.  p.  for  business  places. 

33%  cts  pef  16  c.  p.  for  residences.    Residences  agree  to  turn  off 

lights  at  bed  time  and  when  nqt  in  actual  use. 
Arc  lamps  for  business  places,  dusk  to  closing  hour,  $3.00  per 
month  per  1,000  c.  p.  lamp.     One  16  c.  p.  incandescent  is 
furnished  free  with  each  one  of  these  lamps. 
Company  does  not  charge  consumer  for  connecting  building  to  line. 
Lamps  rated  at  90  to  110  volts  are  handled.     The  first  installation 
of  carbon  lamps  is  furnished  free  and  they  are  renewed  free 
of  charge  when  returned  blackened,  but  unbroken.     Extra 
lamps  are  supplied   at   25   cts.   for   16   c.  p.   carbon  lamps. 
Tungsten  and  tantalum  lamps  are  sold  above  cost,  but  are 
renewed  at  cost  less  the  cost  of  carbon  renewals.     The  small- 
est size  Tungsten  lamp  handled  is  25  watt.     Lamp  inspections 
are  made  incidentally  whenever  the  premises  are  visited  by 
representatives  of  the  utility. 

Street  Lighting. 

2 — 6  amperes,  110  volts,  d.  c,  multiple  encloseiT  arcs  on  an 
every  night  moonlight  schedule  from  dusk  to  11  p.  m., 
every  night  and  5:30  a.  m.  until  daylight  from  November 
1  to  April  1.  Rate  $42  per  lamp  per  year. 
64 — 16  c,  p.,  110  volts,  d.  c.  multiple  carbon  incandescent  lamps 
on  every  night  moonlight  schedule  dusk  to  11  p.  m.,  and 
from  5:30  a.  m.  until  daylight  from  November  1  to  April  1. 
Rate  $7.20  per  la:mp  per  year. 

ALGOMA. 

(Population,    2,082.)    ; 

MUNICIPAL  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  dawn. 

4JommerclaI  Lighting. 

Meteb  Rates: 

Minimum  bill,  50  cts.  per  month. 

Current,  11  cts.  per  kw.  hr. 

All  meters  shall  be  owned  and  installed  by  the  customer. 


ALGOMA.]  -t16—  [WIS.  R.  R.  COMM. 

Municipal  Lightii^g: 

City  hall,  flat  rate  $6.65  per  month  for  11  lamps,  2  of  whicb. 
burn  all  night. 

Lamps  rated  at  108  volts  to  116  volts  are  handled  by  the  utility. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  carbon  lamps 
are  sold  at  20  cts.  and  Tungsten  lamps  at  about  15%  above- 
cost,  the  smallest  size  handled  being  25  watt.     Pamphlets 

*  printed  by  manufacturers  as  well  as  by  the  utility  are  dis- 

tributed from  the  lamp  office.     There  is  no  regular  inspection 
of  lamps,  but  the  use  of  Tungstens  is  encouraged. 

Street  Lighting. 

31 — 6.6  ampere,  72  volts,  a.  c.  multiple  enclosed  arcs  burning 
2,495.55  hours  per  annum  on  a  moonlight  schedule.  Rate 
$85  per  lamp  per  year. 

4 — 187  watt,  110  volt.  a.  c.  multiple  carbon  incandescent  lamps 
burning  4,785.2  hours  per  year  on  an  every  night  all  night 
schedule.     Rate  128.20  per  lamp  per  year. 

3 — 120  watt,  110  volt,  a.  c.  multiple  carbon  incandescent  lamps, 
burning  2,495.55  hours  per  annum  on  a  moonlight  sched- 
ule.    Rate  $13  per  lamp  per  year. 

ALMA. 

(Population.   1,011.) 

ALMA    ELECTRIC    LIGHT    CO. 

Method  of  generation,  steam. 

Dally  operating  period,  dusk  to  midnight. 

Commercial  LishtiDi;:. 

Meteb  Rates: 

Minimum  charge  $1.00  per  month. 

Current,  10  cts.  per  kw.  hr.  with  the  following  discounts: 
When  bill  amounts  to     $5.00  per  month  109^  discount. 

10.00  "  20% 

15.00  "  30% 

20.00  "  iO% 

Flat  Rates: 

Stores,  40  cts  per  month  for  each  16  c.  p.  carbon  or  40  watt 

Tungsten. 
Saloons,  60  cts.  per  month  for  each  16  c.  p.  carbon  or  40  watt 

Tungsten. 

Residence,  50  cts.  per  month  for  each  16  c.  p.  carbon  or  40  watt 

Tungsten. 
Residence,  bed  rooms,  25  cts.  per  month  for  each  8  c.  p.  carbon 

or  25  watt  Tungsten. 
Lodge  room,  10  cts.  per  month  for  each  16  c.  p.  carbon  or  40 

watt  Tungsten. 
Churches,  special,  according  to  what  is  used. 
Company  does  not  charge  consumer  for  connecting  building  to  line. 
Customer  owns  meter,  or  can  rent  one"  at  25  cts.  per  month  from 

company. 
Only  one  meter  rented  at  present. 

Lamps  rated  at  110,  115,  190,  200,  210  and  220  volts  are  handled 
by  the  utility.  The  first  installation  of  lamps  is  charged  to 
the  consumer;  returned  lamps  are  credited,  and  payment  is 
made  for  shortage.  Lamps  are  not  renewed  free  of  charge. 
16  c.  p.  carbon  lampp  are  sold  at  2;")  cts.  each,  40  watt  tanta- 
lum lamps  at  50  cts.,  and  40  watt  Tungsten  lamps  at  75  cts. 
This  Is  the  smallest  size  of  the  latter  type  handled  by  this 
company.     No  Information  is  given  except  verbally  regard- 
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ing  these  matters.     Lamps  are  inspected  upon  complaint  and 
unsatisfactory  lamps  are  replaced  free  of  charge. 

Street  liighting. 

$ — 3  ampere,  220  volt,  a.  c.  multiple  enclosed  arcs  burning  1,270 
hours  per  annum  on  a  moonlight  schedule  from  dusk  to 
midnight.     Rate  $60  per  lamp  per  year. 
4 — 100  watt,  115  volt,  a.  c.  multiple  Tungsten  lamps,  same  burn- 
ing schedule  as  the  arcs.     Rate  $15  per  lamp  per  year. 

10 — 32  c.  p.,  220  volt,  a.  c.  multiple  carbon  incandescent  lamps, 
same  burning  schedule  as  the  arcs.  Rate  $12  per  lamp 
per  year. 

30 — 16  c.  p.,  220  volt,  a.  c.  multiple  carbon  incandescent  lamps, 
same  burning  schedule  as  the  arcs.  Rate  $6  per  lamp  per 
year. 

ALTOONA. 

(Population,  824.) 

CHIPPEWA  VALLEY  RAILWAY,  LIGHT  &  POWER  CO. 

Method  of  generation,  current  purchased. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Meter  Rates: 

Minimum  bill,  $1.00  per  month. 

Current,  12 1/^  cts.  per  kw.  hr.  for  the  first  50  hours'  use  of  the 
active  connected  load.  8  cts.  per  kw.  hr.  for  the  next  50 
hours'  use,  and  4*/^  cts.  per  kw.  hr.  for  the  balance. 

ACTIVE   LOAD. 

Class  A.  Where  the  total  connected  load  is  equal  to  or  less  than 
500  watts  nominal  rated  capacity,  60*^  of  such  total  con- 
nected load  shall  be  termed  active.  Where  the  installa- 
lation  exceeds  500  watts  nominal  rated  capacity,  Z^Mi%  of 
such  part  of  the  total  connected  load  over  and  above  500 
watts  shall  be  termed  active. 

Class  B.  In  this  class  80%  of  the  total  connected  load  shall  be 
termed  active. 

Class  C.  In  this  class  55%  of  the  total  connected  load  shall  be 
deemed  active. 

CLASSIFICATION    OF    SERVICE. 

Class  A.  Dwelling  rooms,  flat,  rooming  house,  private  re'si- 
dence. 

Class  B.  Bank,  barber  shop,  billiard  hall,  card  rooms,  depot, 
dressmaking  parlors,  express  company,  garage,  halls,  laun- 
dry, offices,  post  office,  store  or  restaurant,  saloon,  theater, 
telephone  company,  telegraph  company,  sign,  show  c^se 
or  similar  advertising  purpose,  windows. 

Class  C,  Asylum,  armory,  blacksmith,  church,  convent,  club 
rooms,  factory,  hotel,  hospital,  heating  plant,  lodge  hall, 
livery  stable,  public  building,  rooming  house,  school,  ware- 
house. 

RENEWALS. 

No  free  Incandescent  lamp  renewals  excepting  street  lights  will 
be  furnished  by  the  company.  The  company  will,  how- 
ever, sell  the  same  at  its  office  at  a  price  which  w^ill  pay 
no  profit  to  itself  but  will  simply  cover  the  actual  cost  of 
such  incandescent  renewals.  (See  practice  of  this  company 
under  Eau  Claire) 
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Commercial  Power. 

6  cts.  per  kw.  hr.  for  the  first  50  hours'  use  of  the  maximum  de- 
mand, and  3  cts.  per  kw.  hr.  for  all  in  excels  of  this 
amount.  The  term  "maximum  demand"  is  understood  to 
be  the  rated  capacity  of  the  motors  connected,  times  746 
watts. 

Minimum  Bill.  The  minimum  power  bill  will  be  75  cts.  per 
h.  p.  per  month  as  above  determined  where  more  than  1 
h.  p.  is  installed.  On  installations  of  1  h.  p.  or  less  the 
minimum  bill  will  be  |1.00  per  month. 

Whenever  motors  and  lights  shall  be  connected  up  on  the  same 
meter,  a  minimum  charge  will  be  made  as  above  for  both 
motors  and  lights. 

Btreet  liighting. 

35 — 60,  3^   ampere,  a.  c.  series  Tungsten  lamps  burning  4,000 
hours  annually.     Rate  $24  per  lamp  per  year. 

AMERY. 

(Population,    659.) 

AMERY  ELECTRIC  CO. 

Method  of  generation,  steam  and  hydraulic. 
Dally  operating  period,  sunset  to  sunrise. 

Commercial  Lighting. 

Meteb  Rates: 

Minimum   monthly  charge,    |1.00. 
Current,  12  cts.  per  kw.  hr. 
Discount  10%  if  paid  by  the  10th  of  the  month. 
Flat  Rates: 

Business  places,  40  cts.  per  month  for  16  c.  p.  lamps. 

Arc  lamps,  |4.50  per  month,  company  to  furnish  carbon  and 

keep  trimmed. 
Residence,  2  lights,  $0.75 
3        "         1.00 
"  4        "         1.20 

"  over  4       "a  flat  rate  based  on  the  number  of  lights  and 
average  time  used.     No  residence  rates  to  be  less  than  15 
cts.  each  per  month  for  total  number  of  lights. 
Churches,  special. 

Halls,  special,  based  on  the  amount  of  current  used. 
Tungsten  and  tantalum  lamps  rated  as  to  current  consumption. 
Above  rates  based  on  sunset  to  sunrise  service,   proportional 
reductions  for  extended  variations. 
Company  furnishes  all  wiring  to  building. 
Bills  payable  monthly. 

Lamps  rated  at  106-112  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are 
sold  at  12^  cts.  and  25  cts.  Tungsten  and  Tantalum  lamps 
are  sold  at  about  cost.  The  smallest  size  Tungsten  lamp 
handled  is  25  watt.  Pamphlets  printed  by  manufacturers 
are  distributed  to  consumers  both  at  the  collection  office 
and  from  house  to  house.  Regular  lamp  inspection  is  car- 
ried on. 

Street  Lighting. 

4 — 5   ampere,    110  volt,   d.  o.    multiple   enclosed   arcs,   burning 
4,550  hours  per  year.     Rate  $50  per  lamp  per  year. 
29 — 100  watt.  110  volt,  d.  c.  multiple  carbon  incandescent  lamps, 
burning  4,550  hours  per  annum.     Rate  $9  per  lamp  per 
year. 
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16 — 50  watt,  110  volt,  d.  c.  multiple  carbon  incandescent  lamps, 
burning  about  2,000  hours  per  annum.  Rate  11.92  per 
lamp  per  year. 

AMHEBST. 

(Population.  629.) 

B.  E.  DWIXELL  &  CO. 

Itfethod  of  generation,  hydraulic. 

Daily  operating  period,  dusk  to  midnight  and  5  a.  m.  to  daylight. 

Ck>iii]nercial  IJighting. 

Meter  Rates: 

Minimum  bill,  $1.25  per  month,  which  includes  meter  rent. 
Current,  10  cts.  per  kw.  hr.  • 
Meter  rent,  25  cts.  per  month. 
•Pi,AT  Rates: 

50  cts.  per  month  per  16  c.  p.  lamp  or  equivalent. 

Special  rate  of  |1.50  per  evening  to  opera  house  up  to  12  o'clock. 

After  12  o'clock  a  charge  of  $1.00  per  hour  is  made. 
No  discount. 
Consumer  must  pay  for  connecting  building  to  line. 
Lamps  rated  at  104  volts  are  handled  by  the  utility.     The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.     16  c.  p.  lamps  are  sold 
at   25   cts.     Tungsten  and  tantalum  lamps   are  sold  above 
cost.     The  smallest  size  Tungsten  lamp  handled  is  25  watt. 
Pamphlets  printed  by  manufacturers  are  distributed  at  col- 
lection office.     Lamp  inspections  are  made  by  the  collector. 

:Street  Lightinii^. 

11 — 6.8  ampere,  72  volt,  a.  c.  series  multiple  enclosed  arc  burning 
about  1,800  hours  per  annum  on  a  moonlight  schedule 
from  dusk  to  midnight.  Rate  $38  per  lamp  per  year. 
1 — 32  c.  p.,  194  volt,  a.  c.  multiple  carbon  incandescent  lamps 
burning  about  2,100  hours  per  annum  on  a  moonlight 
schedule  from  dusk  to  midnight  and  5  a.  m.  to  daylight. 

ANTIOO. 

(Population  7,196.) 

ANTIGO  ELECTRIC  CO. 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

1.   STANDARD    LIGHTING    RATE. 
Meter  Rates: 

For  all  lighting  service  furnished  under  the'  classification 
herein  referred  to — including  appliances  for  heating  or 
power  used  from  our  single  phase  lines  passing  through 
the  same  meter  and  measured  by  means  of  meters  owned 
and  installed  by  the  Antigo  Electric  Co.,  the  following 
charges  shall  apply: 

Primary  Rate.  12  cts.  per  kw.  hr.  for  the"  first  30  hours'  use 
per  month  or  less  of  the  active  connected  load. 

Secondary  Rate,  9  cts.  per  kw.  hr.  for  the  next  30  hours'  use 
per  month  or  less  of  the  active  connected  load. 

Excess  Rate,  6  cts.  per  kw.  hr.  for  all  over  sixty  hours'  use 
per  month  of  the  active  connected  load. 

The  active  cx)nnected  load  shall  in  each  case  be  a  fixed  per- 
centage of  the  total  connected  load,  consisting  of  lamps 
and  appliances,  etc.,  installed  upon  the  customer's  prem- 
ises, and  as  shown  in  the  following  classifications: 
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Class  A.  This  class  shall  include  residences,  dwellings,  flats, 
private  rooming  and  boarding  houses  and  where  the  totat 
connected  load  fs  equal  to  or  less  than  500  watts,  60% 
of  such  total  connected  load  shall  be  considered  active; 
where  the'  total  connected  load  exceeds  500  watts,  33%%^ 
of  the  excess  over  and  above  500  watts  shall  be  con- 
sidered active. 

Class  B.  607c  of  the  total  connected  load  shall  be'  considered 
active.  This  class  shall  include  banks,  city  and  county 
buildings,  churches,  federal  buildings,  factories  (including 
machine  shops,  blacksmith  shops,  tin  shops,  cigar  factories,, 
wood  working  establishments,  and  other  manufacturing 
establishments  closing  not  later  than  6  p.  m.),  freight  and 
storage  warehouses,  garages,  hotels,  public,  private'  and 
parochial  schools. 

Class  C.  1^^/c  of  the  total  connected  load  shall  be  considered 
active.  This  class  shall  include  bakeries,  barber  shops, 
barns  (private  and  livery),  breweries,  bowling  alley's,  book 
and  notion  stores,  crockery  and  china  stores,  corridors 
and  halls  in  office  and  apartment  buildings  when  on  a 
separate  meter,  candy  and  fruit  stores,  clothing  and  fur» 
nishing  stores,  dry  goods  stores,  dress  making  shops,  drug 
stores,  depots,  express  offices,  electrical  supply  stores, 
flour  and  feed  stores,  furniture  stores,  grocery  stores, 
grain  elevators,  dance  and  public  halls,  hair  dressing  and 
manicure  parlors,  harness  shops,  hardware  stores,  jewelry 
stores,  laundries,  meat  markets,  millinery  stores,  music 
stores,  moving  picture  shows,  offices  (commercial,  profes- 
sional and  private),  opera  houses,  photograph  studios, 
plumbing  shops,  printing  shops,  restaurants,  roller  skating? 
rinks,  shoe  stores  and  repair  shops,  second-hand  stores, 
stationery  stores,  tailor  shops,  te!^  and  coffee  stores,  tobacco 
and  cigar  stores,  telephone  offices,  and  all  other  con- 
sumers not  otherwise  specifically  provided  for  in  thiff 
schedule. 

Class  D.  SO^/f  of  the  total  connected  load  shall  be  deemed 
active.  This  class  shall  consist  of  card  and  club  rooms, 
lodge  halls,  pool  and  billiard  halls,  saloons,  department 
stores. 

Class  E.  The  total  connected  load  shall  be  considered  active. 
This  class  will  consist  of  flaming  arc  lamps  used  for  street 
decorations,  peHeral  street  decorative  lighting,  signs,  out- 
line and  window  lighting. 

Minimum  Bill     Minimum  bill  shall  be  75  cts.  per  month. 

Discoinit.  A  cash  discount  of  o^/r  will  be  allowed  on  all  bills 
made  under  the  standard  schedule,  if  paid  on  or  before  the 
15th  of  the"  month  following  the  date  of  bill. 

Disrontinuan^r  of  f^'wirr  and  Rc-'-onn^'rlinn  of  .Vi'tn's.  In  all 
cases  where  the  bill  for  the  preceding  month's  service  haB 
not  been  paid  by  the  20th,  the  service  shall  be  discontinued 
and  the-  meter  removed  without  further  notice.  For  the 
re-iastallation  of  the  meter  and  re-connecting  the  service 
for  the  same  customer  on  the  same  premises,  a  charge  of 
$1.00  will  be  made  and  must  be  paid  in  advance. 

2.      OPTIONAL    LIGHTING    RATES. 

Mftkh  Ratks: 

The-   minimun^    cbarer    for   liP'hting   service   under    meter   rates 

shall  be  75  cts.  per  month. 
A  cash  discount  of  5';    will  be  allowed  on  all  lighting  bills  if 

paid  before  the  loth  of  month  following  date  of  bill. 
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This  company  will  furnish  and  Install  all  meters  at  their  own 
expense,  which  meters  shall   remain  the  property  of  tha 
company  and  may  be  removed  by  them  at  their  option. 
General   Lighting,     For    (110)    lighting   service,    per    kilowatt 
hour  used  in  one  month: 

First      100  kw.  hrs 10  cts.  per  kw.  hr. 

Second  100     "     '*    9     "     " 

Third     100     "     '*     8      "     " 

Fourth  100     "      •*     7     "     "  " 

Fifth      100     "     •*     6      "     " 

All  over  the  above"  amounts.  .5     "     "  " 

'Sign  Rate.  All  signs  will  be  operated  on  a  separate  meter  at 
the  rate  of  6  cts.  per  kw.  hr.,  subject  to  the  above  mini- 
mum and  discount. 
Cooking  Rate.  A  separate  meter  will  be  installed  on  all  electric 
cook  stove  services  and  a  rate  of  4  cts.  per  kw.  hr.  will 
anply,  subject  to  a  cash  discount  of  5</f  if  paid  on  or  before 
the  15th  of  month  following  the  date  of  bill.  Minimum 
11.00  per  month. 

Flat  Rates: 

All  Tungsten  Lamp  Installation.  $1.25  per  month  for  each  100 
watts  installed.  The  minimum  installation  under  this  rate 
shall  not  be  less  than  100  watts  and  shall  be  subject  to 
the  following  rules: 

1.  The  customer  is  to  furnish  all  wiring  and  lamps  operating 

under  this  contract  and  to  renew  same  at  his  own  expense 
when  necessary. 

2.  Lamps  so  operating  shall  only  be  burne-d  when  necessary. 

3.  All  lamps  shall  be  cut  off  when  the  places  in  which  they  are 

installed  are  closed  up  for  the  night. 

4.  Installations  operating  under  this  rate  shall  be  subject  to  the 

inspection  of  the  Antigo  Electric  Go's  representatives  at 
any  and  all  times. 
'5.  The  Antigo  Electric  Co.  reserves  the  right  to  cancel  this  rate 
and  discontinue  the  service  at  any  time  the  customer  may 
attach  additional  lamps,  substitute  lamps  of  greater  watt- 
age, or  add  any  appliances  without  giving  due  notice  to 
the  company.  Fans  and  all  other  electric  apparatus  will 
.  not  be  figured  in  installations  of  this  class  but  must  be  paid 
for  extra  at  regular  schedule  rates. 

Store  Windoic  Lights.  $1.50  per  month  for  each  100  watts  in- 
stalled.    Minimum  installation  100  watts. 

Hall  Lights.  All  night  hall  lights,  each  lamp  up  to  50  watts, 
$1.00  pel'  month. 

Barn  Lights.  Each  lamp  up  to  50  watts,  75  cts.  per  month. 
Lamps  rated  at  110-115  volts  are  handled  by  the  company,  but 
no  free  lamps  are  furnished.  50  watt  Gem  lamps  are  sold 
at  30  cts.  each  and  Tunesten  and  tantalum  lamps  are  sold 
at  a  profit.  The  smallest  size  Tungsten  and  tantalum 
lamps  handled  is  25  watt.  Pamphlets  printed  by  manu- 
facturers as  well  as  locally  are  mailed  to  consumers  with 
their  bills.     No  lamp  inspection  is  made. 

♦CommeroJal  Power. 

Meter  Rates: 

All  electric  current  for  power  service  will  be  furnished  through 
meters,  according  to  the  classifications  and  rates  herein- 
after provided. 

All  meters  will  be  installed  by  this  company  at  its  own  ex- 
pense, said  meters  to  remain  the  property  of  the  company 
and  to  be  subject  to  removal  at  its  option. 
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All  motors  and  wiring  for  same  to  be  furnished  by  the  custom- 
ers. 

All  bills  for  electric  power  sefvice  will  be  rendered  on  the  Ist 
of  each  month  for  the  preceding  month's  service.  All  biUfr 
due  and  payable  on  the  15th  of  month  following  date  of 
bill. 

All  bills  for  electric  power  service  will  be  subject  to  a  discount 
of  5  per  cent,  if  paid  on  or  before  the  15th  of  tho  month 
following  date  of  bill. 

CLASSIFICATION   AND  RATES. 

C\aB8  1.     Small  motors  operated  from  our  single  phase  lighting 
lines    (unless   included    in    installations   of   two   or   more 
motors  operating  under  class  3),  meter  rate,  10  cts.  per 
kw.  hr. 
Minimum  charge  shall  be  75  cts.  per  month. 
Clans  2.     Motors  from   1   h.  p.  to   5   h.  p.,   inclusive,  will  be 
operated  from  our  single  phase  lines  at  meter  rate  of  10- 
cts.  per  kw.  hr. 
Minimum  charge  shall  be  $1.00  per  month  for  the  first  h.  p. 

and  50  cts.  for  each  additional  h.  p. 
All  bills  for  clase  2  power  exceeding  the  minimum  rate,  will 
be  discounted  20%  for  quantity  used. 
Class  3.     Polyphase  motors  will  be  operated  from  our  220  volt 
power  lines  at  the  following  rates: 

First  100  kw.  hrs 6  cts.  per  kw.  hr. 

Setiond  100  kw.  hrs 5  cts.  per  kw.  hr. 

All  over  the  above  amounts  4  cts.  per  kw.  hr. 
Minimum  charge  shall  be  $1.00  per  month  for  the  1st  h.  p. 
and  50  cts.  for  each  additional  h.  0. 

Flat  Rates: 

Class  Jf,     Piano  motors,  operated  from  single  phase  lines,  inde- 
pendent of  lighting,  $2.00  each  per  month. 
Class  5.     Small  fan  motors,  operated  from  single  phase  lines, 

independent  of  lighting,  $3.00  each  per  month. 
Any  owner  of  a  motor  power  equipment,  operating  under  class 
2  or  3  rates,  whose  entire  equipment  will  be  out  of  service 
for  30  days  or  more,  may  avoid  the  full  minimum  charge 
by  giving  3  days'  notice  to  this  company  and  asking  that 
service  be  cut  off.  For  such  disconnected  services  a  charge 
of  50%  of  the  full  minimum  must  be  paid  by  the  customer. 
Automobile  Battery  Charging 

3  amperes  and  less $  1.00  each. 

3    to    5    amperes $1.50 

5    amperes   and    over $1.75       " 

Refilling  batteries  with  acid 50 

All  battery  charges  must  be  paid  for  before  they  leave  the  office. 
Editou's   Note  : — Rfitos  for  power  scrvico  on  lighting  circuits  are  also  op- 
tional if  sncli  .sorvlc(»  conies  under  standard  liffhtinj?  rate. 

Street  Lighting. 

74 — 3.3  ampere,   110  volt,   d.  c.  multiple  enclosed   arcs  burning. 
4,000  hours  per  annum.     Rate  $78  per  lamp  per  year. 

APPLETON. 

(Population,    16,773.) 
WISCOXSIX  TRACTIOX,  LIGHT,  HEAT  &  POWER  CO. 

Method  of  generation,  steam  and  hydraulic. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Meter  Rates: 

Minimum  charge  $1.00  per  month. 
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Current,  12  cts.  per  kw.  hr.,  subject  to  discount  for  quantity 
consumed  as  follows: 

$5  to  1 10  per  mo:nth    5% 


10  to 

20      " 

20  to 

30     •• 

80  to 

40      " 

40  to 

50      " 

1     t^xr^^/m    << 
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If 


it 


f  < 


10% 
15% 
20% 
25% 
30% 


Optional  Rate: 

12  cts.   per   kw.   hr.   for   first        100  kw.  hrs. 

10     "       "       next       100  kw.  hrs. 

8     "       "       "      "      "       "  100  kw.  hrs. 

6     "       "       "      "       "       "  300  kw.  hrs. 

4 •      "       "  400  kw.  hrs. 

3%  "        *'       "       *' all  over  1000  kw.  hrs. 

The  two  schedules  of  rates  are  used  interchangeably,  the  customer 

being  given  whichever  rate  figures  to  his  benefit.    . 
Discount  5%  if  paid  within  10  days. 

Lamps  rated  at  115-122  volts  are  handled  by  the  company.  The 
first  installation  of  lamps  is  charged  to  the  consumer; 
returned  lamps  are  credited,  and  payment  made  for  short- 
age. Carbon  lamps  are  renewed  free  of  charge  when  re- 
turned blackened  but  unbroken.  16  c.  p.  carbon  lamps 
are  sold  at  20  cts.  and  Tungsten  and  tantalum  lamps  are 
sold  at  cost.  The  latter  types  are  renewed  at  cost  less  the 
cost  of  carbon  lamps.  The  smallest  size  ordinary  Tung- 
sten lamp  handled  is  25  watt,  while  5  watt  sign  lamps  are 
carried.  Information  printed  by  manufacturers  and  the 
utility  is  distributed  with  bills  and  at  the  office  of  the  com- 
pany.    Lamp    inspections   are    made    In    connection    with 

meter  tests. 

-  -      - 

Commercial  Power.  '  ;;  -   - ,  .  - 

Meteb  Rates:  1* V    I     I 

Minimum  charge  $2.00  per  month  for  each  motor  of  2  h.  p.  and 
less,  and  an  additional  |1.00  per  h.  p.  or  fraction  there^ot 
for  each  motor  over  2  h.  p.  Medical,  dental  and  cauteris- 
ing outfit  $2.00  per  month. 
Current,  8  cts.  per  kw.  hr.,  subject  to  discounts  for  quantity  con- 
sumed as  follows: 


From   100   to 

200 
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.   hrs 

.  per 

month 

50^ 

From  200  to 

300 

10% 

From  300  to 

400 

15% 

From   400   to 
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20% 
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From  600  to 

700 

30% 

From   700  to 

800 

35% 
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40% 

From  900  to 

1000 

45% 

1000  and  over 

50% 

Optional  Rates: 

6  Cts.  per  kw. 
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3  cts.     "      "      "     all  over  600 
The  two  schedule  rates  are  used  interchangeably,  the  customer 

being  given  whichever  rate  figures  to  his  benefit. 
A  discount  of  5%  is  allowed  upon  bills  paid  within  ten  days  from 
date  of  bills. 
Company  does  not  charge  consumer  for  connecting  building  to  line. 
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Optional  Schedule. 

STANDARD   RATE. 

To  customers  signing  the  company's  standard  form  of  contract 

providing  for  service  for  one  year  or  more,  the  charge  for 

electric  service  shall  be  computed  on  the  following  basis: 
Demand  Charge.     (Payable  in  equal  monthly  installments). 

142.00  per  year  for  each  kw.  of  demand  of  the  first  10  kws. 

$30.00  pet*  year  for  each  kw.  of  demand  of  the  next  50  kws. 

124.00  per  year  for  each  kw.  of  demand  in  excess  of  60 
kws. 
Energy  Charge. 

5  cts.  per  kw.  hr.  for  the  first  100  kw.  hrs.  consumption  dur- 
ing month. 

4  cts.  per  kw.  hr.  for  the  next  900  kw.  hrs.  consumption  dur- 
ing month. 

3  cts.  per  kw.  hr.  for  the  next  3000  kw.  hrs.  consumption 
during  month. 

2  cts.  per  kw.  hr.  for  the  next  6000  kw.  hrs.  consumption 
during  month. 

1  %  cts  per  kw.  hr.  for  all  energy  consumed  jn  any  month 
in  excess  of  10,000  kw.  hrs. 

(a)  Lighting  Skbvice. 
The  foregoing  rate  shall  apply  to  all  customers  utilizing 

company's  electric  service  for  lighting  and  receiving 
free  renewals  of  company's  standard  lamps. 

(b)  Power  Service. 
The  foregoing  rate,  less  one-half  cent  per  kw.  hr.,  shall  ap- 
ply to  (1)  all  customers  utilizing  company's  service  for 
the  operation  of  electric  motors  and  not  receiving  any 
free  renewals  of  company's  standard  lamps,  and  to  (2) 
all  customers  utilizing  company's  service  for  any  pur- 

....     •  •       •  pose  and  not  receiving  any  free  renewals  of  company's 


% 


.  •  -      .  •        .  ^  Standard  lamps. 


•'(«)    Limited  or  "Off-Peak"  Service. 

The  foregoing  rates  for  lighting  and  power  service,  respect- 
ively, less  one-half  of  the  ''demand  charge"  shall  apply 
to  all  customers  contracting  to  utilize  and  utilizing  the 
company's  servic«=  at  times  during  the  calendar  day, 
other  than  during  the  hours  of  the  months  specified  as 
follows : 

Hours  during  which  service  shall  not 
Month.  be  used. 

October 5 :  30  p.  m.  to  7  p.  m. 

November    5:00       " 

December    4:30 

January 4:40       " 

February 5:20       " 

March    6:00       " 

(d)    "Tex-Se>en"  Service. 

The  foregoing  rates,  for  lighting  and  power  service,  respect- 
ively, less  three-quarters  of  the  "demand  charge"  shall 
apply  to  all  customers  contracting  to  utilize  and  utiliz- 
ing the  company's  service  only  during  the'  hours  10 
p.  m,  to  the  following  7  a.  m. 

Measuremf:xt  of   Demand. 
In  the  application  of  the  "Standard  Rate",  the  consumer's  de- 
mand shall  be  determined  by  measurement  or  assessment  as 
follows: 
(A)    Lighting  ^rrrirc. 

(a)    In  installations  of  1  kw.  connected  and  less,  demand 
shall  be  determined  as  lOOCr  of  the  first  300  watts  con- 
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nected,  plus  66%%  of  connected  load  in  addition  to  the  first 
300  watts,  except  where  tests  indicate  the  demand  to  be 
larger  than  that  computed  on  the  basis. 

(b)   In  installations  greater  than  1  kw.  connected,  the 
demand  shall  be  measured. 
(B)   Power  Service. 

The  demand  of  a  consumer  using  company's  servicfe'  for 
power  shall  be  determined  as  the  maximum  rate  at  which 
energy  is  used  for  any  continuous  period  of  flfteeti  con- 
secutive minutes,  as  shown  by  integrating  watt  meter. 
Discount  for  Pbompt  Payment. 
On  bills  paid  at  offices  of  company  or  its  authorized  collection 
agencies  within  10  days  of  date  of  bill,  a  discount  of  5% 
of  the  first  $25.00  of  all  bills  and  1%  on  amounts  in  excess 
of  125.00  will  be  given.  This  discount  shall  apply  only 
where  the  prompt  payment  of  5%  provided  for  in  the  exist- 
ing increment  rate  schedules,  is  not  given. 

Street  liifchting. 

312 — 6.6  ampere,  72  and  80  volt,  a.  c.  multiple  enclosed  arcs  burn- 
ing 4,000  hours  annually.     $65  per  lamp  per  year. 

r  ^ 

ARCADIA. 

(Population,   1,212.) 

municipaij  plant. 

Metbod  of  generation,  steam. 

Daily  operating  period,  dusk  to  11:30  and  5  a.  m.  to  daylight. 

Commercial  Iiighting. 

Meteb  Rates: 

Current,  5  cts.  per  kw.  hr.  per  month. 
No  discounts  or  reductions  are  allowed. 
Flat  Rates: 

Flat  rates  are  allowed  where  the  installation  does  not  exceed 
three  16  c.  p.  lamps  at  following  rates: 
One  16  c.  p.  lamp  $0.50  per  month. 
Two  16  c.  p.  lamps  $0.90  per  month. 
Three  16  c.  p.  lamps   $1.25  per  month. 
Company  does  not  charge  consumer  for  connecting  building  to  line. 

Lamps  rated  at  220  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  No  lamps  are  renewed  free  of  charge.  16  c.  p. 
lamps  are  sold  at  20.  cts.  Tungsten  and  tantalum  lamps 
are  sold  at  cost.  The  smallest  size  Tungsten  lamp  han- 
dled is  60  watt.  Pamphlets  printed  by  manufacturers  are 
distributed  with  monthly  bills.  Information  is  given 
through  locals  in  the  newspapers.  No  regular  inspection 
of  the  incandescent  lamps  in  service  is  made. 

Street  Lighting. 

70 — 84   watt,   4  ampere,  series  Tungsten  lamps  on  a  moonlight 
schedule.     Rate  6  cts.  per  kw.  hr. 

ARGYLE. 

(Population  603.) 

Municipal  Plant. 

Method  of  generation,  steam. 

Bally  operating  period,  dusk  to  12  p.  m.  and  5  a.  m.  to  daylight. 
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Commercial  liighting. 

,    Metteb  Rates: 

Current  8  cts.  per  kw.  hr. 
.    Flat  Rates: 

2  lights $0.75 

3  "      1.00 

Lamps  rated  at  110-220  volts  are  handled  by  the  utility.     The 

first  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  No  lamps  are  renewed  free  of  charge.  16  c.  p. 
lamps  are  sold  at  25  cts.  Tungsten  and  tantalum  lamps 
are  sold  above  cost.  The  smallest  size  Tungsten  lamp 
handled  is  25  watt.  Information  regarding  these  mat- 
ters is  given  verbally  and  through  newspapers.  No  regu- 
lar inspection  of  the  incandescent  lamps  In  service  is 
made. 

ARKANSAW. 

(Population, .) 

DURAND  LIGHT  AND  POWER  CO. 

Method  of  generation,  hydraulic. 

Daily  operating  period,  23  hours  daily  except  Sunday,  dusk  to  dawn. 

Commercial  Lighting  and  Power. 

(See  Eau  Galle  schedule.) 

ASHLAND. 

(Population,  11.594.) 

ASHLAND  LIGHT,  POWER  &  STREET  RAILWAY  CO. 

Method  of  generation,  steam  and  hydraulic. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Meter  Rates: 

Incandescent,     Minimum  bill:  less  than  16  c.  p.  lights  connected, 

25  cts.     Five  lamps  and  over,  5  cts.  per  lamp  per  month. 
Residence  Lighting.     12  cts.  per  1,000  watt-hours.     10  cts.  per 
1,000  watt-hours  when  consumption  per  month  In  1,000 
watt-hours  equals  the  number  of  16  c.  p.  lights  installed. 
Business  Lighting.     10  cts.  per  1,000  watt-hours  for  four  hours 
each  day.     6  cts.  per  1.000  watt-hours  for  all  current  U8«d 
over  that  time.     The  rate  is  based  on  the  number  of  lights 
connected. 
Discount  5%  if  paid  before  the  10th  of  each  month. 
Company  does  not  furnish  lamp  renewals  free. 
Municipal  Lighting.     2.3  cts.  per  kw.  hr.  (no  discount). 
Arc  Light.     Minimum  rate  |2.50  per  lamp  per  month.     10  cts. 
per  1,000  watt-hours  for  four  hours  each  day,  and  6  cts. 
for  current  used  after  that.     Discount  5%  if  paid  before 
the  10th  of  each  month. 
Fr.AT  Rates: 

Incandescent  Business. 

1  16  c.  p.,  half  night,  65  cts.     All  night,  90  cts.  per  month. 
1  No.  2  Gem  lamp,  half  night,  $1.00.     All  night,  $1.50  per 

month. 
1  No.  3  Gem  lamp,  half  night,  $1.15.     All  night.  $2.00  per 

month. 
1  No.  4  Gem  lamp,  half  night,  $1.65.     All  night,  $2.75  per 

month. 
1  No.  5  Gem  lamp,  half  night,  $2.20.     All  night,  $3.35  per 
month. 
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Signs,  Outlines,  Windows,  Etc.  8  cts.  per  1,000  watt-hours  at 
the  following  consumption  per  hour  per  lamp:  2  c.  p.  10 
watts;  4  c.  p.  20  watts;  8  c.  p.  30  watts;  16  c.  p.  50  watts. 
Each  lamp  is  figured  to  burn  2,000  hours  per  year  (dusk 
to  12:00  p.  ni). 

Nernst  Itamps.  All  night,  $1.50  per  glower  per  month.  Half 
night,  $1.15  per  gloweT  per  month. 

Discount  on  incandescent  &nd  Nernst  business  flat  rate  10%  if 
paid  before  10th  of  each  month. 

Arc  Lights.  All  nigh*^.  $7.00  per  lamp  per  month.  Half  night, 
$5.00  per  lamp  ^^r  month. 
Xiamps  rated  at  104  to  110  volts  are  handled,  but  no  lamps  are 
furnished  free  or  renewed  free  of  charge.  16  c.  p".  carbon 
lamps  are  sold  at  20  cts.  each  and  Tungsten  at  list  price. 
The  smallest  size  Tungsten  lamp  handled  is  25  watt. 
Printed  matter  furnished  by  manufacturers  supplemented 
occasionally  with  information  printed  locally  is  mailed  to 
consumers  with  their  bills.  Newspaper  advertising  is  used 
extensively,  but  no  lamp  inspections  are  made. 

XTominercial  Power 

Minimum  charge  per  horse  power  per  month  $1.00. 

10  cts.  per  1,000  watt-hours  when  used  less  than  one"  hour  per 

day. 
9  cts.  per  1,000  watt-hours  when  used  one  and  less  than  two 

hours  peT  day. 
8  cts.  per  1,000  watt-hours  when  used  two  and  less  than  three 

hours  per  day. 
7  cts.  per  1,000  watt-hours  when  used  three  and  less  than  four 

hours  per  day. 
6  cts.  pef  1,000  watt-hours  when  used  four  and  less  than  five 

hours  per  day. 
5  cts.  per  1,000  watt-hours  when  used  over  five  hours. 
Optional  Power  Rate.     $2.00  per  h.  p.  per  month  plus  2  cts.  per 

1,000  watt-hours. 
Discount  57o  if  paid  on  or  before  the  10th  of  each  month. 

^Street  Ijightin^. 

62 — 4  ampere,  75  volt.  a.  c.  series  magnetic  arc  burning  3,750 
hours  per  annum.     Rate  $48.00  per  lamp  per  year. 
376 — 40  watt,   6.6   ampero,   a.  c.  series  Tungsten   lamps  burning 
3,750  hours  per  year.     Rate  $12.50  per  lamp  per  year. 

ATHENS. 

(Population,  904.) 

ATWENS  ELECTRIC  LIGHT  &  POWER  CO. 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 

•Commercial  Li^htin^. 

The  minimum  charge  is  $1.00  per  month. 
Rates  for  current: 

Consumption  up  to  100  M  watt  hours  10  cts.  per  M. 
Prom      100   M  to   200   M       "        ".        9     " 
From      200   M  to   400   M       "        "  8    " 

Over       400  M  watt-hours     *'       "  7    " 

Company  owns  the  meters  and  charges  each  consumer  10  cts.  per 

month  rental. 
All  subject  to  a  discount  of  10*;^  if  paid  at  the  company's  office  on 
or  before  the  10th  day  of  the  month  in  which  the  bill  is 
dated. 
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f 

Company  does  not  charge  consumer  for  connecting  building  to- 
llne.  ^    i 

Lamps  rated  at  220  volts  ar**  *^andled  by  the  utility.  The  first 
Installation  of  carbon  i.uips  is  free  and  renewals  are  free- 
when  returned  blackened,  but  unbroken,  lb  c.  p.  carbon 
lamps  are  sold  at  23  cts.  Tungsten  and  tantalum  lamps 
are  sold  slightly  above  cost.  The  company  allows  15  cts. 
for  each  carbon  or  other  type  returned  when  purchasing 
Tungsten  or  tantalum  lamps.  The  smallest  size  Tungsten 
lai^p  handled  is  25  watt.  Matter  printed  by  the  utility 
is  mailed  to  new  consumers  and  newspaper  advertisements 
are  used  irregularly  for  informing  consumers  regarding 
these  matters.  An  annual  inspection  of  all  lamps  is  made 
by  an  employe  of  the  company  who  replaces  blackened 
lamps. 

Street  Lighting. 

12 — 2^  ampere.  220  volt,  d.  c.  multiple  enclosed  arcs  burning. 
1,800  hours  per  annum,  every  night  from  dusk  to  mid- 
night.    Rate  $50.00  per  lamp  per  year. 

AUGUSTA. 

(Population,  1,405.) 

J.  L.  BALL. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  midnight. 

Commercial  Lighting. 

Meteb  Rates: 

Minimum  charge  25  cts.  per  month. 

Current,  10  cts.  per  kw.  hr. 

Meter  rent,  15  cts.  per  month. 
Flat  Rates: 

35  cts.  per  16  c.  p.  lamp  for  business  hours. 

Arc  Lamps.  Dusk  to  10  p.  m.  $2.50  per  month;  dusk  to  mid- 
night $3.00  per* month.    > 
Company  charges  cost  of  wire  for  connecting  building  to  line. 

Lamps  rated  at  110,  210  and  220  volts  are  handled  by  the  utility. 
The  first  installation  of  carbon  lamps  is  not  furnished  free- 
of  charge.  No  lamps  are  renewed  free  of  charge.  Tung- 
sten and  tantalum  lamps  are  sold  at  a  little  above  cost. 
The  smallest  size  Tungsten  lamp  handled  is  25  watt.  In- 
formation regarding  these  matters  is  given  only  verbally. 
No  regular  inspection  of  the  incandescent  lamp  in  service- 
is  made. 

Street  Lighting. 

90 — 32  c.  p.,  220  volt  d.  c,  multiple  carbon  incandescent  lamps- 
burning  from  dusk  to  midnight  on  a  moonlight  schedule.. 
Rate  $12.00  per  lamp  per  year. 

BALDWIN. 

(Population,    584.) 
BALDWIN  KLECTRIC  LIGHT  &  FUEL  CO. 

Method   of  generation,  steam. 

Daily  operating  period,  dusk  to  midnight. 

Commercial  Lighting. 

Meter  Rater: 

Minimum  bill:     Business  places,  $1.00  per  month. 

Residences,  50  cts.  per  month. 
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Current,  8  cts.  per  kw.  hr. 
Meter  rent,  $2.00  per  year  in  advance. 
B*rjLT  Rates: 

Monthly   rate    for   residences: 

One  8  c.  p.  carbon  lamp $0.20 

Six         ••  **  **      1.00 

One  16  c.  p.     "  "      35 

Three'    "     .        "  "      1.00 

32  c.  p.  **  "      65  each 

50   watt  tantalum        "      50  each 

45       "       Mazda  "      50  each 

Monthly  rate  for  business  places: 

16  c.  p.  carbon  lamp 50  cts.  each 

32     **  "  **      75  cts.  each 

50    watt    tantalum      50  cts.  each 

45         "       Mazda        50  cts.  each 

70  "  "  75  cts.  each 

Lodges  and  churches,  where  used  one  night  in  each  week,  15 
cts.  per  16  c.  p.  or  equivalent. 
<Company  does  not  charge  consumer  for  connecting  building  to 

line. 
Lamps  rated  at  110-225  volts  are  handled  by  the  utility.  The 
first  installation  of  carbon  lamps  is  charged,  the  returned 
lamps  credited,  and  payment  made  for  shortage.  No 
lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  arp  sold 
at  25  cts.  Tungsten  and  tantalum  lamps  are  sold  above 
cost.  The  smallest  size  Tungsten  lamp  handled  is  40 
watt.  Manufacturers'  pamphlets  are  mailed  to  consumers. 
Lamp  inspections  are  made  only  in  connection  with  com- 
plaints. 

■ 

'Street  Lighting. 

11 — 3  ampere,  220  volt,  d.  c.  multiple  enclosed  arcs  burning 
1,095  hours  per  annum  on  a  moonlight  schedule  from  dusk 
to  midnight.     Rate  $40.00  per  lamp  per  year. 

10 — 50  c.  p.,  220  volt,  d.  c.  multiple  carbon  incandescent  lamp 
burning  1,095  hours  per  annum  on  a  moonlight  schedule 
from  dusk  to  midnight.     Rate  $12.00  per  lamp  per  year. 

BANOOB. 

(Population,    692.) 

HUSSA  BROS.  LIGHT  &  POWER  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  1  p.  m.  to  midnight  and  5:30  a.  m.  to  noon. 

Commercial  Lighting. 

Meteb  Rates: 

Incandescent  and  arc  lamps: 

The  first  50,000  watts  consumed  per  month,  12  cts.  per  1,000 

watts. 
The  second  50,000  watts  consumed  per  month,  10  cts.  per  1,000 

watts. 
All  over  100,000  watts  consumed  per  month,  8  cts.  per  1,000 

watts. 
Meter  rental,  25  cts.  per  month. 
Flat  Rates: 

Each  16  c.  p.  lamp,  75  cts.  per  month. 
Company  does  not  furnish  lamp  renewals  free. 
Company  does  not  charge  consumer   for  connecting  building  to 
line. 
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Gem  lamps  rated  at  108-114  volts  are  handled  by  the  utility. 
Tungsten  and  tantalum  lamps  are  sold  at  list  price.  The 
smallest  size  Tungsten  lamp  handled  Is  25  watt.  No  regu- 
lar inspection  of  the  incandescent  lamps  in  service  is 
made. 

Commercial  Power 

Flat  rate  estimate  on  basis  of  quantity  used. 

Street  Lighting. 

38 — 100  watt,  110  volt,  d.  c.  multiple  gem  lamps  burning  from. 

dusk  to  midnight  on  a  moonlight  schedule.     Rate  $27.00 

per  lamp  per  year. 
23 — 60  watt,  110  volt,  d.  c.  multiple  mazda  lamps  burning  froni 

dusk  to  midnight  on  a  moonlight  schedule.     Rate  $27.00* 

per  lamp  per  year. 

BABABOO. 

(Population,    6,324.) 

BARABOO  GAS  &  ELECTRIC  CO. 

Method  of  generation,   steam. 

Daily  operating  period,  continual  except  Sunday. 

Commercial  Lighting. 

Meteb  Rates: 

Minimum  bill  50  cts.  per  month. 

Discount.  Net. 
First  50  kw.  hrs.  per  month,  15  cts.  per  kw.  hr.  3  cts.  12  eta. 
Ne^t    50  "  "  15  "  "  4   "        11  " 

"      200  **  "  15  "  "  5   "        10   " 

"      200  "       ,         "  15  "  "  6   "  9   " 

All  over  500  "      '         "  15  "  "  7  *'  8   " 

Discount  applies  only  upon  bills  paid  before  the  10th  of  thcf- 
month  next  following  the  month  for  which  bill  is  rendered. 
Lamps  rated  at  110  and  220  volts  are  handled  by  the  utility. 
The  first  installation  of  carbon  lamps  is  furnished  free  of 
charge.  No  lamps  are  renewed  free  of  charge.  All  lamps 
are  sold  at  cost.  Information  regarding  these  matters  is 
given  only  verbally.  No  regular  inspection  of  the  incan- 
descent lamps  in  service  is  made. 

Commercial  Power. 

Meter  Rates: 

All  1  h.  p.  motors  and  less  capacity  same  as  lighting  ratels. 
2  h.  p.  and  over  shall  be: 

First   50  kw.  hrs.  per  month,  10  cts.  per  kw.  hr. 
Next  150  "  "  10 

300  "  "  10 

500  *•  "  10 

'*    1000  '•  "  .^ 

All  over  2000  "  5 

Readiness  to  serve  charge  75  cts.  per  h,  p.  per  month. 
Discount  applied  only  upon   bills  paid  before  the  10th  of  tho- 
month  next  following  which  bill  is  rendered. 
Provided  that  all  rates  and  schedules  of  the  Barahoo  Lighting  Com- 
pany, heretofore  on  file  with  the  Railroad  Commission  of  Wis- 
consin and  effective  on  the  31st  day  of  May,  1911,  shall  apply  €» 
maxima  .'w  all  cases  where,  under  such  rates  or  schedules,  a  leas 
charge  tcouid  'be  made  than  under  the  above  schedule. 


Discount. 

Net. 

2  cts. 

8  cts; 

3  *• 

7   " 

4  " 

6   " 

5   " 

5   " 

%    " 

4^/^ 

1   " 

4   " 

I 
I 
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Emergency  or  throw-over  switch  charge  of  50  cts.  per  h.  p.  per 
month. 

Street  Lighting. 

40 — 6.6  ampere,  72  volt,  d.  c.  series  enclosed  arcs  burning  1,825 

hours  per  annum  from  dusk  to  midnight. 
12 — 3   ampere.   220   volt,    d.   c.    multiple  enclosed   arcs   burning 
3,650  hours  per  annum  on  an  all  night  every  night  sched- 
ule. 

The  company  receives  a  lump  sum  of  $281.67  per  month 
for  the  above  arc  lighting. 
1 — 70  watt,  220  volt,  d.  c.  multiple  Tungsten  lamp  burning  3,650 
hours  per  annum  on  an  every  night  all  night  schedule. 
Rate  $30.00  per  lamp  per  year. 

BABBON. 

(Population,  1,449.) 
MUNICIPAL  PLANT. 

Method  of  generation,  hydraulic. 

Dally  operating  period,  dusk  to  midnight,  all  night  when  water  Is 
sufficient. 

Commercial  Lighting. 

Meter  Rate: 

Current,  8  cts.  per  kw.  hr. 

Meters  will  not  be  installed  for  less  than  one  year,  and  may  be 
rented  or  purchased.  A  rent  of  30  cts.  a  month  will  be 
charged,  a  consumer  paying  such  rental  for  48  months 
becomes  owner  of  meter. 

Jiesolnlion  f/overnirtij  the  inataUation,  oicnership  and  payments  for  metera. 

UuLE  1.  Kvery  meter  hereafter  installecl,  unless  paid  for  at  the  time  of 
installini?,  or  until  8uch  meter  shall  have  become  the  property  of  a 
user  under  the  terms  of  rule  2  following,  shall  continue  the  property 
of  thp  city  and  be  undtT  ilie  control  of,  and.  In  case  of  non-user,  be 
subject  to  removal  by  the  officers,  agents  or  employes  of  the  Light 
and  Water  Commission ; 

Rllk  2.»  Upon  the  full  payment  of  48  months'  rental  for  a  5  ampere  meter 
at  80  cts.  per  month  by  a  user  entitled  to  credit  for  all  such  pay- 
ments, the  meter  shall  thereupon  become  the  property  of  such  user; 

RrLE  3.  In  case  the  use  of  a  meter  in  perfect  condition  is  discontinued 
because  of  tlic  removal  of  the  user  or  for  a  similar  reason,  after  at 
least  twelve  months'  rental  has  been  paid  by  such  user,  the  Light  and 
Water  Commission  will  refund  to  such  user  one-half  the  sum  there- 
tofore paid  by  him  as  rental  for  said  meter; 

Rri.K  4.     In  rase  any   user  paying  rental  for   a  5  ampere  meter  shall  de- 
sire to  purchase  the  same,  he  may  do  so  by  paying  the  sum  of  $12.00^ 
less  r»/6  of  the  5tmount  already  paid  thereon  by  him  for  rental. 
Flat  Rates: 


Business:  4  c.  p. 
8  c.  p. 

16  cf.  p. 

24  c.  p. 

32  c.  p. 

Residence:    4  c.  p. 

8  c.  p. 

16  c.  p. 

24  c.  p. 

32  c.  p. 


amps  at  25  cents, 
amps  at  30  cents, 
amps  at  40  cents, 
amps  at  55  cents, 
amps  at  70  cents, 
amps  at  20  cents, 
amps  at  25  cents, 
amps  at  35  cents, 
amps  at  45  cents, 
amps  at  55  cents. 
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Flat  rate  users  are  allowed  but  one  all  night  lamp.     Violaters  | 

of  this  rule  will  be  required  to  put  in  meters; 

Sockets  extending  from  a  rosette  will  be  charged  for  at  the  rate 
of  a  16  c.  p.  lamp. 

No  light  consumer  whose  flat  rate  is  $1.50  per  month,  or  more, 
and  no  church,  hall  or  lodge  room,  will  be  furnished  cur- 
rent otherwise  than  through  a  meter. 
All  light  rental  must  be  paid  on  or  before  the  10th  of  each 
month  or  service  will  be  cut  off  and  a  penalty  of  $1.00 
charged  for  re-connecting. 
No  discount. 

Company  does  not  charge  consumer  for  connecting  building  to 
line. 

Lamps  rated  at  110  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are 
sold  at  20  cts.  Tungsten  and  tantalum  lamps  aie  sold  a 
little  above  cost.  The  smallest  size  Tungsten  lamp  han- 
dled is  25  watt.  Information  regarding  these  matters  has 
been  printed  and  distributed  by  the  utility.  Rules  have 
been  published  in  the  newspapers.  No  regular  inspection 
of  the  incandescent  lamps  in  service  is  made. 

Street  Lighting. 

18 — 6.8  ampere,  2,200  volt,  a.  c."  series  enclosed  arcs  burning 
about  610  hours  per  annum  on  a  moonlight  schedule  from 
dusk  to  midnight.     Rate  $60.00  per  lamp  per  year. 

22 — 32  c.  p.,  110  volt,  a.  c.  multiple  carbon  incandesbent  lamps 
burning  2,920  hours  per  annum  every  night  from  dusk  to 
midnight.     Rate  $6.00  per  lamp  per  year. 

BAYFIELD. 

(Population,  2,000.) 

MUNICIPAL    PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  dawn. 

Commercial  Lighting. 

Meter  Rates: 

Minimum  bill,  75  cts.  per  month. 

Current,  8. cts.  per  1,000  watts  up  to  50,000  watts  and  6  cts. 
per  1,000  watts  exceeding  50,000  watts  up  to  100,000  watts. 
4   cts.    per    1,000   watts   for   all   exceeding    100,000   watts 
consumed  in  any  one  month. 
Plat  Rates: 

1  16  c.  p.  lamp  per  month $0.75 

2  "  '*  ••  1.25 

3  '•  "  "  1.50 

Each  additional  16  c.  p.  lamp  per  month 50 

The  collector  to  make  one  call  at  the  residence  or  place  of  business 
of  consumer  and  if  payment  is  not  made  at  that  time,  same  to 
be  made  at  the  power  house  on  or  before  the  10th  day  of  each 
month. 

All  property  owners  having  teliants  and  using  service  must  guar- 
antee, by  contract,  the  payment  of  an  amount  due  the  town 
for  service. 

Whenever  service  is  not  paid  for  on  the  10th  day  of  each  month, 
the  superintendent  is  directed  to  cut  off  all  service  connec- 
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lions  and  require  payment  of  an  amount  due  and  an  ad- 
ditional amount  of  $1.00  to  cover  expense  of  connecting  to 
service  again. 
Company  does  not  charge  consumer  for  connecting  building  to 

>  line. 
Lamps  rated  at  110-115  volts  are  handled  by  the  utility.  The 
first  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  No  lamps  are  renewed  free  of  charge.  16  c.  p. 
lamps  are  sold  at  25  cts.;  $2.50  per  dozen.  Tungsten  and 
tantalum  lamps  are  sold  above  cost.  Smallest  size  Tung- 
sten lamp  handled  is  25  watt.  Pamphlets  printed  by  manu- 
facturers are  distributed  by  mail.  Inspection  of  lamps 
only  incidental. 

Street  Lii^htlng. 

19 — 6.6  ampere,  110  volt,  a.  c.  multiple  enclosed  arcs  burning 
1,800  hours  per  annum  on  a  moonlight  schedule  from  dusk 
to  midnight. 
136 — 60  watt,  55  volt,  a.  c.  multiple  carbon  incandescent  lamos 
burning  1,800  hours  per  annum  on  a  moonlight  schedule 
from  dusk  to  midnight. 

The  plant  receives  the  lump  sum  of  $1,250  for  both  arc 
and  incandescent  lamps  from  the  city. 

BEAVER  DAM. 

(Population,  6,758.) 

BKAVER  DAM  LIGHT  &  POWER  CO. 

Method  of  gelieration,  steam. 
Daily  operating  period,  continual. 

Commerrial  Lig:hting. 
Mkter  Rates: 

Minimum  Bill — Residences  50  cts.  per  month. 

Business  places  $1.00  per  month. 
First  40  kw.  hrs.  per  month  20  cts.  with  25%  discount  for 

payment  before  the  15th. 
Next  160  kw.  hrs.  per  month  20  cts.  with  50%  discount  for 

payment  before  the  15th. 
Next  200  kw.  hrs.  per  month  20  cts.  with  60%  discount  for 

payment  before  the  15th. 
Next  200  kw.  hrs.  per  month  20  cts.  with  62.5%  discount 

for  payment  before  the  15th. 
All  over  600  kw.  hrs.  per  month  20  cts.  with  65</f  discount 
for  payment  before  the  15th. 
Company  does  not  charge  consumer  for  connecting  building  to 
line. 

Lamps  rated  at  113,  115  and  117  volts  are  handled  by  the  utility. 
The  first  installation  of  carbon  lamps  is  furnished  free  of 
charge.  Carbon  lamps  are  renewed  free  when  returned 
blackened  but  unbroken.  16  c.  p.  lamps  are  sold  at  20 
cts.  Tungsten  and  tantalum  lamps  are  sold  at  list  price. 
The  smallest  size  Tungsten  lamp  handled  is  25  watt. 
Manufacturers*  pamphlets  are  distributed  with  monthly 
bills  and  information  given  through  newspaper  advertise- 
ments. No  regular  inspection  of  the  incandescent  lamps 
in  service  is  made,  but  the  use  of  Tungsten  lamps  is 
strongly  recommended. 

Commercial  Power. 

For  motors  of  2  h.  p.  and  less  (nominal  rated  capacity)  a  mini- 
mum charge  of  $2.00  per  month  shall  be  paid,  and  each 

3 
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motor  of  over  2  h.  p.  a  minimum  charge  of  $1.00  per  month 
shall  be  paid  for  each  h.  p.  or  fraction  thereof  of  the  nomi- 
nal rated  capacity  of  the  motor. 

00      to     12 .  5  kw.  hrs $1  per  mo.  minimum  bill 

12.5  to      200     "       "    8  cts.  per  1000  watta 

200       to       500    ••        ••    7      " 

500       to   1,250    "        •'    '.  .  .6      " 

1,250       to   3,000    •'        "    5      ' 

Street  Lighting. 

94 — 6.6  ampere,  72  volt,  a.  c.  series  enclosed  arcs  burning  2,136 

hours  per  annum  on  a  moonlight  schedule.     Rate  $66.38 

per  lamp  per  year. 
45 — 40  c.  p.,  6.6  ampere,  a.  c.  series  Tungsten  lamps  burning  2,13*5 

hours  per  annum  on  a  moonlight  schedule.     Rate  $21.00 

per  lamp  per  year. 

BELLEVILLE. 

(Population,  422) 

BELLEVILLE  MILLS  &  ELECTRIC  LIGHT  PLANT 

Method  of  generation,  hydraulic. 

Daily  operating  period,  dusk  to  10.30;  Satur'day  to  11  p.  m. 

Commercial  Lighting. 

Flat  Rates: 

50  cts.  peT  16  c;  p.  lamp  per  month. 

Halls,  etc.,  2  cts.  per  16  c.  p.  equivalent  per  evening.     After 
10:30  at  rate  of  50  cts.  per  hour. 

Lamps  rated  at  75,  100,  125,  and  165  volts  are  handled  by  the 
utility.  Series  of  3,  4,  5  and  6  on  500  volt  syrtem.  The 
first  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  No  lamps  are  renewed  free  of  charge.  16  c.  p. 
lamps  are  sold  at  25  cts.  Tungsten  lamps  are  sold  at  cost 
including  express.  The  smallest  size  Tungsten  lamp  han- 
dled is  40  watt.  No  regular  inspection  of  the  incandescent 
lamps  in  service  is  made. 

Street  Lighting. 

110 — 16  c.  p.,  110  volt,  in  clusters  of  five  on  500  volt  circuit  d.  c. 
multiple  carbon  incandescent  lamp  burning  every  night 
from  dusk  to  10:30  p.  m.  and  Saturday  nights  to  11  p.  m. 
Rate  $5.90  per  lamp  per  year. 

BELMONT. 

(Population,  532.) 

MUNICIPAL  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  11  p.  m. 

Commerrial  liighting. 

Meter  Ratks:  '  • 

Minimum  monthly  bill,  75  cts. 

CurrCTit,  10  cts.  per  kw.  hr. 
J%AT  Ratks: 

1  ct.  per  watt  for  all  sizes  of  lamp. 
No  charge  for  connecting  building  to  line. 

A  charge  of  $1.00  is  mad©  for  re-con»ectlng  the  same  person  on 
the  eanie  premises. 
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Lamps  rated  at  110,  112,  220  and  225  volts  are  handled  by  the 
utility.  The  first  installation  of  carbon  lamps  is  not  fur- 
nished free  of  charge.  No  lamps  are  renewed  free  of 
charge.  16  c.  p.  lamps  are  sold  at  25  cts.  Tungsten  and 
tantalum  lamps  are  sold  at  list  price.  The  smallest  size 
Tungsten  lamp  handled  is  40  watt.  Information  regarding 
these  matters  is  given  only  verbally.  Lamps  are  inspected 
incidentally  in  connection  with  meter  reading  and  upon 
request. 

Street  Lighting. 

7 — 5  ampere,  220  volt,  d.  c.  multiple  enclosed  arcs  burning  1,825 
hours  per  annum  on  a  moonlight  schedule  from  dusk  to 
11  p.  m.  Rate  $65.00  per  lamp  per  year. 
30 — 80  watt,  3.3  ami>ere,  d.  c.  series  tantalum  lamps,  same  burn- 
ing schedule  as  the  arcs.  Rate  $18.00  per  lamp  per  year. 
3 — 32  c.  p.,  220  volt,  d.  c.  multiple  carbon  incandescent  lamps, 
same  burning  schedule  as  the  arcs.  Rate  $18.00  per  lamp 
per  year. 

BELOIT. 

(Population,    15,125.) 

BELOIT  WATER,  GAS  &  ELECTRIC  CO. 

Method  of  generation,  steam  and  hydraulic. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Meter  Rates: 

Incandescent  Lighting. 

For  all  lighting  service  furnished  residences  and  businesses, 
hereinafter  specifically  referred  to  as  classes  A,  B,  and  C,  in- 
cluding such  incidental  use  of  appliances  for  heating  or 
power  used  on  lighting  circuits  and  passing  through  the 
same  meter  and  measured  by  a  meter  or  meters  owned  and 
installed  by  the  company,  a  charge  of: 

Primary  rate:  12  cts.  net  or  13  cts.  gross  per  kilowatt  hour 
for  current  used  equivalent  to  or  less  than  the  first  thirty 
hours'  use  per  month  of  the  active  connected  load. 

Secondary  rate:  7  cts.  net  or  8  cts.  gross  per  kilowatt  hour 
for  additional  current  used  equivalent  to  or  less  than  the 
next  sixty  hours'  use  per  month  of  active  connected  load. 

Excess  rate:  4  cts.  net  or  5  cts.  gross  per  kilowatt  hour  for  all 
current  used  in  excess  of  the  above  ninety  hours*  use  per 
month  of  active  connected  load. 

Company's  present  lighting  rate  No.  2*  shall  remain  in  force 
and  shall  apply  to  all  consumers  in  the  down-town  district, 
which  district  is  considered  as  defined  in  existing  schedule, 
and  shall  be  optional  for  the  above  consumers  as  under 
the  existing  rate. 


•JJf/htinff  n<iiv  \o.  t. 

Fixed  rharK<«-  -A  rtxcd  cliarjio  of  10  cts.  per  month  per  nn  watt  lamp  or  loss, 

phiH  $1.10.   Ifss  •-*."   per   cont   discount. 
mrront  rimrK<*— •"»  fls-  P^r  k\v.  hr. 
IMsrount  of  liH  per  cent  <»n  cnrn-nt  cluir^o  per  month  if  total  hill   Is  pahl  on  or 

l?cfon»   (ho   10th   of   tho   month    followln;;   (ho    numth   hi   which   oloctiMcHy 

is   consumal. 
Minimum  monthly  hill   Is  tho  Hxc^l  ch:ir'.:o. 
yoic: — Tho  cuKtomor  has  tho  option  of  ohoosin;?  cither  of  thp  above  rates  In 

the  down-town   business  district. 
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For  all  signs,  outlines,  and  window  lighting,  on  a  yearly  con- 
tract basis,  hereinafter  specially  referred  to  as  class  B,  a 
charge  of  5  cts.  net  per  active  50  watt  e?quivalent  per 
month,  plus  5  cts.  net  or  6  cts.  gross  per  kilowatt  hour 
consumed,  as  estimated  according  to  the  schedule  of  hours 
of  lighting  now  in  use  by  the  company. 

Active  connected  load  shall  in  every  case  be  a  fixed  percentage  of 
connected  load,  consisting  of  lamps,  appliances,  etc.,  in- 
stalled upon  consumers'  premises. 

Class  A  includes  residences,  dwellings,  flats,  and  private  room- 
ing houses.  Where  a  total  connected  load  is  equal  to  or 
less  than  500  watts  nominal  rate  of  capacity,  60  per  cent 
of  such  total  connected  load  shall  be  deemed  active.  Where 
the  installation  exceeds  500  watts  nominal  rate  of  capacity, 
33V{i  per  cent  of  such  a  part  of  the  total  connected  load 
I  over  and  above'  500  watts  shall  be  deemed  active. 

In  class  B,  where  the  total  connected  load  is  equal  to  or  less 
than  21/6  kilowatts  nominal  rate  of  capacity,  70  per  cent 
of  such  total  connected  load  shall  be  deetned  active.  Where 
the  installation  exceeds  2%  kilowatts  nominal  rate  of 
capacity,  55  per  cent  of  such  a  part  of  the  total  connected 
load  over  and  above"  2  %  kilowatts  shall  be  deemed  active; 
provided  that  lamps  used  exclusively  in  space  devoted  to 
the  storing  of  goods  shall  be  placed  at  20  per  cent  active 
and  shall  not  be  included  in  the  2^/^   kilowatts  specified 

above. 

Class  B  shall  consist  of  banks,  oflSces,  business  and  professional, 
including  studios,  dressmaking  parlors,  massage  parlors, 
millinery  and  hair  dressing  establishments,  and  photograph 
galleries;  wholesale  and  retail  merchandise  establishments, 
such  as  art  stores,  bakeries,  barber  shops,  Including  shoe- 
shining  parlors  and  public  baths,  book  stores,  cigar  stores, 
coffee  and  tea  stores,  commission  stores,  confectionery 
stores  including  ice  cream  parlors,  crockery  and  china 
stores,  dry  goods  stores,  drug  stores,  electrical  supply 
houses,  flower  stores  including  greenhouses,  furnituro 
stores,  gent's  furnishing  stores  including  hat  stores  and 
haberdasheries,  grocery  stores,  hardware  stores,  harness 
shops,  hay,  grain,  feed  and  coal  oflices  and  stores,  jewelry 
stores,  meat  markets,  millinery  stores,  milk  despots,  paint 
and  wall  paper  shops,  piano  and  music  stores,  picture 
stores,  plumbing  shops,  saloons  including  pool  and  bil- 
liard halls  and  adjoining  card  rooms,  shoe  stores  and  shoe 
repairing  shops,  stationery  stores,  tailor  shops  including 
dyers,  cleaners  and  dothes  pressing  establishments,  un- 
dertakers, upholsterers,  wine"  and  liquor  stores,  theaters, 
corridors  and  halls  in  office  and  apartment  buildings  upon 
separate  meters,  dance  and  public  halls  including  lodge 
and  society  rooms,  restaurants  including  eating  places 
and  lunch  wagons,  depots  and  public  places  for  the  con- 
duct of  railroads,  street  railways,  express  and  telephone 
business  excluding  freight  houses,  and  all  other  con- 
sumers not  herein  otherwise  specifically  provided  for. 

In  class  C,  where  the  total  connected  load  is  equal  to  or  less 
than  3  kilowatts  nominal  rate  of  capacity,  55  per  cent  of 
such  total  connected  load  shall  be  deemed  active.  Where 
the-  installation  exceeds  3  kilowatts  nominal  rate  of  capac^- 
itv  40  per  cent  of  such  a  part  of  the  total  connected  load 
over  and  above  3  kilowatts  shall  be  deemed  active.  This 
class  shall  include  federal  and  county  buildings  churches 
and  missions,  hotels  and  clubs,  factories.  Including  small 
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industrial  establishments  such  as  machine  shops,  carpen- 
ter shops,  blacksmith  shops,  tin  shops  and  cigar  factories, 
closing  not  later  than  6:00  p.  m.,  private  and  parochial 
schools,  grain  and  tobacco  elevators  and  warehouses, 
freight  and  storage  warehouses,  and  stables  and  garages, 
both  private,  boarding  and  livery. 

In  class  D  30  per  cent  of  the  total  connected  load  shall  b€J 
deemed  active.     Such  class  shall  consist  of  Beloit  College. 

In  class  E  the  total  connected  load  shall  be'  deemed  active. 
Such  class  shall  consist  of  unmetered  lighting  for  signs, 
outlines,  and  windows,  contracted  for  upon  a  yearly  basis. 

Minivium  Bill,  The  minimum  bill  shall  be  $1  net  per  month. 
Where  company  is  unable'  to  read  meter  after  reasonable 
effort,  the  fact  shall  be  plainly  indicated  upon  the  monthly 
bill,  the  minimum  charge  assessed,  and  the  difference 
adjusted  with  the  consumer  when  the'  meter  is  again  read. 

IHseount.  Company  shall  bill  all  consumers  at  gross  rate  and 
the  difference  between  the  gross  and  net  rate's  shall  con- 
stitute a   discount  for  prompt   payment. 

The  company's  present  regulation  in  regard  to  last  discount 
date  is  considered  reasonable. 

Free  Maintenance  of  Lamps.  Company's  regulations  in  regard  to 
renewal  of  lamps  and  for  the  maintenance'  and  replace- 
ment of  other  illuminants  shall  be  reasonaJble  and  in  &c- 
cordance  with  the  schedule  of  charges  filed  with  the'  Rail- 
road Commission. 

Rc-connection  of  Meters.  For  the  re-connection  of  meters  for 
the  same  consumer  upon  the  same'  premises  a  charge  of 
$1  is  deemed  reasonable. 
Lamps  rated  at  118  top  voltage  are  handled  by  the  utility.  The 
first  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  First  lamps  are  installed  by  wire  contractors. 
Carbon  lamps  are  renewed  free  when  returned  blackened, 
but  unbroken.  16  c.  p.  lamps  are  sold  at  20  cts.  The 
only  Tungsten  lamps  handled  are  for  signs,  the  5  watt 
size  being  furnished  at  20  cts.  less  than  cost.  These  mat- 
ters are  described  on  consumers'  bills.  The  pamphlets 
printed  by  manufacturers  are  distributed  and  descriptive 
matter  is  also  printed  by  the  utility.  Distribution  is  made 
both  with  the  bills  and  at  the  collection  office.  Newspaper 
advertising  is  also  used  to  inform  consumers  regarding 
these  matters.  Lamp  inspections  are  made  incidentally 
by  meter  testers,  complaint  men  and  new  business  depart- 
ment. 

Commercinl   Power, 

Meter  Rates: 

For  current  used  for  electric  power  purposes  as  measured  by 
meters    owned    and    installed    by    company,    a    maximum 
charge  of  25  cts.  net  per  active"  horse  power  capacity  per 
month,  plus: 
4  cts.  net  or  5  cts.  gross  per  kw.  hr.  for  first  1000  kw. 

hrs.  consumed  during  mo. 
3  cts.  net  or  4  cts.  gross  per  kw.  hr.  for  next  1000  kw. 

hrs.  consumed  during  mo. 
2%   cts.  net  or  3^/^  cts.  gross  per  kw.  hr.  for  next  1000 

kw.  hrs.  consumed  during  mo. 
2  cts.  net  or  3  cts.   gross  per  kw.  hr.  for  all  over  3000 

kw.  hrs.  consumed  during  mo. 
Active  horse  power  shall  consist  of  a  fixed  percentage  of  the 
nominal    rated    capacity   of    motors   as   indicated   on    the 
manufacturefs  name  plate. 
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The   following   ptTtentage   of   such    capacity   shall    be   deemed 

active: 
Where   installations   are   under    10   h.   p.   and   only  one  motor 

is  used,   90'/^;    under   10   h.  p.  and  more  than  one  motor 

is  used,  80'/v. 
Wheie  installations  are  10  h.  p.  or  over  and  less  than  20  h,  p., 

irrespective  of  number  of  motors,   70'^. 
♦Where   installations  are   20   h.    p.    or  over,   and   less  than    50 

h.   p.,   irrespective   of  number   of   motors,  yearly   contract 

basis,  60Vr. 
♦Where  installations  are   50   h.   p.   or  over  and   less  than   100 

h.  p.,   irrespective  of  numbers  of  motors,  yearly  contract 

basis,   557r. 
♦Where  installations  are  over  100  h.  p.,  irrespective  of  number 

of  motors,  ytarly  contract  basis,  TiO^f. 
Minimum  bill  shall  be  $1.25  net  per  month. 

Stfoet  Lighting. 

17 — 7  \^  ampere,  480  watt,  a.  c.  series  enclosed  arcs  burning  about 
4,300  hours  per  annum.  Rate  $80.00  per  lamp  per  year. 
133 — 7  Mt  ampere,  480  watt,  a.  c.  series  enclosed  arcs  burning  about 
2,600  hours  per  annum  on  an  every  night  dusk  to  1  o'clock 
schedule.  Rate  $60.00  per  lamp  per  year. 
4 — 60  watt,  116  volt,  a.  c.  multiple  carbon  incandescent  lamp 
burning  4,300  hours  per  annum.  Rate  $12.00  per  lamp 
per  year. 

BENTON. 

(Population,    652.) 

MUMCIPAL  PLANT. 

Method  of  generation,  cnirrent  purchased. 
Daily  operating  period,  continual. 

Coiiiiiiercial  Ligliting. 

Metkk  Rates: 

12  V^  cts.  prr  kw.  hr. 

Lamps  are  not  handled  by  the  utility  and  no  effort  is  made  to  reg- 
ulate their  sale  by  dealers.  No  inspections  of  lamps  are 
made. 

Street  Lighting. 

46 — 100  watt,  a.  c.  Tungsten  lamps  burning  1,100  hours  per  an- 
num on  a  moonlight  schedule  from  dusk  to  11  p.  m.  Rate 
12'/^  cts.  per  kw.  hr. 

BERLIN. 

(Population,    4,636.) 

RKRLIX  riTKLIC  SERVICE  CO. 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 

Coininercial  Lighting. 

Meter    Rates: 

16  cts.  per  kw.  hr.  for  residences,  churches,  lodge  rooms,  dental 

parlors,  lawyer's  and  doctor's  offices,  dance  halls,  opera 
houses,  public  and  parochial  schools,  blacksmith  shops, 
city  fire  dcpt.,  city  hall,   upper  floors  of  hotels  that  havo 


*Less  tlian  yearly  contract  basis,  TO'/t    active. 
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flat  rates  for  first  floors,  Saturday  and  holiday  street 
lighting,  and  any  temporary  or  Intermittent  service".  No 
discount. 

10  cts.  per  kw.  hr.  for  all  commercial  consumers  that  do  not 
have  a  minimum  charge:  business  rooms  and  flats  con- 
nected jointly  on  one  meter  service,  movins  picture  shows, 
club  rooms,  machine  shops,  manufacturing  plants.  No 
discount. 

10  cts.  pel*  kw.  hr.  for  all  commercial  consumers  that  have 
$1.00  minimum  charge:  bowling  alleys,  billiard  halls, 
livery  stables,  hotels,  printing  ofllces.  Same  discount  as 
on  power. 

Meter  rent  25  cts.  per  month. 
Flat  Rates: 


Price  per  month  each. 


1—56  Watt  Carbon  Lamp  or     -J 
2-56  Watt  Carbon  Lamps  or  -! 


3—56  Watt  Carbon  L^mps  or 


4   to  5—56  Watt  Carbon  Lamps  or 


6  to  7—56  Watt  Carbon  Lamps  or  -! 


j 


8  to  12—56  Watt  Carbon  Lamps  or 


14  or  more  56  Watt  C'ib*n  Lamps  or 


~    40  watt    Tun(r;iten 


-  50 

-  40 

-  50 

-  40 

-  50 

-  40 

-  50 

-  40 

-  50 

-  40 

-  M) 

-  60 

-  40 

-  50 

-  60 


.1 

4* 


it 


G.  E.  M 

Tunfirst4>n 
G.    E.    M. 

Tungsten 
G.   E.    M. 

Tungsten 
G.    E.    M. 

Tunjrsten 
G.    E.    M. 

Tunjfst^n 
G.  E.  M. 
Tunff«t«  n 

Tunjrsten 
G.  E.  M. 
Tuiigrsleu 


Op.  m. 


9  p.  m     12  m. 


$0.50 

10  75 

.45 

.60 

.40 

.55 

.35 

.50 

.Z') 

.45 

.27 

.40 

.SO* 

.60 

.25 

.36 

.374 

.54 

SI. 00 
.75 
.70 
.(& 
.60 


.^5 
.82i 

.50 
.75 


A  25  watt  Tungsten  is  rated  as  an  8  c.  p.  carbon  lamp;  and 
100  watt  Tungsten,  and  100  watt  G.  E.  M.  are  rated  the 
same  as  a  32  c.  p.  carbon  lamp.  9  p.  m,  consumers  may 
have  12  m.  service  Saturdays  and  holidays  without  extra 
charge. 

Arc  Lighting: 


Price  per  month  each. 

1 
6  p.  m.           9  p.  m. 

12  m. 

1  —   6     ampore  enclosed  arc  lamp 

2  or  more      "                        -     *' 

SI. 00 
3.50 

S4.00                S%.00 
3.50                  4.50 

1 

Special  Lighting  Ccntracis: 

Employes  of  company,  50%  of  regular  meter  rate. 
Opera  House,  10  cts.  per  kw.  hr. 
Hotel  Whiting.  ?32.00  per  month. 

Lamps  rated  at  114  top  voltage  are  handled  by  the  utility.  The 
flrst  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  No  lamps  are  renewed  free  of  charge.  16  c.  p. 
lamps  are  sold  at  20  cts.     Tungsten  and  tantalum  lamps 
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are  sold  above  cost.  The  i3mallest  size  Tungstea  lamp 
handled  is  25  watt.  Information  regarding  these  mat- 
ters is  given  only  verbally.  No  regular  inspection  of  the 
incandescent  lamps  in  service  is  made. 

Commercial  Power. 

Meter   Rates  : 

A  minimum  charge  of  $1.00  per  month. 
10  cts.  per  kw.  hr.  with  following  discount: 

1  kw.  hr.  to       10  kw.  hrs.  5%  cash  discount  in  10  days 
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Sppcial  Power  Contracts: 

Stillman,  Wright  &  Company,  2  cts.  per  kw.  hr. 
Wisconsin  Granite  Company,  meter  rate  $0.02954  per  kw. 

hr.     Coal  $3.25  per  ton. 
Wisconsin  Granite  Company,  meter  rate  $0.02%   per  kw. 

hr.     Coal  $2.75  per  ton. 
The  Luther  Glove  Company,  2  h.  p.  motor.     $7.80  per  mo. 
No   minimum   service  charge   except  to   those   that   have   power 

rates. 
A  meter  rental  charge  of  25  .cts.  per  month.  No  rental  if  con-» 
sumer  owns  meter.  Service  to  cTuployes  of  the  company  sub- 
ject to  special  contract  and  rates.  Special  rates  to  very  large 
consumers,  such  as  illuminating  street  lighting.  Fair  Grounds, 
public  and  private  parks.  Bills  not  paid  on  or  before  the 
10th  of  the  following  month  are  subject  to  a  penalty  of  2%. 

Street  Lighting. 

55 — 4  ampere,   85  volt,  a.  c.  series  enclosed  arcs  burning  2,500 

hours  per  annum  every  night  from  dusk  to  12  p.  m.     Rate 

$35.00  per  lamp  per  year. 
22 — 200  watt,  4  ampere,  a.  c.  series  Tungsten  lamps  burning  2,500 

hours  per  annum  every  night  from  dusk  to  12  p.  m.     Rate 

$35.00  per  lamp  per  year. 

BIRNAMWOOD. 

(Population,    678.) 

BIRNAMWOOD  KLKCTRIC  LIGHT  CO. 

Method  of  generation,  steam. 

Daily  off  rating  period,  dusk  to  dawn. 

Commoicial  Lighting. 

Meter    Rates: 

Minimum  charge  $1.25   per  month. 
Current,  8  cts.  per  kw.  hr. 
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Flat  Rates: 

Residence,  from   $1.00  to  $2.00  per  month,  with  a  minimum 
charge  of  $1.00. 

Lamps  rated  at  110  and  220  volts  are  handled  by  the  utility.  The 
first  installation  of  carbon  Iami>s  is  not  furnished  free  of 
charge.  No  lamps  are  renewed  free  of  charge.  16  c.  p. 
lamps  are  sold  at  25  cts.  The  smallest  size  Tungsten  lamp 
handled  is  25  watt.  Information  regarding  these  matters 
is  given  only  verbally.  No  regular  inspection  of  the  in- 
candescent lamps  in  service  is  made. 

Street  LiKliting. 

110  volt  d.  c.  multiple  enclosed  arcs  burning  on  an  every  night 
dusk  to  12  p.  m.  schedule.     Rate  $35.00  per  lamp  per  year, 

BLACK  BIVEB  FALLS. 

(Population,   1,917.) 

MUNini'AL  PLANT. 

Method  of  generation,  hydraulic. 
Dally  operating  period,  continual. 

Commercial  Lifjliting. 

Metkk   Rates: 

Minimum  charge  75  cts.  pef  month. 

For    the    first    30  kw.  hrs.   6  cts.  per  kw.   hr. 

For  the  se-cond  20    '*        "       5      "     " 

For    all    over    50    "     ,  "      4     "     " 

Plus  25%  if  not  paid  on  or  before  the  10th  of  each  month. 
Lamps  rated  at  110  volts  are  handled  by  the  utility.  The  first  in- 
stallation of  carbon  lamps  is  charged,  the  returned  lamps 
credited,  and  payment  made  for  shortage.  No  lamps  are 
renewed  free  of  charge.  16  c.  p.  lamps  are  sold  at  25  cts. 
Tungsten  and  tantalum  lamps  are  sold  above  cost.  The 
smallest  size  Tungsten  lamp  handled  is  25  watt.  Informa- 
tion regarding  these  matters  is  given  only  verbally.  No 
regular  inspection  of  the  incandescent  lamps  in  service  is 
made. 

CommeiHTial  Power. 

Meter  Rates: 

Ready-to-serve  charge  of  50  cts.  per  active  h.  p.,  as  per  schedule 

hereinaftet*  mentioned,  and 
For  the  first  100  kw.  hrs.   5  cts.  per  kw.  hr. 

"  second   100      "        "     4     "       "        *'      " 

"    third   100      "        "      3      '* 

all  over  300     "        "      2      ** 
Plus  10%  if  not  paid  on  or  before  the  10th  of  each  month. 
Active  horse  power  shall  consist  of  a  fixed  percentage  of  the 

nominal  rated  capacity  of  the  motor,  as  indicated  on  the 

manufacturer's  name  plate.     The  following  percentage  of 

such  capacity  shall  be  deemed  active: 
Where  installations  are'  under   10   h.   p.   and   only  one  motor 

is  used.  1007r. 
Where   installations   are   under   10    h.   p.   and   more  than   one 

motor  is  used,  907^. 
Where   installations   are   10    h.    p.   or   over   and    less   than    20 

h.  p.,  75%. 
Where    installations    are    20    h.    p.   or   over   and    less   than    50 

h.  p.,  65%. 
Where  installations  are  50   h.   p.   or  over  and  less  than   100 

h.  p/.  60%. 
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Where  installations  are  over  100  h.  p.,  50%. 
Where  service  is  furnished  on  less  than  a  yearly  contract  basis, 
the  active  horse   power  shall  be  considered   70%   of  the 

nominal  rated  capacity  of  the  installation. 
All  consumers,  either  lighting  or  power,  must  install  metefs. 
If  meter  becomes  defective  flat  rates  will  a\)ply. 
Consumer  must  give  written  notice  of  discontinuance  of  service, 

or  be  held  liable. 
City  shall  have  lien  on  property  for  service  furnished. 

Street  Lighting. 

20 — 6.6  ampere,  475  watt,  a.  c.  series  arcs. 

52 — 75  watt,  6.6  ampere,  a.  c.  series  Tungsten  lamps. 

Company  receives  a  lump  sum  of  $1,316.62  for  the  above 
street  lighting. 

BLAIR. 

(Population,  486.) 

MUNICIPAL  PLANT. 

Method  of  generation,  steam  and  hydraulic. 

I>aily  operating  period,  dusk  to  11  p.  m.;  5:30  to  daylight. 

Commercial  Lighting. 

Met£b   Rates  : 

6  cts.  per  kw.  hr. 
Plat  Rates: 

15  cts.  per     8  c.  p.  lamp  per  month. 

O^  <<  "111      "     "  "  "  ** 

Lamps  rated  at  220  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  No  lamps  are  renewed  free  of  charge.  16  c.  p. 
lamps  are  sold  at  25  cts.  Tungsten  and  tantalum  lamps 
are  sold  at  cost.  The  smallest  size  Tunpsten  lamp  han- 
dled is  40  watt.  Information  regarding  these  matters  is 
given  only  verbally.  No  regular  inspection  of  the  incan- 
descent lamps  in  service  is  made. 

Street  Lighting. 

16 — 100  watt,  220  volt,  d.  c.  multiple  Tungsten  lamps  burning  500 
hours  per  annum  from  7  to  10  p.  m.  every  night.  Rate 
$25.00  per  lamp  per  year. 

25 — 60  watt,  220  volt.  d.  c.  muUIi>le  Tunpsten  lamp,  sime  burning 
schedule  as  the  other  incandescent.     No  charge  made. 

BLANCHARDVILLE. 

(Population,  643.) 

MUNIC:iPAL  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  11:30  p.  m.  and  5  to  daylight. 

Commercial  liighting. 

Meter    Ratkh: 

No  minimum  charge. 

Current,  10  cts.  per  kw.  hr. 

Meter  rent,  25  cts.  per  month. 
Plat  Rates: 

16  c.   p.  lamp  50  cts.  per  mo. 
25   watt        •*      25      '*        "       ** 
40        "  **      40      " 

60        "  "      60      "        "       •* 
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No  charge  for  installing  of  meter  or  wiring. 

Lamps  rated  at  220  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  furnished  free  of  charge. 
Carbon  lamps  are  renewed  free  when  returned  blackened, 
but  unbroken.  16  c.  p.  lamps  are  sold  at  25  cts.  Tung- 
sten and  tantalum  lamps  are  sold  at  list  price.  Informa- 
tion regarding  these  matters  is  given  only  verbally.  No 
regular  inspection  of  the  incandescent  lamps  in  service  is 
made. 

Street  Lii^htiiMC 

4 — 5  ampere,  110  volt,  d.  c.  series  enclosed  arcs  burning  on  a 
moonlight  schedule  from  dusk  to  11  p.  m.  Rate  $40.00 
per  lamp  per  year. 

25 — 32  c.  p.,  220  volt,  a.  c.  multiple  carbon  incandescent  lamp, 
same  burning  scheidule  as  the  arcs.  Rate  $16.00  per  lamp 
per  year. 

16 — 60  watt,  220  volt,  d.  c.  multiple  Tungsten  lamps,  same  burn- 
ing schedule  as  the  arc.     Rate  $16.00  per  lamp  per  year. 

BLOOMER. 

(Population,  1,204.) 

BLOOMER  KLKCTRIC  LIGHT  PLANT. 

Melhod  of  generation,  current  purchased. 
Daily  operating  period,  continual. 

Commercial  Liji^litinf?. 

Meter  Ratks: 

The  minimum   bill  lighting  customers  will   receive,  will  be  25 
cts.  for  meter  rental  and  25  cts.  for  current  consumed,  a 
total  of  50  cts. 
12^/^  cts.  per  kw.  hr.  for  the  first   HO  hours'   us*»  of  the  active 
connected   load.      8   cts.   per  kw.   hr.   for  all  in  excess. 

Active  Load. 

Class  A.  Where  the  total  connected  load  is  equal  to  or  less 
than  500  watts  nominal  rated  capacity,  60  ptT  cent  of  such 
total  connected  load  shall  be  termed  active.  Where  the 
installation  exceeds  500  watts  nominal  rated  capacity,  33 ^ 
per  cent  of  such  part  of  the  total  connected  load  over  and 
above  500  watts  shall  be  termed  active. 

Class  B.  In  this  class  80  per  cent  of  the  total  connected  load 
shall  be  termed  active. 

Class  C.  In  this  class  55  per  cent  of  the  total  connected  load 
shall  be  deemed  active. 

Classification  of  Service, 

In  class  A  are  included  dwelling  rooms,   flat,   rooming  house, 

private,  and  residence. 
In  class  B  are  included  bank,  barber  shop,  billiard  hall,  card 
rooms,     depot,     dressmaking     parlors,     express     company, 
garage,  halls,  laundry,  office,  post  office,  store  or  restaurant, 
saloon,  telephone  company,  telegraph  company,  sign,  show 
case  or  similar  advertising  purpose,  windows. 
in  class  C  are  included  asylum,  armory,  blacksmith  shop,  church, 
convent,  club  rooms,  factory,  hotel,  hospital,  heating  plant, 
lodge  hall,  livery  stable',   public   building,  rooming  house, 
■school,    warehouse. 
All  meter  customers  will  be  charged   25  cts.  per  month  for  the 
maintenance,  inspection  and  rental  of  meter. 
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Ft  AT  Rates: 

1 —  8  c.  p.  lamp 25  cts.  per  month. 

1 — 16  ••  50     "     " 

1 — 32  "  $1.00 

Carbon  lamps  rated  at  110  volts  and  Tungstens  rated  at  110- 
112-114  volts  are  handled  by  the  utility.  The  first  instal- 
lation of  carbon  lamps  .Is  not  furnished  free  of  charge.  No 
lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are  sold 
at  20  cts.  Tungsten  lamps  are  sold  at  about  cost.  The 
smallest  size  Tungsten  lamp  handled  is  25  watt.  Pam- 
phlets printed  by  manufacturers  are  distributed  by  mail. 
No  regular  inspection  of  the  incandescent  lamps  in  service 
is  made. 

Commercial  Power. 

Meter  Rater: 

The  minimum  bill  for  power  customers  will  be  75  cts.  per  h.  p., 
as  above  determined,  and  25  cts.  per  month  for  meter 
rental. 

6  cts.  per  kw.  hr.  for  the  first  50  hours  use  of  the  maximum  de- 
mand.    3  cts.  per  kw.  hr.  for  all  in  excess  of  this  amount. 

The  maximum  demand  shall  be  taken  as  the  rated  capacity  of 
the  motors  connected,  figtired  as  746  watts  of  demand  per 
rated  h.  p.  of  motors;  however,  a  customer  may  install  an 
approved  maximum  demand  indicator  at  his  own  exnensp, 
in  which  event  the  reading  of  such  maximum  demand  indi- 
cator will  be  used  as  the  maximum  demand  of  the  cus- 
tomer. 
Introductory  Powra  Rate: 

To  encourage  the  use  of  ole'ctric  current,  all  power  oustomers 
installing  25  h.  p.  electric  motors  or  larger  and  operating 
such  motors  at  least  eightetm  hours  each  day  for  a  period 
of  at  least  six  months  in  each  year  will  be  furnished  current 
for  such  motors  at  the  rate  of  2  ^  cts.  per  kw.  hr.  for  all 
current  used  and  consumed  by  such  motors  for  the  first  six 
months  after  the  motors  are  installed  and  in  operation. 
Provided,  that  during  this  six  month  period  the  said  motorK 
shall  not  be  operated  between  the'  hours  of  4  o'clock  p.  m. 
and  10  o'clock  p.  m.  of  each  day,  thus  avoiding  the  peak 
load  on  the  plant. 

After  the  expiration  of  the  introductory  six  month  period  above 
mentioned,  the  rate  for  current  used  by  such  motors  will  b« 
the  regular  power  rate'. 

Street  liiRhting. 

7 — 6.6   ampere,  1,100  volts,  a.   c.  series  enclosed  arcs  burning 
3,6  50    hours   per    annum,  from    dark    to    daylight.      Rate 
$60.00  per  lamp  per  year. 
11 — 40  watt.  6.6  ampere,  a.  c.  series  Tungsten  larans,  same  burn- 
ing schedule  as  the  arcs.     Rate  $12.00  per  lamp  per  year. 

2 — 112  watt.  110  volt.  a.  c.  multiple  carbon  incandescent  lamps, 
same  burning  schedule  as  the  arcs.  Rate  $12.00  per  lamp 
per  year. 

BOSCOBEL. 

(Population,   1.525.) 

MrMCIPAri  PLANT. 

Method  of  generation,  steam. 
Daily  operating  period,  sunset  to  12  p.  m. 
Commercial  Lighting. 
Meter  Rates: 

Minimum  bill.  50  cts.  per  month. 
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Current,  11  cts.  per  kw.  hr. 
Lamps  rated  at  104  volts  are  handled  by  the  utility.'  The  first 
insfallation  of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are 
sold  at  20  cts.  Tungsten  and  tantalum  lamps  are  sold 
at  10%  above  cost.  The  smallest  size  Tungsten  lamp  han- 
dled is  25  watt.  No  regular  inspection  of  the  incandescent 
lamps  in  service  is  made. 

Street  Lighting. 

30 — 7  ampere,  80  volt,  a.  c.  multiple  enclosed  arcs  burning  1,170 
hours  per  annum  on  a  moonlight  schedule  from  6  to  12 
p.  m.     Rate  $60.00  per  lamp  per  year. 

122 — 16  c.  p.,  104  volt.  a.  c.  multiple  carbon  incandescent  lamps 
burning  2,637  hours  per  annum  on  a  moonlight  schedule 
from  6  to  12  p.  m.  and  from  5:30  a.  m.  to  daylight  during 
the  five  winter  months.     Rate  $9.00  per  lamp  per  year. 

BOYD. 

(Population,    527.) 

BOYD  LUMBER  &  IMPROVEMENT  CO. 

Method  of  generation,  steam. 

JJaily  operating  period,  dusk  to  12  p.  m. 

Commerrial  Lighting.  ^ 

M£i'KH  Rates: 
No  minimum  bill. 
Current,  12  cts.  per  kw.  hr. 
Meter  rent.  25  cts.  per  month. 
Plat  Rates: 

40  cts.  per  month,  based  on  16  c.  p.  equivalent. 
Arc  lamps«  dusk  to  midnight,  $4.00  per  month. 
Company  charges  for  connecting  building  to  line. 
Lamps  rated  at  110-220  volts  are  handled  by  the  utility.     The 
first  installation  of  carbon  lamps  Is  not  furnished  free  of 
charge.     No  lamps  are  renewed  free  of  charge.     16  c.  p. 
lamps  are  sold  at  25  cts.     Tungsten  and  tantalum  lamps 
are  sold  above  cost.     The  smallest  size  Tungsten  lamp  han- 
dled is  25  watt.     No  regular  inspection  of  the  incandescent 
lamps  in  service  is  made. 

Street  Lighting. 

12 — 3  ampere  enclosed  and  burning  from  dusk  to  midnight  on  a 
moonlight  schedule.     Rate:  lump  sum  of  $800  per  year. 

BRILLION. 

(Population,  998.) 

E.  PAU8TIAX  MlLLf  NG  CO. 

Method  of  generation,  gas  producer. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Meter  Rates: 

Minimum  charge,  75  cts.  per  month. 

Residences,   12  cts.  per  kw.  hr.   up  to  $2.00  p^r  month;   over 
$2.00  per  month  10  cts.  per  kw.  hr. 
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Stores  and  business  places  open  every  night  in  the  week: 
a'Qv  the  nrsi     oO  Kw.  lirs.,  10  cts.  per  Itw.  hr. 
'*     next  100  "  8    * 

100  "  ti     *• 

For  the  balance  "  6    " 

Stores  and  business  places  using  light  part  of  the  week,  12  cts. 
per  kw.  hr. 

Churches,  halls,  etc.,  15  cts.  per  kw.  hr. 
Lamps  rated  at  110-220  volts  are  handled  by  the  utility.  The 
first  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  No  lamps  are  renewed  free  of  charge.  16  c.  p. 
lamps  are  sold  at  20  cts.  Tungsten  and  tantalum  lamps 
are  handled.  The  smallest  size  Tungsten  lamp  handled 
is  20  watt.  Pamphlets  printed  by  manufacturers  are  dis- 
tributed at  collection  oflice.  Information  regarding  these 
matters  is  occasionally  given  through  newspaper  adver- 
tisements.    Lamp  insi}ection  only  incidental. 

Commercial  Power. 

For  the  first  100  kw.  hrs.,  8  cts.  per  kw.  hr. 

"     next  100  •*  6    "      " 

100  "  5    '*      "  ^ 

All  above       600  "  3    '*      " 

Street  Lighting. 

6 — 5  ampere,  110  volt,  d.  c.  multiple  enclosed  arcs  burning  2,200 
hours  per  annum  from  dusk  to  12  p.  m.  every  night.  Rate 
$60.00  per  lamp  per  year. 
32 — 16  c.  p.,  220  volt,  d.  c.  multiple  carbon  incandescent  lamp, 
same  burning  schedule  as  arcs.  Rate  $15.00  per  lamp  per 
year. 

I  BRODHEAD. 

(Population,    1.517.)  .    ^. 

IIRODHKAI)   ELKCTKIC   CO. 

Method  of  generation,  hydraulic. 

Daily  operating  period,  dusk  to  midnight. 

Commercial  Lighting. 

Metkr  Ratkh: 

Minimum   charge   of   60    ets.   per   month,   of  which   10   cts.    is 
meter    rcmtal,    which    is   dropped   if   the   bill    for   current 
amounts  to  $1.00  or  more. 
Rates  for  current: 

10  cts.  per  kw.  hr.  for  the  first  10  kw.  hrs.  per  month. 

8  cts.  per  kw.  hr.  for  the  part  between  10  kw.  hrs.  and 
25  kw.  hrs.,  when  less  than  25  kw.  hrs.  per  month  is 
used. 
8  cts.  per  kw.  hr.  for  all  current  if  between  25  kw.  hrs. 

50  kw.  hrs.  is  used. 
6  cts.  per  kw.  hr.  for  that  part  over  50  kw.  hrs. 
Flat  Rates: 

1 — 16  c.  p.  lamp 50  cts.  per  month. 

2 — 16  "  80      "     " 

3 — 16  *•  $1.00 

Arc  lights,  dusk  to  12  p.  m.,  $6.00  per  month.      . 
Lamps  rated  at  106-112  volts  are  handled  by  the  utility.     The 
first  Installation  of  carbon  lamps  is  not  furnished  free  ot 
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charge.  Carbon  lamps  are  renewed  free  when  returned 
blackened,  but  unbroken.  16  c.  p.  lamps  are  sold  at  20  cts. 
Tungsten  and  tantalum  lamps  are  handled  at  cost  less 
price  of  carbon  lamps.  The  smallest  size  Tungsten  lamp 
handled  Is  25  watt.  No  regular  inspection  of  the  incan- 
descent lamps  in  service  is  made  except  on  complaint. 

Commercial  Power. 

3  ct8«  per  kw.  hr. 

Street  lilghting. 

6 — 5.5  ampere,  110  volt,  d.  c.  multiple  enclosed  arcs  buriring 
2|400  hours  per  annum  from  dusk  to  midnight  every  night. 
Rate  $60.00  per  lamp  per  year. 
138 — 16  c.  p.,  110  volt,  d.  c.  multiple  carbon  incandescent  lamps 
120  burning  2,400  hours  per  annum  from  dusk  to  midnight 
every  night  and  18  burning  4,800  hours  per  annum  on  an 
all  night  every  night  schedule.  Rate  $6.00  per  lamp  per 
year. 

BROWNTOWN. 

(Population  222.) 
MUNICIPAIi  PliANT. 

Method  of  generation,  gasoline. 

Daily  operating  period,  dusk  to  11:30  p.  4n. 

Commercial  Lighting. 

Flat  Rater: 

5,  8,  and  16  c.  p.  carbon   lamps    25  ctB.  each  per  month. 
32     **  "  *'  50 

45  watt  Tungsten  "  25 

70      '*  "  **  45  '*        " 

100      "  '*  *'  70  "        " 

110      *'  "  •'  80  " 

BRUCE. 

(Population,  565.) 

MUNICIPAL  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  sunset  to  sunrise. 

Commercial  Lighting. 

Mlter  Rates: 

Minimum  charge,  $1.00   per  month  when  village  owns  meter. 

No  minimum  if  customer  owns  meter. 
Current,  12  cts.  per  kw.  hr. 

Special  rate  for  picture  machine  arcs  of  220  voltage,  9  cts.  per 
kw.  hr. 
Plat  Rates: 

Rates  based  on  16  c.  p.  carbon  lamp: 

50  cts.  each  for  residences  burning  on  average  until  9  o'clock. 
65  cts.     "       '•    stores  "  "  10 

$1.00       "       •*    saloons,  etc.       *'  **  12 

At  flat  rates  but  one  night  lamp  will  be  allowed. 
Special  rate  for  "Soo"  depot,  $5.00  per  month. 
Installations  larger  than  five  16  c.  p.  lamps  must  be  placed  on 

meter. 
No  charge  for  connecting  building  to  line. 
107c  added  to  account  if  not  paid  by  15th  of  month. 
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Lamps  rated  at  110  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are 
sold  at  25  cts.  Tungsten  and  tantalum  lamps  are  sold 
about  20%  above  cost.  The  smallest  size  Tungsten  lamp 
handled  is  25  watt.  Information  regarding  these  matters 
is  given  only  verbally.  No  regular  inspection  of  the  in- 
candescent lamps  in  service  is  made. 

Comniercial  Power. 

Meter  Rates: 

Minimum,  fl.OO  per  h.  p.  per  month. 

10  cts.  per  kw.  hr.  up  to  $100  per  month;  above  that,  5  ets.  pep 
kw.  hr. 

Street  Lighting. 

3 — 6.6  ampere,  110  volt,  d.  c.  multiple  enclosed  arcs  burning  on 
an  all  night  moonlight  schedule.     Rate  $20  per  lamp  per 
year. 
21 — 100  watt,  110  volt,  d.  c.  multiple  Tungsten  lamps,  same  burn- 
ing schedule  as  the  arcs.     Rate  $20  per  lamp  per  year. 

BURLINGTON. 

(Population,  3,212.) 
BURLINGTON  ELECTRIC  LIGHT  &  POWER  CO. 

Method  of  generation,  hydraulic  and  steam  auxiliary. 
Daily  operating  period,  continual. 

Comniercial  Lighting. 

Meter  Rates: 

Current,  10  cts.  per  kw.  hr.,  discounts  as  follows: 
On  bills  of    $5.00  per  month  and  up  to  $10.00 — 10%  discount.  • 
$10.00        •    "  "  $20.00—20%  discount. 

$25.00  per  month  and  over  25%  discount. 

Intermittent  users  such  as  churches,  halls,  etc.,  not  entitled  to  a 
discount. 
Pr.AT  Rates: 

Sundown  to  9 :  00  p.  m.  1 6  c.  p. .  . 

<<  (<  «         on         << 

12.00      "      16      "    .'  ! 

f(  ((  **         nn         it 

All  night 16      "    !! 

32      "    . 

Lamps  rated  at  110,  118,  220  and  250  volts  are  handled  by  the 
utility.  The  first  installation  of  carbon  lamps  is  charged, 
the  returned  lamps  credited  and  payment  made  for  short- 
age. Carbon  lamps  are  renewed  free  when  returned  black- 
ened but  unbroken.  16  c.  p.  lamps  are  sold  at  20  cts. 
Tungsten  lamps  are  sold  at  about  10%  above  cost.  Th« 
smallest  size  Tungsten  lamp  handled  is  25  watt.  No  regular 
inspection  of  the  incandescent  lamps  in  service  is  made. 

Commercial  Power. 

Meter  Rates: 

First  50  kw.  hrs.  at  8  cts.  per  kw.  hr.     Motors  of  less  than  % 

h.  p.  at  light  rates. 
If  from  50  to  100  kw.  hrs.  have  been  used  in  one  month,  7  eta. 

per  kw.  hr. 
If  from  100  to  150  kw.  hrs.  have  been  used  in  one  month,  6  cts. 

per  kw.  hr. 


.$0.50  per  month, 

per  lamp. 

.      .90 

(( 

.      .75 

(< 

.    1.25 

€t 

.    1.00 

(( 

.    2.00  • 

<f 
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If  from  150  to  300  kw.  hrs.  have  been  used  in  one  month,  5  ets. 

per  kw.  hr. 
If  from  300  to  600  kw.  hrs.  have  been  used  in  one  month,  4  cts. 

per  kw.  hr. 
If  600  kw.  hrs.  or  over  is  used  in  one  month  at  3  cts.  per  kw.  hr. 
Meters  not  owned  by  consumers  are  rented  at  25  cts.  per  month. 
No  minimum  monthly  charge  is  made. 
Special  5  year  contract  for  power  at  2  cts.  per  kw.  hr.,  with  a 

guaranteed  minimum  bill  of  $175.00. 

Street  liighting. 

14 — 6  ampere,  120  volt,  d.  c.  multiple  enclosed  arcs  burning  3000 
hours  per  annum  on  a  moonlight  schedule.     Rate  $65  per 
lamp  per  year. 
109 — 100  watt,  120  volt,'a.  c.  multiple  Tungsten  lamps,  same  burn- 
ing schedule  as  the  arcs.     Rate  $27  per  lamp  per  year. 

CADOTT. 

(Population,  765.) 
MUNICIPAL  PLANT. 

Method  of  generation,  hydraulic  and  purchased. 

Dally  operating  period,  dusk  to  12  p.  m.  and  5  a.  m  to  daylight. 

Commercial  Lighting. 

Meter  Rates: 

Minimum  monthly  bill,  fl.OO. 
Current,  10  cts.  per  kw.  hr. 
Pi-AT  Rates: 

One  16  c.  p.  lamp,  50  cts;  two  lamps,  $1.00;  three  lamps,  $1.25. 
Larger  installations  placed  on  meter. 
Lamps  rated  at  110  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are 
sold  at  25  cts.  Tungsten  lamps  are  sold  above  cost.  The 
smallest  size  of  Tungsten  lamp  handled  is  25  watt.  Infor- 
mation regarding  these  matters  is  printed  on  consumers'  bills. 

Street  Lighting. 

54 — 32  c.  p.,  a.  c.  carbon  incandescent  lamps  burning  3,140  hours 
per  annum  every  night  dusk  to  12  p.  m.  and  5  a.  m.  to  day- 
light.    Rate  $5.40  per  lamp,  16  c.  p.  unit,  per  year. 

CAMERON. 

(Population,  562.) 
RED  CEDAR  VALLEY  KLIX^TRIC  CO. 

Method  of  generation,  hydraulic,  plant  at  Rice  Lake. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Meter  Rates: 

Minimum  bill,  76  cts.  per  month. 

Current.   15  c^s.  per  kw.  hr.,  with  following  discounts  if  paid 
before  the  10th  of  the  month: 

Bills  from  $1.00  to  $2.00 15%  discount. 

2.00   '*      4.00 25% 

4.00   **   10.00 35% 

"     10.00  and  over 50% 

(See  Rice  Lake  for  the  practice  of  this  company  in  regard  to  lamp 
renewals  and  inspection  of  lamps.) 

4 
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Commercial  Power. 

Mrter  Rates: 

Minimum  charge,  |1.00  per  month  per  h.  p. 

,  10  ctfl.  per  kw.  hr.  for  the  first  20  kw.  hrs.,  5  cts.  per  kw.  hr. 
thereafter. 
6%  discount  if  paid  before  10th  of  month. 

Ktr^t  Lighting. 

1 — 6  ampere,  110  volt,  a.  c.  multiple  enclosed  arc  burning  4,400 

hours  per  annum  on  an  ail   night  every   night  schedule. 

Rate  |65  per  lamp  per  year. 
1 — 32  c.  p.,   10  volt,  a.  c.  multiple  carbon  incandescent  lamp, 

same  burning  schedule  as  the  arcs.     Rate  $16.80  per  lamp 

per  year. 

CAMPBELLSPORT. 

(Population,  650.) 
CAMl»UELLSPORT  KLECTRIC  LIGHT  &  POWER  CO. 

Method  of  generation,  gas. 

Daily  operating  period,  dusk  to  midnight. 

Commercial  LiffhtiiiK. 

Metkb  Rates: 

Minimum  bill,  $1.00  per  month. 

Current,  14  cts.  per  kw.  hr. 

Discount  10%  If  paid  before  10th  of  the  month. 
Lamps  rated  at  110  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are 
sold  at  20  cts.-  Tungsten  and  tantalum  lamps  are  sold  at 
cost.  The  smallest  size  Tungsten  lamp  handled  is  25  watt. 
Information  printed  by  the  utility  and  by  manufacturers  Is 
distributed  through  the  mail.  Information  is  also  given 
through  newspapers.  No  regular  inspection  of  the  incan- 
descent lamps  in  service  is  made,  except  street  series  Tung- 
stens inspected  dally. 

Street  Lighting. 

12—6.6  ampere  72  volt,  a.  c.  series  enclosed  arcs  burning  every 
night  from  dusk  to  midnight.     Rate  $72  per  lamp  per  year. 

CASHTON. 

(Population,  568.) 
MUNICIPAL  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  11:15  p.  m. 

Commercial  Lighting. 

Metkh  Ratks: 

Minimum  bill,  $1.00  per  month. 

Current,  12  cts.  per  kw.  hr.  for  the  first  30  hours'  use  of  the 

active  connected  load  per  month. 
9  cts.  for  all  current  in  excess  of  30  hours*  use  of  the  active  con* 

nected  load  per  month. 
Active  connected  load  to  be  considered   100%  of  the  full  con- 
nected load  for  stores,  offices,  saloons,  halls,  etc.,  and  50% 
^  for  residences. 
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Flat  Rates: 

32  c.  p.  carbon 75  cts.  per  month. 

16     ••  **       '. 50 

8     "  '•       35 

4      *'  "       20 

60  watt  Tungsten 65 

40      **  '•        50 

25      "  *'       40 

100      "  •*        80 

Lamps  rated  at  110  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  charged,  the  returned  lamps 
credited  and  payment  made  for  shortage.  No  lamps  are  re- 
newed free  of  charge.  16  c,  p.  lamps  are  sold  at  20  cts. 
Tungsten  and  tantalum  lamps  are  sold  at  cost.  The  smallest 
size  Tungsten  lamp  handled  is  25  watt.  A  few  pamphlets 
printed  by  manufacturers  are  distributed  by  meter  reader. 
Newspaper  advertising  wa^  formerly  employed  in  giving  out 
information  regarding  these  matters.  Lamp  inspection  is 
made  upon  request. 

Street  Lighting. 

6.6  ampere.  75  volt,  a.  c.  series  open  arcs  burning  1,100  hours  per 
annum  from  dusk  to  11:15  p.  m.  schedule.  Rate  $18  per 
lamp  per  year. 

CASSVILLE. 

(Population,    890.) 

MUNICIPAL  PLAXT. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  midnight. 

Comnierclal  Lighting. 

Meter  Rates: 

Current,  10  cts.  per  kw.  hr. 
Meter  rent,  25  cts.  per  month. 

Lamps  rated  at  220  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are 
sold  at  25  cts.  Tungsten  and  tantalum  lamps  are  sold 
slightly  above  cost.  The  smallest  size  Tungsten  lamp  handled 
is  25  watt.  Information  regarding  these  matters  is  given 
only  verbally.  No  regular  inspection  of  the  incandescent 
lamps  in  service  is  made. 

Street  Lighting. 

12 — 3V6  ampere,  d.  c.  multiple  open  arc  burning  1,230  hours  per 

annum  on  a  moonlight  schedule  from  dusk  to  midnight. 
50 — 32  c.  p.,  220  volt,  d.  c.  multiple  carbon  incandescent  lamps, 

same  burning  schedule  as  the  arcs. 
The  plant  is  given  a  credit  for  a  lump  sum  of  $1,000  for  the  above 
street  lighting. 

CAZENOVIA. 

(Population,  392.) 

MOIITENSEX    BROS. 

Method  of  generation,  hydraulic. 

Daily  operating  period,  sunset  to  11  p.  m. 

Commercial  Lighting. 
Meter  Rates: 

Minimum  bill,  $1.00  per  month. 

Current,  10  eta.  per  kw.  hr,  .        , 
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Lamps  rated  at  110  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  pharge. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are 
sold  at  25  cts.  Tungsten  lamps  are  sold  at  list  price.  The 
smallest  size  Tungsten  lamp  handled  is  40  watt.  Lamp  in- 
spection is  made  in  connection  with  collections. 

Street  liighting. 

8 — 40  watt,  110  volt,'d.  c.  multiple  Tungsten  lamps  burning  on 
a  moonlight  schedule  from  sunset  to  11  o'clock.  Rate  |13 
per  lamp  per  year. 

CEDARBUBO. 

(Population,  1,777.) 

>Uli\VAUKEK    NORTWKRN    RAILWAY    CJO. 

Method  of  generation,  producer  gas  plant  at  Port  Washington. 
Daily  operating  period,  5:30  a.  m.  to  1:35  a.  m. 

Conirnercial  I*o\ver. 

Mktkb  Ratks: 

Minimum  charge  of  $12.00  per  year  per  h.  p.  installed. 

10  cts.  per  kw.  hr.  for  the  first  10  kws.  per  h.  p.  of  motors  In- 
stalled up  to  20  h.  p. 

All  excess  3  cts.  per  kw.  hr. 

When  customer's  premises  are  located  within  300  ft.  of  com- 
pany's lines  and  d.  c.  current  is  taken  from  the  trolley 
system,  the  minimum  charge  will  be  $6.00  per  year  per  h.  p. 
hour  of  motor  or  motors  installed. 

Discount  5%  if  paid  before  15th  of  month. 

CEDARBUBO. 

(Population,  1,777) 

MUNICIPAL  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  23^   hrs.  daily,  dusk  to  dawn  on  Sunday. 

Commercial  Lighting. 

Metek  Rates: 

Current,  8  cts.  per  kw.  hr. 

Meter  rent,  15  cts.  per  month. 
Lamps  rated  at  110  volts  are  handled  by  the  utility.  The  first  in- 
stallation of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are 
sold  at  20  cts.  Tungsten  and  tantalum  lamps  are  not  han- 
dled. Information  regarding  these  matters  is  given  only 
verbally.  No  regular  inspection  of  the  incandescent  lamps 
in  service  is  made. 

Commercial  Power 

Meteb  Rates: 

Minimum  charge  25  cts.  per  h.  p.  of  connected  load  per  month 
for  motors  over  10  h.  p.;  50  cts.  per  h.  p.  per  month  for 
motors  between  5  and  10  h.  p.;  and  fl.OO  per  month  per 
h.  p.  for  motors  of  loss  than  5  h.  p. 

8  cts.  for  first        100  kw.  hrs. 

7        **         sec^ond   100  " 

6        "  third   100 

5        "   4th  &  5th   100  •' 

4  cts.  for  everything  after  this.  ' 
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Street  Lighting. 

40 — 6.6  ampere,  70  volt,  a.  c.  series  enclosed  arcs  burning  2,289 
hours  per  annum  on  an  all  night  moonlight  schedule.  Rate 
|75  per  lamp  per  year. 

CEDAR  GROVE. 

'  (Population,  498.) 

CEDAR  GROVE  TELEPHONE  CO. 

Method  of  generation,  current  purchased. 
Daily  operating  period,  6  a.  m.  to  8  p.  m. 

Commercial  Power. 

Li.MiTEi)  Skrvick: 

Minimum  charge  of  $12.00  per  year  5  h.  p.  or  fraction  thereof 

of  power  of  motors  installed. 
10  cts.  per  kw.  hr.  for  the  first  10  hours'  use  of  the  kilowatt  de- 
mand of  motors  connected. 

4  cts  per  kw.  hr.  for  all  excess. 

The*  above  rate  for  energy  used  between  8  a.  m.  and  4  p.  m. 
Unlimited  Service: 

10  cts.  per  kw.  hr.  for  the  first  10  hours'  use  of  the*  kilowatt  de- 
mand of  motors  connected. 

5  cts.  for  all  excess. 

The  above  rate  for  energy  usied  between  6  a.  ni.  and  12  a.  m. 
Discount  of  5%  allowed  if  bill  is  paid   before  the   15th  of  the 
month. 

CEDAR  GROVE. 

CPopulation,  498.) 
THE  WISCONSIN  FOUNDRY  AND  STKKL  WOIIKS. 

Method  of  generation,  gas. 

Daily  operating  period,  dusk  to  11  p.  m. 

Commercial  Lighting. 

Meteb  Rates: 

Minimum  bill,  $1.00  per  month;  if  customer  owns  meter  50  cts. 

per  month. 
Current,  15  cts.  per  kw.  hr. 
Ldmps  rated  at  110  volts  are  handled  by  the  utility.     The  first  in- 
stallation  of  carbon   lamps   is   charged,   the  returned   lamps 
credited  and  payment  made  for  shortage.     Carbon  lamps  are 
•renewed   free  when   renewed   blackened,  but   unbroken.      16 
c.  p.  lamps  are  sold  at  25  cts.     Tungsten  lamps  arc  sold  above 
cost.     The  smallest  size  Tungsten  lamp  handled  is  25   watt. 
Information  regarding  these  matters  is  given  only  verbally. 
No   regular  inspection   of   incandescent  lamps   in   service   is 
made.  , 

Street  Lighting. 

49 — 40  watt,  110  volt,  d.  c.  multiple  Tune:sten  lamps  burning  on 
an  every  night  dusk  to  11  p.  m.,  Saturday  night  until  12 
p.  m.  schedule.     Rate  $420  a  year  for  the  49  lamps. 

CHETEK. 

(Population,  829.) 

C:^ETKK   lilCiHT   &   POWEIi  CO. 

Method  of  generation,  hydraulic. 

p«^ily  operating  period,  dusk  to  daylight, 
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Commercial  Lifchiin;;. 

Metkb  Ratkk: 

10  cts.  per  kw.  hr.  for  the  first  60  kw.  hrs.  per  month. 

6.5  cts.  per  kw.  hr.  for  the  next  30  kw.  hrs.  per  month. 

4.5  cts.  per  kw.  hr.  for  the  next  30  kw.  hrs.  per  month. 

3  cts.  per  kw.  hr.  for  all  additional  consumption  per  month. 

Meter  rental,  15  cts.  per  month. 

To  these  rates  should  be  added  the  provision  of  a  10%  discount 
in  aid  of  collection  where  the  bills  are  paid  within  ten  days 
after  due,  and  a  minimum  bill  charge  of  50  cts.  per  month, 
to  guarantee  the  company  payment  of  a  portion  of  its  con- 
stant expenses. 
Flat  Rates: 

Business  Places.     (Stores,  Saloons,  Officers,  Shops,  etc.) 

1  light  50  cts.  per  month  less  10 Vr  discount. 

2  to  11  lights  40  cts.  each  per  month  less  10%  discount. 


12   "  15 

4  < 

40 

15% 

16    ••  20 

t< 

40 

20% 

21   •'  30 

(< 

40 

25% 

31    ••  40 

t  ( 

40 

30% 

41  and  over 

40 

35% 

Discounts  apply  if  bills  are  paid  on  or  before  the  10th  of  each 

month. 
Hotels. — 25  cts.  per  light  with  10%  discount  if  paid  on  or  be- 

for  the  10th  of  each  month. 
Lodge  Halls. —  25  cts.  per  light  with  20%  discount  if  paid  on  or 

bf^ore  the  10th  of  each  month. 
Churches. — 15  cts.  per  light  with   20%   discount  :f  paid  on  or 

before  the  10th  of  each  month. 
An  extra  charge  of  50  cts.  per  month  each  will  be  made"  to  flat 

rate  consumers  for  lights  kept  burning  all  night. 
Hesidenccs, 

1  light  50  cts.  per  month  less  10%  discount. 

3  lights  40  cts.  each  per  month  less  10%  disroiint. 


2  to     3  lights  40 

4 

lights 

35 

5 

to   7   lights  30 

8 

lights 

27 

»  to  10  lights 

25 

11 

'*  13      " 

23 

14 

..  j^      .. 

23 

18 

"21      *• 

23 

^2 

..  JJ4      .. 

23 

25 

and  over 

23 

it 
it  *i        1  Ar/  ** 


10% 


12% 


"     12%        " 
**      15% 
"      20% 


22% 
•*      25% 

Discounts  apply  if  bills  are  paid  on  or  before  the  10th  of  each 
month. 
Arc  Lights. 

Outside  arc  lamps  $5.00  per  month,  moonlight  schedule, 
inside        •*  ••      $3.50      '*  "       dusk   to  dawn, 

l^amps  rated  at  110  volts  are  handled  by  the  utility.  The  first 
Installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are  sold 
at  23  cts.  Tungsten  and  tantalum  laniDs  are  sold  above  cost. 
The  smallest  size  Tungsten  lamp  handled  is  25  watt.  In- 
formation regarding  these  matters  is  printed  and  distributed 
from  collection  office.  Information  is  also  given  at  times 
through  newspaper  advertising.  No  regular  inspection  of 
the  incandescent  lamps  in  service  is  made. 

Street   Lighting. 

7 — 6.6  ampere,  72  volt,  a.  c.  series  enclosed  lamps  burning  3,000 
hours  on. a  moonlight  schedule.  Rate  $60  per  lamp  per 
year. 
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14 — 32  c.  p.,  110  volt,  a.  c.  multiple  carbon  incandescent  lamps 
burning  4,000  hours  per  annum  on  an  all  night  every  night 
schedule.     Rate  $15  per  lamp  per  year. 

CHILTON. 

(Population,   1,530.) 

THK   CALUMET  SERVICE   CO. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  midnight. 

Commercial  lii^htinK- 
Mkteb  Rates: 

Current,  12  cts.  per  kw.  hr. 
Discount  as  follows: 

On  bills  up  to  12.00 — no  discount. 
On  bills  from  $2.00  to  $5.00 —  5'/r  discount. 

5.00   •*    10.00 — lO'/f 
10.00   •'    25.00 — 107,   and  57r  discount. 
•*       25.00   '•     50.00 — lOy,  and  10% 
No  street  lighting  or  power  service  furnished. 

Lamps  rated  at  110  and  220  volts  are  handled  by  the  utility.  The 
first  installation  of  carbon  lamps  is  charged,  the  returned 
lamps  credited  and  payment  made  for  shortage.  Carbon 
lamps  are  renewed  free  of  charge  only  when  they  are  burned 
out  or  become  blackened  within  a  week  of  the  time  they 
are  purchased.  16  c.  p.  lamps  are  sold  at  25  cts.  The 
smallest  size  Tungsten  lamp  handled  is  25  watt.  Information 
regarding  these  matters  is  printed  on  consumers'  bills,  and 
pamphlets  printed  by  manufacturers  are  distributed  at  col- 
lection office.  Information  Is  also  g'ven  through  newsuaner 
advertisements.  No  regular  inspection  of  the  incandescent 
lamps  In  service  is  made. 

CHIPPEWA  PALLS. 

(Population,  8,893,) 

CHIPPEWA  VALLEY  RAILWAY,  LIGHT  &  POWER  CO. 

Method  of  generation,  hydraulic. 
Daily  operating  period,  continual. 

Commercial  Light tn^;. 

STANDARD    RATES. 
Meter  Rati:s: 

For  all  lighting  servic*  furnisbod  residence  and  >>uBin<^s'^. 
hereinafter  specifically  referred  to  as  classes  A,  B  and  C, 
including  such  Incidental  use  of  appliance  for  heating  and 
power  used  on  a.  c.  lighting  circuits,  and  passing  through 
the  same  meter  and  meiisured  by  meter  or  meters  owned 
and  installed  by  the  company  a  charge  of: 

Primary  rate,  13  cts.  per  kw.  hr.  for  current  used  equivalent 
to  or  less  than  the  first  30  hours'  use  per  month  of  active 
connected  load. 

Seronffarp  rate,  8  cts.  per  kv.  »^:\  for  additional  current  used 
equivalent  to  or  h's  than  the  next  60  hours'  vse  per 
month  of  active  c<^n'  ^fted  load. 

Excess  rate,  5  cts.  per  kw.  hr  for  -^U  rurront  used  in  '^xceps 
of  above  90  hours'  use  per  month  of  active  ccnncctc^d  load. 

Active  connected  load  shall  in  each  case  be  a  fixed  percentage 
of  the  total  connected  load,  consisting  of  lamps,  appli- 
ances, etc.,  installed  ui)on  the  consumers'  premises. 
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In  class  A,  consisting  of  residences,  dwellings,  flats  and  pri- 
vate rooming  houses,  where  the  total  connected  load  is 
equal  to  or  less  than  500  watts  nominal  rated  capacity, 
G0%  of  such  total  connected  load  shall  be  deemed  active; 
where  the  installation  exceeds  500  watts  nominal  rated 
capacity,  33%%  of  such  part  of  the  total  connected  load 
over  and  above  500  watts  shall  be  deemed  active. 

Class  B  shall  consist  of  stores,  offices,  saloons,  theaters,  dei^ots, 
halls,  garages,  banks,  express  and  other  public  service 
companies,  laundries,  dress  making  parlors,  barber  shops, 
billiard  halls,  card  rooms  and  the  post  office.  In  this 
class  80%  of  the  total  connected  load  shall  be  deemed 
active,  except  such  portion  as  is  used  for  signs,  windows 
and  show  case  lighting  or  similar  advertising  purposes, 
where  20%  shall  be  deemed  active'.  In  rating  the  active 
connected  load  all  business  places  not  otherwise  specific- 
ally c'laBsifled,  shall  be  placed  in  class  B. 

In  class  C  55%  of  the  total  connected  load  shall  be  deemed 
active.  Such  class  shall  consist  of  factories,  hotels,  clubs, 
rooming  houses,  churches  and  lodge  halls,  livery  stables, 
blacksmith  shops,  warehouses,  and  public  buildings,  in* 
eluding  schools,  hospitals,  the  convent,  asylum,  armory 
and  heating  plant. 

Miscellaneous:  In  computing  the  percentages  for  the  active 
connected  load  in  classes  A,  B  and  C,  electric  flat  irons, 
cooking  utensils,  fan  and  exhaust  motors,  not  e"xceeding 
16  in.  in  diameter,  and  all  miscellaneous  electrical  equip- 
ment not  used  by  means  of  motors  and  not  herein  other- 
wise specified,  shall  be  excluded  from  the  total  con- 
nected load. 

OPTIONAL    RATE. 
Meter  Rates: 

If  payment  is  made  at  the  company's  office  on  or  before  th»? 
10th  day  of  the  month  for  all  current  consumed  for  incan- 
descent lighting  and  measured  by  meters  during  the  pre- 
ceding calendar  month,  the  rates  shall  be: 

Primary  rate.  12  cts.  per  kw.  hr.  for  current  used  equivalent 
to  or  less  than  the  first  30  hours*  use  per  month  of  active 
connected   load. 

Secondary  rate.  7cts.  per  kw.  hr.  for  additional  current  used 
equivalent  or  less  than  the  next  60  hours'  use  per  month 
of  active  connected  load. 

Excess  rate.  4  cts.  per  kw.  hr.  for  all  current  used  in  excess 
of  above  90  hours'  use  per  month  of  active  connected  load. 

The  Minimum  Bill  for  service  rendered  shall  be  $1  per  month. 
Where  company  is  unable  to  read  meter  after  reasonable 
effort,  the  fact  should  be  plainly  indicated  upon  the  monthly 
bill,  the  minimum  bill  of  $1  assessed  and  differences 
adjusted  with  the  consumer  when  meter  is  again  read. 

Free  Maintenance  of  Lamps.  Company  shall  renew  burned 
out  or  badly  dimmed  carbon  filament  lamps  of  the  type 
originally  furnished  or  installed  by  the  company,  when 
returned  unbroken  to  its  office.  Charges  for  the  mainten- 
ance and  replacements  of  other  illuminants  shall  be  rea- 
sonable" and  in  accordance  with  the  schedule  of  charges 
filed   with  the   Railroad   Commission. 

Re-connection  of  Meters.  For  the  re-connection  of  meters  for 
the  same  consumer  upon  the  same  premises,  a  charge 
equivalent  to  two  minimum  monthly  bills  is  deemed  r^^- 
^pnable. 
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Flat  Rates: 

The  company  shall  not  be  required  at  its  own  expense  to 
install  meters  for  any  consumer  in  class  A  having  an 
installation  less  than  live  50  watt  lamps  or  the  equivalent 
thert-of  in  any  building,  and  shall  be  authorized  to  charge 
such  consumers  ?1  per  month  for  the  use  of  the  first 
50  watt  lamp,  40  cts.  for  the  second  50  watt  lamp,  and 
30  cts.  each  for  all  additional  50  watt  lamps;  nor  for 
any  consumer  in  class  B  or  C  using  less  than  three  50 
watt  lamps  or  the  equivalent  thereof  in  any  building, 
and  shall  be  authorized  to  charge  such  consumer  $1  par 
month  for  the  use  of  the  first  50  watt  lamp,  and  50  cts^ 
each  for  all  additional   50   watt   lamps. 

iStreet  Illumination.  For  all-night  service  between  April  Ist 
and  October  1st  on  arches  for  special  8trc?et  illumination 
45  cts.  for  each  8  c.  p.  lamp,  not  exceeding  four  successive 
nights,  with  lamps  and  service  connections  furnished  free. 

Arc  Light  Rates  for  Fair  Grounds.  For  10  ampere  open  d.  c. 
arcs,  run  on  fair  grounds  until  about  midnight  on  four 
nights  during  the  Northern  Wisconsin  State  Fair,  $10.00 
per  each  lamp. 

For  practice  of  this  company  in  regard  to  lamp  renewals  and 
inspection  of  lamps  see  Eau  Claire. 

CJommercial  Power. 

The  rate  for  power  to  consumers  using  60  cycle  alternating 
current  and  demanding  5  h.  p.  or  more  shall  be'  75  cts. 
per  month  per  h.  p.  demanded,  to  be  based  on  rated 
motor  capacity,  and  2  cts.  per  kw.  hr.  for  all  current 
consumed;  provided  that  for  consumers  demanding  three 
or  more  and  less  than  5  h.  p.  for  power  purposes,  the 
rate  shall  be  $4.00  per  month  per  h.  p.,  based  on  rated 
motor  capacity;  and  on  all  motors  of  less  than  three 
and  more  than  one  h.  p.  capacity,  at  the  rate  of  $5.00 
per  month  per  h.  p.,  based  on  motor  capacity;  and  on 
all  motors  of  one  h.  p.  or  less  at  the  rate  of  $6.00  per 
month  per  h.  p..  based  on  motor  capacity;  and  provided 
further  that  the  company  may,  at  its  option,  install 
meters  for  all  power  consumers,  in  which  event  the  rate 
above  specified  for  consumers  using  more  than  5  h.  p. 
shall  apply;  and  provided  further  that  for  customers 
using  electric  lights  the  company  may,  at  its  option,  meas- 
ure the  current  used  by  motors  of  less  than  5  h.  p. 
through  the  lighting  meter,  in  which  case  the*  customer 
shall  pay  for  such  current  at  the  lighting  rate,  but  the 
motor  shall  not  be  included  in  the  active  rating. 

Minimum  Power  Rate:     $1.00  per  month  for  each  motor  installed. 

Wholesale  Power  Rate, 

Up  to  20%  load  factor  1.2  cts.  per  electrical  horse  power 
hour. 

From  20%  to  30%  load  factor  1.1  cts.  per  electrical  horse 

power  hour. 
From   30%   to   40%    load  factor   1   ct.  per  electrical  horse 

power  hour. 
From  40%  to  50%  load  factor  0.9  cts.  per  electrical  horse 

power  hour. 
From  50%,  to  60%.  load  factor  0.82  cts.  per  electrical  horse 

power  hour. 
Over  60%  load  factor  0.75  cts.  per  electrical  horse  power 

hour. 
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Provided  that  the  minimum  monthly  bill  under  this  contract 
shall  be  $150.00,  and  that  the  minimum  charge  per  kilo- 
watt of  the  maximum  monthly  demand  shall  be  $1.50,  and 
provided  further  that  the  consumer  may,  by  the"  service  of 
a  written  notice  of  its  election  so  to  do,  change  the  rates 
and  minimum  charge  herein  provided  for  to  the  regular 
retail  power  rate  in  force,  such  change,  however,  shall  not 
affect  any  other  provisions  of  this  contract,  and  shall  be 
made  only  at  the  beginning  of  the  calendar  month,  and 
when  made  shall  remain  in  force  for  not  less  than  one  full 
month. 

Miscellaneous  Power  Rate,  fcr  (if)  Cycles.  Alternating  Current. 

For  each   meat  chopper  using  3  h.  p.   or  less,   $3.00  per 

month. 
For  each  coffee  grinder  using  1   h.  p.   or  less,  $2.50  per 

month. 
For  each  peanut  roaster  using  1  h.  p.  or  less  $2.00  per 

month. 
For  each  shoemaker  using  2  h.  p.  or  less,  5.00  per  month. 
'       For  each  feed  barn  and  livery  stable  using  motors  for  cut- 
ting hay  only,  $5.00  per  month. 
For  each  bakery  using  3  h.  p.  or  less,  $5.00  per  month. 
For  each  church  organ  using  2   h.   p.   or  less,   $3.00   per 

month. 
For  each  ice  cream  freezer  using  3  h.  p.,  $4.00  per  month; 

using  2  h.  p.,  $3.00  per  month;  using  1.  h.  p.,  $2.00 

per  month,  by  the  year. 
iiOO  Volt  D.  C.  Power  Hate.  For  all  customers  using  500  volt 
direct  current  power,  50  cts.  per  month  for  eac:'h  horse 
power  of  nominal  rated  capacity  of  motor  or  less,  and  5  eta. 
per  kw.  hr.  for  current  used,  subject  to  being  disconnected 
either  temporarily  or  r<?rw^anently  at  any  time  the  current 
cTin  not  conveniently  be  furnished. 
A  Minimum  Charge  of  $1.00  per  month  will  be"  made  in  all 
cases. 

Street  Lighting. 

85 — 4  ampere,  75  volt,  d.  c.  series  enclosed  arcs  burning  4,000 
hours  per  annum  on  an  all  night  every  night  schedule. 
Rate  $52.50  per  lamp  per  year. 

25 — 60  c.  p.,  4  ampere,  d.  c.  series  Tunejsten  lamps,  same  burning 
schedule  as  the  arcs.     Rate  $16,20  per  lamp  per  year. 

CLARK'S  MILLS. 

(Population  ) 

Oj.1o  Power  &  L.i«:ht  Co. 
(For  rates  of  this  company  see  Valders.) 

CLINTONVILLE. 

(Population,   1,747.) 

MUNICIPAL  PLANT. 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 

Commercial  Lightins;. 

Mktkr  Ratks: 

Minimum  bill,  $1.00  per  month. 

Current,  10  cts.  per  kw.  hr.  plus  5  cts.  per  kw.  hr.  if  bill  is  not 
paid  by  the  20th  of  the  month. 


ELECTRIC  RATES.] —  59  —  [COLBY 

If  cost  of  connecting  building  to  line  is  over  ^5.00,  customer  must 
pay  for  such  excess. 

Lamps  rated  at  110-220  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  nT)t  furnrshed  free  of  charge. 
Carbon  lamps  are  renewed  free  when  returned  blackened,  but 
unbroken.  16  c.  p.  lamps  are  sold  at  25  cts.  Tungsten  and 
tantalum  lamps  are  sold  above  cost.  The  smallest  size 
Tungsten  lamp  handled  is  25  watt.  Pamphlets  printed  by 
manufacturers  are  distributed  at  collection  office.  No  regu- 
lar inspection  of  the  incandescent  lamps  in  service  is  made. 

Commercial  Power, 

Meter  Rates: 

Minimum  monthly  charge,   $1.00. 

5  cts.  per  kw.  hr.,  "i)lus  5  cts.  per  kw.  hr.  if  bill  is  not  paid  by 

20th  of  month. 
5  cts.  per  kw.  hr.  for  heating  when  connected  load  exceeds  1,000 

watts. 
10  cts.  per  kw.  hr.  for  heating  where  capacity  is  less  than  1,000 

watts. 
FiAt  Rates: 

$1.50  per  Sunday  for  current  to  run  a  motor  blower  for  a  pipe 

organ  in  one  of  the  churches.        ^ 

■ 

Street  MghUng, 

13 — 6.6  ampere,  100  volt,  a.  c.  series  enclosed  arcs  burning  1,845 
hours  per  annum  on  a  moonlight  schedule.  Rate  $60.00 
per  lamp  per  year. 

30 — 100  c.  p.,  6.6  ampere,  a.  c.  series  Tungsten  lamps,  same  burn- 
ing schedule  as  the  arcs.     Rate  $15  per  lamp  per  year. 

COLBY. 

(Population,  869.) 

MUNICIPAL  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  12  p.  m.  and  5:30  to  daylight. 

Commercial  Iilghting. 

Mi-rrEK  Rates: 

Minimum  bill,  $1.00  per  month. 

Current,  10  cts.  per  kw.  hr. 
Flat  Rates: 

Stores  burning  not  later  than  10  p.  m.: 

First       5  lights 40  cts.  per  month. 

or        "  »• 


Second  5      "      3r 


) 


Third     5     "      30      " 

Saloons  and  restaurants,  burning  until  12  p.  m:  50  cts.  per  light. 
Residences: 

First       5  lights 35  cts.  per  month. 

becond   5      "      30      " 

Third      5      "      25      " 

Arc  Lamps,  outside,  $60.00  per  year. 

Rate  for  morning  light  from  5:30  to  daylight  except  Sundays: 
Business  places  10  cts.  per  light. 

Residence     "        5 

Lamps  rated  at  100  and  104  volts  are  handled  by  the  utility.  The 
first  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  No  lamps  are  renewed  free  of  charge.  16  c.  p. 
lamps  are  sold  at  25  cts.  Tungsten  lamps  are  sold  at  list 
price.     Information  regarding  these  matters  is  given  only 
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verbally.     No  regular  inspection  of  the  incandescent  lamps 
in  service  is  made. 

Street  Lighting. 

17 — 6.6  ampere,  84  volt,  a.  c.  multiple  enclosed  arcs  burning  on  a 
moonlight  schedule  from  dusk  to  midnight.     Rate  $60  per 
lamp  per  year. 
1 — 250  watt,  110  volt,  a.  c.  multiple  Tungsten  lamp  burning  six 

hours  every  night.     Rate  $25  per  lamp  per  year. 
2 — 40  watt,  110  volt,  a.  c.  multiple  Tungsten  lamps  burning  six 
hours  every  night.     Rate  $4.80  per  lamp  per  year. 

OOLPAX. 

(Population,  701.) 

COLFAX  MILL  &  POWER  PLANT. 

Method  of  generation,  hydraulic. 

Daily  operating  period,  dusk  to  11  p.  m. 

Coninieroinl  Lighting. 

Mktkr  Rates: 

Minimum  bill,  $1.00  per  month. 

Current,  10  cts.  per  kw.  hr. 

Discount   10%   where  there  Is  used  in  any  month  more  than 
1,000  kw.  hrs. 
Flat  Rate: 

Per  month  for  each  active  connected  unit,  or  50  watt  capacity, 
16  c.  p.: 

Street  lights 50  cts.  per  month. 

Business  places 45    "  " 

Residences    35    ** 

Churches 10    " 

No  charge  for  connecting  building  to  line. 

Lamps  rated  at  220  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  16  c.  i  lamps  are  sold 
at  25  cts.  The  smallest  size  Tungsten  lamp  handled  is  45 
watt.  Information  regarding  these  matter^  is  printed  and 
distributed  by  the  utility.  No  regular  inspection  of  the  in- 
candescent lamps  in  service  is  made. 

Commercial  Power. 

Meter  Rate: 

7  cts.  per  kw.  hr. 
Flat  Rate: 

For  an  8  h.  p.  motor,  $2.75  per  day. 

COLUMBUS. 

(Population,  2,523.) 

MUNICIPAL  PLANT. 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 

Commercial   Lighting. 

Meter  Rates: 

Minimum  bill,  $6.00  per  annum. 

Current,  10  cts.  per  kw.  hr. 

Meter  rcuit,  25  cts.  per  month. 

Any  consumer  using  more  than  $10.00  worth  of  current  through 

one  meter  is  entitled   to  an  additional   rebate'  of  20%  if 

paid  on  or  before  the  15th  of  the  month. 
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If  bill  is  between  $5.00  and  $10.00,  consumer  is  entitled  to  an 
additional  discount  of  10';^  if  paid  on  or  before  the  15th 
of  the  month. 
Lamps  rated  at  115  and  120  volts  are  handled  by  the  utility.     The 
first   installation   of  carbon  lamps   is  charged,   the   returned 
lamps  credited  at  10  cts.  and  payment  made  for  differenpe. 
Carbon  lamps  are  renewed  at  half  price  when  returned  black- 
ened but  unbroken.      16  c.  p.  lamps  are  sold  at  20  cts.     Tung- 
sten and  tantalum  lamps  are  sold  a  little  above  cost.     The 
smallest  size  Tungsten  lamp  handled  is  25  watt.     Informa- 
tion regarding  these  matters  is  given  only  verbally.     No  reg- 
ular Inspection  of  the  incandescent  lamps  in  service  is  made. 

Commercial  Power. 

5  cts.  per  kw.  hr.,  with  no  discount. 

Street  Lighting. 

93 — 100  watt,  4  ampere,  a.  c.  series  Tungsten  lamps  burning  on  a 
moonlight  schedule.     Rate  10  cts.  per  kw.  hr. 

CRANDON. 

(Population,   1,833.) 

MUNICIPAL    PLANT. 

Method  of  generation,  steam. 

Dally  operating  period,  dusk  to  dawn. 

Coimnercial  Lightiiig. 

Meter  Ratks: 

Minimum  bill,  75  cts.  per  month.     No  discount  on  minimum  bill. 
Current,  11  cts.  per  kw.  hr. 

Discount  10%  if  paid  by  the  15th  of  the  month. 
All  service  must  be  metered.  •     - 

No  charge  for  connecting  building  to  line. 

Lamps  rated  at  117  volts  are  handled  by  the  utility.  The  first  in- 
stallation of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are  sold 
at  25  cts.  Tungsten  and  tantalum  lamps  are  sold  at  about 
cost.  The  smallest  size  Tungsten  lamp  handled  is  25  watt. 
City  ordinance  provides  for  information  being  printed  and 
distributed  at  collection  office.  No  regular  inspection  of  the 
incandescent  lamps  in  service  is  made. 

i^ttreet  Lighting. 

20 — 6.6  ampere,  90  volt,  a.  c.  series  enclosed  arcs  burning  on  a 
moonlight  schedule  from  dusk  to  midnight.  Rate  $70  per 
lamp  per  year. 

CUBA  CITY. 

(Population,  967.) 

MUNICIPAL    PLANT. 

Method  of  generation,  current  purchased. 
Daily  operating  period,   continual. 

Commercial  Ltf^htinf;. 

Meter  Rate: 

Current,  10  cts.  per  kw.  hr. 

50%  discount  on  all  current  used  in  excess  of  $12.00  worth  per 
month. 
Fi*AT  Rate: 

8  c.  p..  25  cts.  per  month;  16  c.  p.,  50  cts.  per  month;  32  c.  p., 
$1.00  pet*  month. 
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Lamps  are  not  handled  by  the  city  plant,  but  are  sold  personally 
by  the  superintendent,  who  charges  25  cts.  for  16  c.  )p.  lamps, 
sells  Tungstens  at  a  profit,  handling  as  small  as  the  25  watt 
size.  Information  regarding  these  matters  is  given  only  ver- 
bally. No  regular  inspection  of  the  incandescent  lamps  in 
service  is  made. 

Street  Li^htini];. 

24 — 100  watt,  and 

28 —  75  watt,  6.6  ampere,  d.  c.  series  Tungsten  lamps  burning  on 

a  moonlight  schedule  from  dusk  to  midnight.     Rate  sliding 

scale  8  cts.  to  2  %  cts.  per  kw.  hr. 

CUDAHY. 

(Population,   3,691.) 

MILWAUKKK  LIGHT,  HEAT  &  TRACTION  CO. 

Method  of  generation,  substation. 
Daily  operating  period,  continual. 

Commercial  LlichtinK  and  Power. 

(See  schedule  of  this  company  under  Milwaukee.) 

Street  Lighting. 

50 — 4  ampere,  a.  c.  series  magnetite  arcs  burning  3,914  hours  per 
annum.     Rate  $84  per  lamp  per^jrear. 

CUMBERLAND. 

(Population.   1,445.) 

.    MUNICIPAL  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  sunset  to  sunrise. 

Commercial  Lijchting. 

MfrrKR  Rates:  . 

Minimum  bill,  75  cts.  per  month,  irrespective  of  whether  the 
meter  is  owned  by  the  city  or  the  consumer. 

Current,  10  cts.  per  kw.  hr.  for  the  first  30  hours'  use  per  month 
of  the  active  load. 

8  cts.  per  kw.  hr.  for  all  over  30  hours*  use  per  month  of  thcf 
active  load. 

Active  load  for  churches,  residences  and  schools  to  be  consid- 
ered 50^^  of  the  full  connected  load;  for  all  other  classes  of 
servic'e  100^/c  of  the  full  connected  load. 
Fr.AT  Rates: 

Residences: 

8  c.  p.  per  month 18  cts. 

16  c.  p.      "     "      35    " 

24  c.  p.     "     "      53    " 

32  c.  p.      "      "      70    " 

Lamps  of  other  capacity  at  proportionate  rates. 

The  following  flat  rates  shall  apply  to  all  business  places  until 
meters  are  installed: 

8  c.  p.  per  month 20  cts. 

16  c.  p.     "     *•      40    " 

24  c.  p.      "      "      60    " 

32  c.  p.     "      "      80    " 

All-night  lamps:  16  c.  w.  per  month 50  cts. 

No  lamps  of  less  than  8  c.  p.  contracted  for  on  flat  rate. 
Lamps  of  other  capacity  at  proportionate  rates. 
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special  Rates: 

Schoolhouse,  per  year  (present  Installation)  $100.00 

Consumer  must  pay  for  connecting  building  to  line. 

All  current  sold  other  than  to  residences  and  <!lty  must  be  metered. 

Utility  reserves  right  to  install  meters  where  lights  may  be  in- 
stalled under  a  flat  rate  contract. 

All  contracts  for  electric  lights  must  be  made  with  the  owner  of 
the  premises  to  be  lighted. 

Lamps  are  not  handled  by  the  utility,  but  by  a  merchant.  In- 
formation regarding  these  matters  is  given  only  verbally. 
No  regular  inspection  of  the  incandescent  lamps  In  service 
is  made  except  upon  complaint. 

Street  Lighting. 

16 — 650  watt,  a.  c.  multiple  arcs  burning  on  a  moonlight  schedule. 

Rate  $50  per  lamp  per  year. 
50 — 32  c.  p.,  d.  c.  carbon  incandescent  lamps  burning  on  a  moon- 
light schedule.     Rate  $12  per  lamp  per  year. 


DABUNGTON. 

(Population.   1.808.) 

DARLINGTON  ELECTRIC  LIGHT  &  WATER   POWER  CO. 

Method  of  generation,  steam  and  hydraulic. 

X>aiiy  operating  period,  dusk  to  sunrise  and  Tuesday  morning. 

Commercial  Lif^hting. 
Metfir  Ratks: 

Minimum  rate  for  residence  per  month   50   cts.;    for  business 

$1.00. 
Current,  8  cts.  per  kw.  hr.  for  the  first  40  kw.  hrs.     All  in  ex- 
cess of  that  amount  each  month,  5  cts.  per  kw.  hr. 
Company  furnishes  meters  and  carbon  lamp  renewals. 
Special  rate  to  Hotel  Gordon:      8  cts.  per  first  100  kw.  hrs.,  all 

in  excess  at  4  cts.  per  kw.  hr. 
Special  rate  to  Public  Library:    8  cts.  per  kw.  hr.  for  first  50 
kw.  hrs.,  5  cts.  for  all  additional. 
FI.AT  Rates: 

Arc. — Interior  arc  lights,  dusk  to  10  o'clock,  $5.00  per  month. 

Incandescent. — 25   cts.    per   month   per    8    c.   p.   or  multiple  of 

same',  consumer  purchasing  renewals. 

Lamps  rated  at  220  and  215  volts  are  handled  by  the  utility.     The 

first  installation   of  carbon    lamps  is   not   furnished    free   of 

charge.      16  c.   p.   lamps  are  sold  at   25  cts.     Tungsten  and 

tantalum  lamps  are  handled  at  about  cost.     Thoy  are  renewed 

at  cost  less  the  price  of  carbon  renewals.     The  smallest  size 

Tungsten  lamp  handled  is  25  watt.      Expect  to  use  bills  for 

furnishing  information  regarding  these  matters.      Pamphlets 

printed  by  manufacturers  are  distributed  with  monthly  bills. 

House  to  house  inspection  made  as  well  as  upon  request. 

Street  Lighting. 

9 — 3V6  ampere,  220  volt.  d.  c.  multiple  enclosed  arcs  burning  on 
a  moonlight  schedule.      Rate  $60  per  lamp  per  year. 
110 — 50  watt,  220  volt,  d.  c.  tantalum  lani])s  burning  on  a  moon- 
light scbedule.     Rate  $12  per  lamp  per  year. 
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DELAVAN. 

(Population.   2,450.) 

UNITED  HKAT,  LIGHT  AND  POWKR  CO. 

Method  of  generation,  steam. 

Dally  operating  period,  5  p.  m.  to  8  a.  m. 

Commenial  Lighting. 

Metkb  Ratks: 

Minimum  bill,  $1.00  per  month. 

Current,  15  cts.  per  kw.  hr.  for  first  30  hours'  use;  all  excess, 

10  cts.  per  kw.  hr. 
Meter  rent,  25  cts.  per  month. 

Lamps  rated  at  110-112-113-115-117  volts  are  handled  by  the 
utility.  The  first  installation  of  carbon  lamps  is  charged,  the 
returned  lamps  credited,  and  payment  made  for  shortage. 
Carbon  lamps  that  have  not  burned  a  reasonable  length  of 
time  are  renewed  free  of  charge  if  burned  out.  16  c.  p.  lamps 
[  are  sold  at  20  cts.     Tungsten  and  tantalum  lamps  are  han* 

died  at  about  cost.  The  smallest  size  Tungsten  lamp  han- 
died  is  40  watt.  Information  regarding  these  matters  Is 
given  only  verbally.  No  regular  inspection  of  lamps  has  been 
made,  but  expect  to  make  first  general  inspection  shortly. 

Htrpet  Tiifi:hting. 

37 — 6.6  ampere,  76  volt,  a.  c.  series  enclosed  arcc  burning  2,700 
hours  per  annum  on  a  moonlight  schedule.  Rate  ? 8 0.00 
per  lamp  per  year. 

27 — 32  c.  p..  6.6  ampere,  a.  c.  series  carbon  incandescent  lamps, 
same  burning  schedule  as  the  arcs.  Rate  $20.00  per  lamp 
per  year. 
6 — 32  c.  p..  115  volt  a.  c.  multiple  carbon  incandescent  lamps 
burning  4.300  hours  per  annum  on  an  all  night  every 
night  schedule.     Rate  $24  per  lamp  per  year. 


DE  P£] 

(Population,   4.477.) 

DE  PKKK   KLKCTUH^  LICIHT  &  POWKR  CO. 

Method  of  generation,  hydraulic  and  current  purchased. 
Daily  operating  period,  continual. 

(Commercial  TJghting. 

Mktkr  Ratkh: 

Residences 11     cts.  per  kw.  hr. 

Business  nlaces,  stores,  saloons,  etc..    13     "  "  " 

liOdgos,  churches,  halls 15      '*  **  " 

Contract  with  city  in  city  buildings.  .    13.6  " 
Flat  Rates: 

16  c.  p.  lights  from  dusk  to  11  n.  m $0.50  per  month. 

16  c.  p.  lights  from  dusk  to  daylight 1.25     " 

Other  carbon  lamps  in  proportion  to  watts  consumed. 
100  watt  tungsten  from  dusk  to  11  p.  m..    $1.00  per  month. 
60  "  "  "  "  .60     " 

40  "  "  "  "  .50      •* 

Arc  lamps  $4.00  per  month,  550  watt  arc  lamp. 
3.25  ••  440      " 

Electric  fans  12" $0.50  per  month. 

16" 1.00     "  " 
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Lamps  rated  at  110-112-114-215-220  are  handled  by  the  utility. 
The  first  installation  of  carbon  lamps  is  not  furnished  free 
of  charge.  No  lamps  are  renewed  free  of  charge.  16  c.  p. 
lamps  are  sold  at  12  V^  cts.  Tungsten  and  tantalum  lamps 
are  sold  at  cost.  The  smallest  size  Tungsten  lamp  handled  is 
25  watt.  Pamphlets  printed  by  manufacturers  are  distrib- 
uted by  mail.  Information  given  occasionally  through  news^ 
paper  advertisements.  No  regular  inspection  of  the  incan- 
descent lamps  in  service  is  made  except  in  business  district. 

Commercial  Power. 

JBase  Rate,  8  cts.  per  kw.  hr.,  less  10%. 

kw.  hrs 5%  discount. 

10% 

15% 

;..  .  .     20% 

25% 

30% 

35% 

40% 

45% 

50% 

55% 

60% 

All  ovet  4000  kw.  hrs.  per  month  2%  cts. 

Coal  hoisting,  flat  rate  per  hour  on  basis  of  30  h.  p.  motor, 

$1.00  per  hour,  or  meter  rate  plus  readiness-to-serve 
charge  of  $1.00  pel:  h.  p.,  maximum  demand  per  month  as 
measured  on  general  electric  Wright  maximum  demand 
meter. 

Minimum  charge  on  ordinary  meter  power  rates,  $1.00  per  h.  p. 
per  month. 

No  flat  rate  for  power  except  to  city.  Two  40  h.  p.  motors  at- 
tached to  pumps  for  pumping  water  for  city.  $115.00 
per  month  charged  city  to  run  motors.  Amount  of  power 
limited  to  253  h.  p.  hrs.  per  day.  All  in  excess  charged 
for  in  proportion. 

Street  Lighting. 

38 — 4  ampere,  110  volt,  d.  c.  multiple  enclosed  arcs  burning  2,950 
hours   per   annum    on    an    all    night   moonlight   schedule. 
5 — 5  ampere,  110  volt,  d.  c.  multiple  enclosed  arcs,  same  burnr 
Ing  schedule  as  above. 

Rate  for  the  above  arcs  $50  per  lamp  per  year  for  the 
first  30  lamps  and  $48  per  lamp  per  year  for  all  ad- 
ditional. 
6 — 50  watt,  110  volt,  d.  c.  multiple  carbon  incandescent  lamps 
burning  about  2,950  hours  per  annum  on  an  all  night  moon- 
light schedule.     Rate  $12  per  lamp  per  year. 
1 — 60  watt,  110  volt,  d.  c.  multiple  Tungsten  lamp,  same  burning 
schedule  as  above.     Rate  $12  per  lamp  per  year. 

DODGEVILLE. 

(Population,   1,791.) 

DODGEVILLE  ELECTRIC  LIGHT  &  POWEH  CO. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  midnight. 

Commercial  Lighting. 
Metks  Rate?: 

Minimum  bill,  $1.00  per  month. 

Current.  16  cts.  per  kw.  hr.  r      *  i    *    :  i 
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Discount  25%  if  all  lights  installed  burn  an  average  of  3  hours 

per  day. 
Discount  50%  if  all  lights  installed  burn  an  average  of  6  hours 

per  day. 
Meter  rent,  25  cts.  per  month  for  5  ampere  meter,  and  50  cts. 
per  month  for  larger  meters. 
-Lamps  rated  at  110  volts  are  handled  by  the  utility.     The  first 
Installation  of  carbon  lamns  is  charged,  vthe  returned  lamps 
credited  and  payment  made  for  shortage.     No  lamps  are  re- 
newed  free  of  charge.      16  c.   p.  lamps  are  sold  at  25   cts. 
Tunesten   and   tantalum  lamps  are  sold   at  list  price.     The 
smallest  size  Tungsten  lamp  handled  is  40  watt.     Mfluufac- 
turers'   pamuhlets  are   distributed  to  consumers'   residences, 
and  instruction  given  verbally  find  throuprh  newsnapers  re- 
garding these  matters.     No  regular  insnectlon  of  the  Incan- 
descent lamps  in  service  is  made  except  in  business  district. 

8treet  Lii^hting. 

82 — 50  watt,  fi.6  ampere,  a.  c.  series  Tungsten  lamps  burning  on 

a  moonlight  schedule  from  dusk  to  midnight.     Rate  $18  per 

lamp  per  year. 

10 — 100  watt,  ^.6  amr»ere.  a.  c.  series  Tunersten  Inmns  burning  on 

a  moonlight  schedule  from  dusk  to  midnight.     Rate  $36 

per  lamp  per  year. 

DOWNING. 

.    (Ponulation  319.> 
GLENWOOD  &  nOWNING  IjIGHT  &  POWER  CO. 

Method  of  generation,  steam. 

Daily  '>neratine:  period,  dusk  to  19.  n.  m.  and  ^  n.  m.  to  daylight. 
(For  rates  of  this  company  see  Glenwood.) 

DURAND. 

(Population,    1,503.) 

I>ITRAN1>   LIGHT   &  POWER   CO. 

Method  of  generation,  hvdraulio. 

Daily  operating  period,  23  hrs.  daily  except  Sunday  dusk  to  dawn. 

Comtnerelal  Jjtghting. 

Mkter  Rates: 

For  Bysinrss  Houses.'     A  charge  of  15  fts   uer  month  ner  active 
nO-watt  lamp  or  ner  40-watt  Mazda  lamp,  when  the  active 
load  conjstltutes  60%  of  the  connected  load,  plus  4  cts.  per 
kilowatt  hour   for  the   current  or   energy   used.     For   oc- 
casional users,  a  rate  of  12  cts.  per  kilowatt  hour  may  b<» 
.   charged. 
For  Rrsidmccs,  Chvrrhes  and  Halls:     A  charge  of  15   cts.  ner 
month  per  active  unit  or  lamp,  when  35%  of  the  (Tonnected 
load  is  considered  active.  r»lus  4  cts.  per  klllowatt  hour  for 
the  cmrrent  or  energy  used. 
There  mav  also  be  a  minimum  rate  of  75  cts.  per  consumer  per 
month. 
Flat  Rates: 

Minimum  monthly  bill.  75  cts. 

Commercial.     .f>0  cts.  per  month  for  e«ch  of  the  first  5  lights, 

and  35  cts.  for  each  added  light;  dead  lights  10  cts. 
'        Hotels  and  Saloons.     60  cts.  per  month  for  each  of  the  first  I> 

lights,  and  40  cts.  for  each  added  light;  dead  lights  10  cts. 
Blacksmith  Fihons,     40  cts.  for  first  light  and  25  cts.  for  each 

added  light. 
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Residences.     A   total  of   15    lights  for   $2.00   per   month,   each 
added  light  10  cts.  or  2  for  75  els..  3  for  $1.00,  4  for  $1.20, 
each  added  light  20  cts.;  dead  lights  5  cts. 
Lfive  and  Dead  Lights.     All  lights  in  parlors,  sitting  rooms,  re- 
ception rooms,  dining  rooms,  kitchens  and  certain  halls  are 
understood  to  be  live  lights  and  are  covered  by  the  above 
rates.     All   lights   in    bed    rooms,    bath    closets,    pantries, 
upper  halls,  cellars  and  barns  and  all  other  out-of-the-way 
places  where  light  is  needed  for  short  periods  only,  may  be 
used  as  "dead"  lights,  and  it  is  understood  and  agreed  that 
such  *'dead*'  lights  shall  not  be'  run  to  exceed  one  hour 
each  day;  and  it  is  hereby  understood  that  this  schedule 
does  not  contemplate  the  burning  of  dead  lights  an  hour 
each  day,  but  In  consideration  of  the  extremely  low  pric^ 
made   for  such  service,  it   is  agreed  that  no  dead  light  be 
burned  at  all  except  for  actual  necessity  and  never  for  11-. 
luminating  purposes,  provided,  however,  that  each  patron 
may,  at  his  discretion,  illuminate  his  house  one  night  each 
month.     It  is  further  understood  that  a  live  light  cannot 
be  turned  off  and  a  "dead"  light  be  burned  in  its  place 
except  In  case  of  sickness.  In  which  emergency  any  light 
may  be  burned  at  the'  discretion  of  the  patron. 
Lamps  rated  at  110-112-200-210-220   volts  are  handled  by  the 
utility.     The  first  installation  of  carbon   lamps   is  not  fur- 
nished free  of  charge.     No  lamps  are  renewed  free  of  charge. 
16  c.  p.  lamps  are  sold  at  20  cts.     Tungsten  lamps  are  sold  at 
about  cost.     The  smallest  size  Tungsten  lamp  handled  is  40 
watt.     Information  regarding  these  matters  is  given  only  ver- 
bally. 

Coiniiiercial  Power. 

5  cts.  per  kw.  hr.  for  first  50  kw.  hrs.,  4  cts.  for  next  50,  and  3 
cts.  for  all  excess. 

street  litishting. 

71 — 40  watt,  6.6  ampere,  a.  c.  series  Tungsten  lamps  burning 
4,000  hours  per  annum  on  an  all  night  every  night  schedule. 
Rate  $12  per  lamp  per  year. 

10 — 60  watt,  6.6  ampere,  a,  c.  series  Tungsten  lamps,  same  burn- 
ing schedule  as  above.     Rate  $18  per  lamp  per  year. 

EAGLE  BIVEB. 

(Population,  .) 

EAGLE  lUVEH  LKiHT  &  WATER  CO. 

Method  of  generation,  current  purchased. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

FLAT  Rates: 

Minimum  charge  for  all  classes  of  service,  $1.00  per  month. 
Residences,  24  hr.  service. 

40  cts.  per  100  watts  for  first  500  watts. 

20  cts.  per  100  watts  for  all  in  excess  of  500  watts. 
Saloons,  24  hr.  service. 

60  cts.  per  100  watts  for  first  500  watts. 
40  cts.  per  100  watts  for  all  in  excess  of  500  watts. 
Stores,  Barber  Shops,  Hotels,  Offices,  and  all  other  consumers  not 
otherwise  provided  for,  24  hr.  service. 
50  cts.  per  100  watts  for  first  500  watts. 
30  cts.  per  100  watts  for  all  in  excess  of  500  watts. 


EAGLE  RIVER] —68— [WIS.  R.  R.  COMM. 

Churches,  Lodges  and  Public  Halls. 

25  cts.  per  100  watts  for  the  first  500  watts,  connected. 
10  cts.  per  100  watts  for  all  in  excess  of  500  watts. 
Ricctric  Appliamces,  as  flat  irons,  coffee  percolators,  toasters,  etc., 

7'/^  cts.  per  400  watts  connected  per  month. 
5%  discount  on  bills  less  than  $5.00  if  paid  before  the  10th. 
10%  discount  on  bills  of  $5.00  or  over  if  paid  before  the  10th. 
Lamps  are   not  handled   by  this   utility.     Information  regarding 
these  matters  is  given  only  verbally.     No  regular  inspection 
of  the  incandescent  lamps  in  service  is  made. 

EAST  MILWAUKEE. 

(Population,  707.) 
MILWAUKEE  LIGHT,  HEAT  &  TRACTION  CO. 

Method  of  generation,  supplied  from  Milwaukee  system. 
Dally  operating  period,  continual. 

Commercial  Lighting  and  Power. 

(See  schedule  of  this  company  under  Milwaukee.) 

Street  Lighting. 

71 — 80  watt,  120  volt,  a.  c.  multiple  Tungsten  lamps  burning  3,914 
hours  per  annum  on  an  every  night  all  night  schedule. 
Rate  $21  per  lamp  per  year. 

EAST  TROY. 

(Population,  673.) 
MILWAUKEE  LIGHT,  HEAT  &  TRACT^ION  CO. 

Method  of  generation,  substation. 
Daily  operating  period,  continual. 

Commcrcinl  Lighting  and  Power. 

(See  Demand  Rate  of  schedule  of  this  company  under  Milwau- 
kee.) 
Maximum  rate  for  service,  12  cts.  per  kw.  hr. 

Street  Lighting. 

50 — 75  watt,  4  ampere,  a.  c.  series  Tungsten  lamps  burning  3,914 
»  hours  per  annum  on  an   all   night  every   night  schedule. 

Rate  $21  per  lamp  per  year. 

EAU  CLAIRE. 

(Population,   18,310.) 
CHIPPEWA  VALLEY  RAILWAY,  LIGHT  &  POWER  CO. 

Method  of  generation,  hydraulic. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Meter  Rates: 

Residences.  In  all  residences  the  rate  shall  be  15  cts.  per 
month  for  each  active  connected  incandescent  unit  of  50 
watts  capacity,  or  the  equivalent  thereof,  and  3  efts,  per 
kw.  hr.  for  all  current  consumed  by  the  connected  units, 
whether  active  or  Inactive.  Active  lights  are  lights  used  or 
connected  for  use  in  the  following  rooms:  main  hall,  main 
stairway,  parlors,  library,  one  50  watt  unit  in  dining  room, 
sitting  room,  living  room,  kitchen,  den,  music  room,  con- 
servatory, butler's  pantry,  and  one  50  watt  unit  ou  the 
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second  floor.  Non-active  lights  shall  include  lights  used 
on  porches,  in  vestibules,  basements,  attics,  closets,  bed 
rooms,  bath  rooms,  lavatories,  wood  sheds,  stables,  back 
halls,  back  stairways,  one  portable  reading  lamp  used  in 
active  rooms,  and  all  other  rooms  not  herein  otherwise  speci- 
fically mentioned;  provided,  this  classification  shall  only 
apply  to  residences  which  are  equipped  for  and  using 
electricity  exclusively  for  lighting,  when  available;  and 
provided  further,  that  in  case  of  such  residences  the  active 
lights  shall  not  exceed  7G7r  of  the  total  installation.  In 
all  other  residences  all  lights  shall  be  deemed  active. 

Business.  Commercial  lighting  shall  include  retail  and  whole- 
sale mercantile  establishments,  saloons,  restaurants,  depots 
and  all  other  consumers  not  herein  otherwise  specifically 
provided  for.  Such  lighting  will  be  done  by  means  of 
approved  incandescent  lamps,  or  by  six  ampere  a.  c.  arc 
lamps,  at  the  option  of  the  consumer,  and  the  prices  for 
such  lighting  shall  be  as  follows: 

Incandescent  Lighting: — The  rate  for  business  incandescent 
lighting  shall  be  15  cts.  per  month  for  each  50  watt  con- 
nected capacity,  or  its  equivalent,  and  3  cts.  per  kw.  hr. 
for  all  current  consumed;  provided  that  to  all  consumers 
using  electricity  exclusively  for  lighting,  when  available', 
and  using  0)%  of  their  total  connected  capacity  for  win- 
dow display  or  advertising  purposes,  all  lights  so  used 
shall  be*  considered  and  paid  for  as  non-active  lights,  at 
the  rate  of  3  ots.  per  kw.  hr.  for  the  current  actually  con- 
sumed; and  the  maximum  rate  to  all  consumers  who  shall 
come  within  the  terms  of  this  proviso  shall  not  exceed 
6  C!ts.  per  kw.  hr.  for  the  total  current  used. 

Arc  Lighting: — The  rate  for  business  arc  lighting  shall  be  the 
same  as  for  commercial  incandescent  lighting,  except  that 
to  all  consumers  using  electricity  exclusively  for  lighting, 
when  available,  the  company  shall  furnish  the  wiring, 
lamps  and  maintenance  of  the  same  at  its  own  expense", 
and  the  rate  in  such  case  shall  be  45  cts.  per  month  for 
each  six  ampere  a.  c.  arc  lamp  connected,  plus  3  cts.  per 
kw.  hr.  for  all  current  consumed;  the  maximum  rate  per 
month,  however,  in  such  case  shall  not  exceed  6  cts.  pel* 
kw,  hr.  for  the  total  current  used  each  month. 

Readine«rs-to-Serve  Rating: — In  determining  the  readiness-to- 
^  serve  charge  for  residences  and   commercial   lighting;  all 

units  of  8  c.  p.  or  less  shall  be  counted  as  8  c.  p.  and  rated 
at  30  watts  per  hour,  and  the  readiness-to-serve  charge  for 
all  such  lights  in  active  rooms  shall  be  9  cts.  per  month  in 
addition  to  the  charge  for  current  consumed. 

Hotels,  Clubs,  and  Boarding  Houses.  The  rate  shall  be  15  cts. 
per  month  for  all  acjtive  lights  and  3  cts.  per  kw.  hr.  for 
all  current  consumed.  The  classification  of  active  and 
non-active  lights  shall  be  the  same  as  for  residences,  ex- 
cept lights  connected  for  use  in  dining  rooms,  buffets,  bars, 
bowling  alleys,  billiard  rooms,  card  rooms,  barber  shops, 
lobbies,  main  halls,  corridors  on  each  floor,  wash  rooms, 
ftfid  lavatories  shall  be  deemed  active  lights. 

Auditoriums.  Dancing  Halls.  Opera  House.  Lodge  Hooms.  Churches, 
Warehouses.  Warerooms  of  Wholesale  and  Jobber's  Houses, 
and  Manufacturing  Plants.  The  rate"  shall  be  15  cts.  per 
month  for  Mi  of  all  connected  units  of  50  watts  or  its 
equivalent,  and  8  cts.  per  kw.  hr.  for  all  current  consumed, 
provided  that  all  lights  in  general  offices  and  clerical  room^ 
of  this  class  shall  be  rated  as  active  lights. 
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Equipment  and  Renewals. — In  all  foregoing  rates,  unless  other- 
wise speciflcaiiy  stated,  the  consumer  shall  furnish  and 
renew  all  lamps,  except  arc  lamps,  and  all  switching  and 
wiring  on  the  premises,  and  the  company  shall  furnish  arc 
lamps,  transtormers,  meters  and  sufficient  wiring,  pole  line 
and  other  equipment  necessary  to  deliver  the  current  to 
the  premises. 
Fi^vT  Rates: 

The  company  shall  not  be  required,  at  its  own  expense,  to  fur- 
nish or  install  meters  tor  any  consumer  using  less  than 
nve  50  watt  units,  or  the  equivalent  thereof,  in  any  one 
building,    and    shall    be   authorized   to    charge   consumers 
using  tnree  or  more  such  units  a  flat  rate  of  30  cts.  per 
mouth  per  unit  in  residences,  and  50  cts.  per  month  per 
unit  in  business  places;   or  the  company  may,  at  its  own 
option,  install  a  meter  for  any  suoh  consumer.  In  which 
event  the'  rate  shall  be  as  specified  in  the  above  classifica- 
tion. 
Minimum  Hate.    The  company  shall  be  authorized  in  every  case 
where  a  meter  is  installed  to  make  a  minimum  charge  of 
$1.00    per   month,   and   to    fiat   rate  customers   a  minimum 
charge  of  90  cts.  per  month  in  residences  and  $1.50  per  month 
in  places  of  business. 
Lamps  rated  at  110-112  volts  are  handled  by  the  utility.     The 
first  installation  of  carboi^   lamps  is  not  furnished   free  of 
charge.     No  lamps  are  renewed  free  of  charge.      20  c.  p.  Gem 
lamps  are  sold  at  20  cts.     Tungsten  and  tantalum  lamps  are 
sold  at  10%  above  cost.     The  smallest  size  Tungsten  lamp 
handled   is  25   watt.     Pamphlets   printed    by    manufacturers 
are    distributed    by    mail.     Regular    frequent    inspection    of 
lamps  in  stores;  in  residences  upon  request. 

Comiuercial  Power. 

Rktail  Powkb  Rates: 

The  rate  for  power  to  consumers  demanding  5  h.  p.  or  more 
shall  be  75  cts.  per  month  per  h.  p.  demanded,  to  be  based 
on  rated  motor  capacity,  and  2  cts.  per  kw.  hr.  for  all  cur- 
rent consumed;  provided  that  the  consumers  demanding 
three  or  more  and  less  than  5  h.  p.  for  power  purposes  the 
rate  shall  be  1 4. 00  per  month  per  h.  p.,  based  on  rated 
motor  capacity;  and  on  all  motors  of  less  than  three  and 
more  than  one  h.  p.  (Capacity,  at  the  rate  of  $5.00  per 
month  per  h.  p.,  based  on  motor  capacity;  and  on  all  motors 
of  one  h.  p.  or  less,  at  the  rate  of  $6.00  per  month  per 
-h.  p.,  based  on  motor  capacity;  and  provided  further,  that 
the  company  may,  at  its  option,  install  meters  for  all  power 
consumers,  in  which  event  the  rate  above  specified  for  con- 
sumers using  more  than  5  h.  p.  shall  apply. 

To  retail  power  customers  using  20  h.  p.  or  more,  where  the 
readiness-to-serve  charge  plus  the  current  exceeds  4  cts. 
per  kw.  hr.  for  the  current  consumed  in  any  one  month, 
the  readiness-to-serve  rate  shall  be  canceled  and  the  total 

bill  for  the  month  figured  at  4  cts.  per  kw.  hr.;  provided, 
however,  that  the  minimum  bill  for  any  month  which  a 
customer  shall  receive  shall  be  75  cts.  per  connected  h.  p., 
or  when  under  a  demand  meter,  80  cts.  per  K.  V.  A., 
based  on  the  average  demand  lor  the  three  preceding 
mouths. 
Minim  inn  Power  Rate.  The  company  shall  be  authorized  to 
charge  a  minimum  rate  of  $1.00  per  month  for  each  motor 
installed. 
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Wholesale  Powkr  Rates: 

Up  to  20%  load  factor  1.2  cts.  per  electrical  horse  powef  hour. 
From    20%    to    307©    load    factor    1.1    ct.    per   electrical   horse 

power  hour. 
From  30%  to  40%  load  factor  1  ct.  per  electrical  horse  power 

hour. 
From  40%  to  50%  load  factor  0.9  cts.  per  electrical  horse'  power 

hour. 
From  50%  to  60%  load  factor  0.82  cts.  per  electrical  horse  power 

hour. 
Over  607c  load  factor  0.75  cts.  per  electrical  horse  power  hour. 
Provided  that  the'  minimum  monthly  bill  under  this  coi^tract 
shall  be  $150.00,  and  that  the  minimum  charge'  per  kw. 
of  the  maximum  monthly  demand  shall  be  $1.50;  and 
provided  further  that  the  consumer  may,  by  the  service*  of 
a  written  notice  of  its  election  so  to  do,  change  the 
rates  and  minimum  charge  herein  provided  for  to  the  reg- 
ular retail  power  rate  in  force,  such  change,  however, 
shall  not  affect  any  other  provisions  of  this  contract,  and 
shall  be  made  only  at  the  beginning  of  the  calendar  month, 
and  when  made  shall  remain  in  force  for  not  less  than  one 
full  month. 
Fan  and  Piano  Motors.  To  customers  using  the  flat  rate  for  in- 
candescent lights,  the  company  may  charge  $2.00  per 
month  or  $5.00  for  the  season  for  a  12"  fan  motor,  and 
$3.00  per  month  or  $7.50  for  the  season  for  an  18"  fan 
motor.  Under  the  same  conditions,  the  company  may 
charge  $2.00  per  month  for  piano  motors. 
Miscellaneous  Power  Rate. 

For  each  meat  chopper  using  3  h.  p.  or  less,  $3.00  per  month, 
coffee  grinder     **      1    "  "         $2.50 

peanut  roaster    '*     1    **  *'         $2.00 

shoemaker  *'     2    "  "         $5.00 

For  each  feed  barn  and  livery  stable  using  motors  for  cutting 

hay  only,  $5.00  per  month. 
For  each  bakery  using  2  h.  p.  or  less,  $5.00  per  month. 
For  each  church  organ  using  2  h.  p.  or  less,  $3.00  per  month. 
Electric  flat  irons,  cooking  utensils  and  other  miscellaneous 
electrical  equipment  not  used  by  means  of  motors,  and  not 
herein  otherwise  specified,  3  cts.  per  kw.  hr.  for  all  current 
consumed  on  premises  otherwise  lighted. 
Comhination  Power  Rate  for  timall  Motcrs, 

Where  individual  motors  of  less  than  5  h.  p.  are  installed  by 
customers  using  electric  light  exclusively,  the  current  for 
such  motors  may  be  measured  through  the  lighting  watt  me- 
ter, and  in  such  cases  consumers  shall  be  charged  the  lighting 
rate  at  3  cts.  per  kw.  hour,  in  lieu  of  the  regular  power  rate 
of  75  cts.  per  h.  p.  and  2  cts.  per  kw.  hr.  for  the  current. 
Surplus  Powku. 

An/  consumer  contracilng  to  use  a  minimum  of  750  h.  p.  and 
guarantee'  a  minimum  charge  of  $400  per  month  will  be 
supplied  3  phase,  60  cycle,  2,300  volt  a.  c.  during  the 
hours  of  6:30  a.  m.  and  6:30  p.  m.  daily  at  the  rate  of 
$12.00  per  h.  p.  per  year,  and  between  the  hours  of  6:30 

*  p.  m.  and  6:30  a.  m.  daily  at  the. rate  of  $8.00  per  h.  p. 
per  year. 

Provided  further,  that  the'  company  is  under  obligation  to  fur- 
nish this  current  only  out  of  the  excess  current  generated 
after  the'  regular  lighting  and  power  customers  have  been 
supplied. 
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Introductory  Power  Rate. 

To  encourage  the  use  of  electric  current*  all  power  customera 
purchasing  their  electrical  equipment  from  us  or  from 
others  at  a  price  not  exceeding  that  for  which  we  will  fur- 
nish the  same  equipment  and  using  our  wholesale'  power 
rate,  will  be  entitled  to  a  credit  of  25%  of  the  total  cost  of 
such  electrical  Installation,  such  credit  to  be  made  in  a  re* 
fund  of  the  power  bill  of  such  customer  in  monthly  install- 
ments equaling  the  monthly  power  bill  of  the  customer 
until  such  refund  shall  amount  to  the'  full  25%  of  the 
original  cost  of  the  electrical  installation;  provided  that 
such  customer  shall  use  electric  power  purchased  from 
this  company  exclusively  for  the  operation  of  its  machinery 
for  a  period  of  three  years,  and  if  at  any  time  within  the 
three  year  period  such  customer  shall  elect  to  cancel  its 
contract  for  power  with  the  company,  then  and  in  that 
case  whatever  portion  of  the  25%  of  the  original  cost  of 
the  electrical  Installation,  which  has  been  refunded  to 
such  customer,  shall  immediately  become  payable  by  the 
customer  to  the  company  as  liquidated  damages  for  the 
cancelation  of  such  contract. 

Maximum  Rate,  The  maximum  rate,  except  where  authorized  by 
the  minimum  charge  hereinbefore  provided  for,  shall  in  no 
instance  exceed  9  cts.  per  kw.  hr. 

Street  Lighting. 

153 — 7%  ampere,  80  volt,  a.  c.  series  enclosed  arcs  burning  4,000 
hours  per  annum.  Rate  $56.40  per  lamp  per  year. 
10 — 60  watt,  7  h^  ampere,  a.  c.  series  Tungsten  lamps,  same  burn- 
ing schedule  as  the  arcs.  Rate  $15.60  per  lamp  per  year. 
4 — 50  watt,  110  volt,  a.  c.  multiple  carbon  incandescent  lamps, 
same  burning  schedule  as  the  arcs.  Rate  $6.00  per  lamp 
per  year. 

EAU  OALLE. 

(Population,  .) 

DrRAND  LIGHT  &  POWER  CO. 

Method  of  generation,  hydraulic. 

Daily  operating  period,  23   hrs.   daily  except  Sunday  dusk  to  day- 
light. 

Commercial  Lighting. 

Minimum  charge  per  month,  75  cts.  either  flat  or  meter,  in  places 
using  light  more  than  once  a  month — 50  cts.  per  month 
all  others. 
Min-ER  Rates: 

8  cts.  for  first  10  kw.  hrs.  for  lighting  or  small  motors 
7  ••       next  10 
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Flat  Rates: 

Commercial. — 1  light  75  cts.  per  month — 5  lights  or  less  50 
cts.  each.     All  additional  lights  35  cts.  each. 

Hotels  and  Saloons. — 5  lights  or  less  60  cts.  each.  All  addi- 
tional lights  40  cts.  each.     Dead  lights  10  cts.  each. 

Rrsidence.— 1  light  50  cts.;  2,  75  cts.;  3.  $1.00;  4,  $1.20.  Each 
additional  light  20  cts.  Dead  lights  5  cts.  each  per  mo. 
Residences  using  up  to  15  lights  will  be  charged  $2.00  per 
month,  and  10  cts.  for  each  additional  light,  a  reaeonable 
number  of  said  lamps  being  dead  lamps. 
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Blacksmith  Shops. — 1  light  40  cts.,  each  additional  light  25  cts. 
per  month.     It  la  expressly  understood  that  one  light  con- 
stitutes a  16  candle  power  lamp,  carbon  filament. 
A  32  candle  power  Tungsten  lamp  may  be  substituted  for  a  16 
c.  p.  carbon  lamp. 

(For  practice  of  this  company  in  regard  to  lamp  renewals 
and  inspection  of  lamps,  see  Durand.) 

Commercial  Power: 

Power  rates  for  1  horse  power  or  over: 

5  cts.  for  first  50  kw.  hrs. 

4        "         next  50 

3       **        balance  used. 

EDGERTON. 

(Population,  2,513.) 

EDGERTON  ELECTRIC  LIGHT  CO. 

Mettiod  of  generation,  current  purchased. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

MfTEB  Rates: 

Minimum  charge,  $1.00  per  month. 

Current,  10  cts.  per  kw.  hr.  with  discounts  for  quantity  used 
per  month  as  follows: 

$10  to   $20 10% 

$20    '•    $30 15% 

$30    "    $40 20% 

$40     "     $50 25% 

$50  and  over 30% 

Fi-AT  Rates:  ;  "♦ 

A  few  single  lights,  basis,  50  cts.  per  month. 
Lamps  rated  at  111-113-115  volts  are  handled  by  the  utility.  The 
iSrst  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  Carbon  lamps  are  renewed  free  when  returned  black- 
ened, but  unbroken.  16  c.  p.  lamps  are  sold  at  20  cts.  Tung- 
sten lamps  are  sold  at  list  price.  The  smallest  size  Tungsten 
lamp  handled  is  25  watt.  Information  regarding  these  mat- 
ters is  printed  upon  consumers'  bills,  in  the  newspapers  and 
otherwise  by  the  utility,  who  also  distribute  pamphlets  from 
house  to  house.  Lamp  Inspections  made  incidentally  by  me- 
ter reader. 

Commercial  Power. 

Minimum  charge'.  $1.00  per  month  per  h.  p. 
Current,  5  cts.  per  kw.  hr.,  with  discounts  for  quantity  used 
per  month  as  follows: 

$5  to     $10.. 5% 

$10   "      $20 10% 

$20  "     $30 15% 

$30   "     $40 20% 

$40   "      $50 25% 

$50   "      $75 30% 

$75    "   $100 35% 

$100   "   $150 40% 

$150   "   $200 4r>% 

$200  and  over 50% 

fjif^hting. 

3 — 6.6  ampere,  a.  c.  series  enclosed  arcs  burning  4,327  hours  per 
annum  on  an  all  night  every  night  schedule.  Rate  ?84.0O 
p«r  lamp  per  year, 


it 
<« 
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62 — 40  c.  p.,  6.6  ampere,  a.  c.  series  Tungsten  lamps,  same  burning 
schedule  as  the  arcs.     Rate  $40.00  per  lamp  per  year. 
5 — 60  c.  p.,  6.6  ampere,  a.  c.  series  Tungsten  lamps,  same  burning 
period  as  the  arcs.     Rate  $30.00  per  lamp  per  year. 

ELAND  JUNCTION. 

(Population,  368.) 

WITTENBERG  ELECTRIC  CO. 

Method  of  generation,  hydraulic. 
Daily  operating  period,  dusk  to  dawn. 

Commercial  Lighting. 

Meteb  Rates: 

Minimum  monthly  bill,  $1.00. 
Current,  12  cts.  pet  kw.  hr. 

Following  discounts  apply  if  bills  are  paid  within  10  days  from 
date  of  bill: 

16,000  watt-hours  to     50,000.  .  .  .10%  discount. 

50,000  "  "   100,000 15% 

100,000  ••  "   250,000 20% 

250,000  "  "500,000 25% 

Ft.at  Rates: 

$1.00  per  month,  not  exceeding  four  lamps. 

(For  practice  of  the  company  in  regard  to  lamp  renewals 
and  inspection  of  Incandescent  lamps  see  Witten- 
berg. ) 

Street  Lighting. 

6 — 7  ampere,  110  volt,  a.  c.  multiple  enclosed  arcs  burning  on  an 
alt  night  every  night  schedule.  Rate  $60.00  per  lamp  per 
year. 

ELDERON. 

(Population,    .) 

ELDEKON  LKiHT  &  POWER  CO. 

Method  of  generation,  current  purchased. 
Daily  operating  period,  dusk  to  daylight. 

i'ommercial  Lighting. 

Meter  Rate: 

15  cts.  por  kw.  hr. 
Flat  Rate: 

Residences,  40  cts.  per  month  per  16  c.  p.  incandescent. 

Business  places,  60  cts.  per  month  per  16  c.  p.  Incandescent. 

Commerrial  Power. 

10  cts.  per  kw.  hr. 

ELKHART  LAKE. 

(Population,  499.) 

MILW.AUKKE  &  FOX  RIVER  VALLEY  RY.  CO. 

Method  of  generation,  gas. 

Daily  operating  period,  sunset  to  12:30  and  to  3  a.  ra.  from   Tune  15 
to  Sept.  15, 
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Commercial  liljchijng. 

Meter  Rates: 

Minimum  charge,  $1.00  per  month. 

1  to    10  kw,  hrs. 1Z%  cts.  per  kw.  hr. 

10  "     25        "        12 

25   "     50        "        11%     "      •' 

50   "   100        **        10%     "       "        " 

100  "         and  above . .10         "      " 

5%  discount  if  paid  within  10  days. 
Plat  Rates: 

Summer  lighting,  $10.00  per  season  for  7  lights  or  less;  and 
50  cts.  per  season  for  every  additional  light. 
Lamps  rated  at  108-110-112  volts  are  handled  by  the  utility.  The 
first  installation  of  carbon  lamps  is  charged,  the  returned 
lamps  credited  and  payment  made  for  shortage.  No  lamps 
are  renewed  free  of  charge.  16  c.  p.  lamps  are  sold  at  20  cts. 
Tungsten  and  tantalum  lamps  are  sold  at  list  price.  The 
smallest  size  Tungsten  lamp  handled  is  25  watt.  Information 
regarding  these  matters  is  given  only  verbally.  No  regular 
inspection  of  the  incandescent  lamps  in  service  is  made. 

Commerrial  Power. 

10  cts.  per  kw;  hr.  for  the  first  100  kw.  hrs.,  and  6   cts.  for 

every  additional  kw.  hr. 
Minimum  charge.  $1.00  per  month. 

Street  JAfihting, 

27 — 100  watt,   220  volt,  d.  c.   multiple  Tungsten  lamps  burning 
from  dusk  to  midnight  every  night.     Rate  $36  per  lamp  per 
year. 
1—250  watt,  220  volt,  d.  c.  Tungsten  lamp,  same  burning  sched- 
ule and  rate  as  above. 

ELKHORN. 

(Population,   1,707.) 

MUNICIPAL  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  daylight,  and  one  day  per  week  all 
day. 

Commercial  Lifcliting. 

Meter  Rates: 

Minimum  charge,  75  cts.  per  month. 
Current,  10  cts.  per  kw.  hr. 

No  charge  for  connecting  line"  to  building. 

L*amp8  rated  at  110  volts  are  handled  by  the  utility.  The  first  in- 
stallation of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are  sold 
at  20  cts.  Tungsten  laiujis  are  sold  at  cost.  The  smallest 
size  Tungsten  lamp  handled  is  25  watt.  Information  regard- 
ing these  matters  is  given  verbally  and  occasionally  through 
newspapers.  No  regular  inspection  of  the  incandescent 
lamps  in  service  is  made. 

Street  Lighting. 

3  8 — 4   ampere.   60  volf,  a.   c.   series   enclosed   arcs  burning  on  a 

moonlight  schedule  from  dusk  to  midnight.     Rate  $60.00 

per  lamp  ner  year. 
26 — 32  c.  p.,  110  volt,  a.  c.  multiplp  carbon  incandescent  lanms 

burning  on  an  all  night  moonlight  schedule.     Rate  $36.00 

per  lamp  per  year. 
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ELK  MOUND. 

(Population,  302.) 
CmPPKWA  VALLEY  RAILWAY,  LIGHT  Ac  POWER  CO. 

Method  of  generation,  hydraulic  plant  at  Eau  Claire  and  Menomonie. 
Daily  operating  period,  continual. 

Commercial  Lighting* 

Meter  Rates: 

Minimum  lighting  bill  $1.00  per  month. 

12 1^  cts.  per  kw.  hr.  for  the  first  50  hours  use  of  the  active  con- 
nected load,  8  cts.  per  kw.  hr.  for  the  next  50  hours  use 
and  4  \^  cts.  per  kw.  hr.  for  the  balance. 

ACTIVE  LOAD. 

Class  A. 

Where  the  total  connected  load  is  equal  to  or  less  than  500  watts 
nominal  rated  capacity,  60Vr  of  such  total  connected  load 
shall  be  termed  active.  Where  the  installation  exceeds 
500  watts  nominal  rated  capacity,  33  1-3%  of  such  part  of 
the  total  connected  load  over  and  above  500  watts  shall 
also  be  termed  active. 
Class  B, 

In  this  class  807r  of  the  total  connected  load  shall  be  termed 
active,  except  sign  and  window  lighting,  33*^%  of  which 
are  active. 
Class  C. 

In  this  class  55%  of  the  total  connected  load  shall  be  termed 
active. 

CL.\8SIFI('ATI0N    OK    SKBVICK. 

Class  A.     Dwelling  rooms,  flat,  rooming  house,  private  residence. 

Class  B.  Bank,  barber  shop,  billiard  hall,  card  rooms,  depot, 
dressmaking  parlors,  express  company,  garage,  halls,  laun- 
dry, offices,  post  office,  store  or  restaurant,  saloon,  theater, 
telephone  company,  telegraph  company,  sign,  show  case  or 
similar  advertising  purpose,  windows. 

Class  C.  Asylum,  armory,  blacksmith,  church,  convent,  club  rooms 
factory,  hotel,  hospital,  heating  plant,  lodge  hall,  livery 
stable,  public  building,  rooming  house,  school,  warehouse. 
(For  practice  of  this  company  in  regard  to  lamp  re- 
newals and  inspection  of  lamps  see  Eau  Claire.) 

Commercial  Power. 

Meter  Rates. 

75  cts.  per  h.  p.  per  month  and  2  cts.  per  kw.  hr.  used  for  in- 
stallations of  20  h.  p.  or  over. 
6  cts.  per  kilowatt  hour  for  the  first  30  hours  use  of  maximum 

demand  and  3  cts    per  kilowatt  hour  for  all  in  excess,  for 

installations  less  than  20  h.  p. 
The  term  maximum  demand  is  herein  used  to  mean  the  rated 

capacity  of  motors  or  motor  in  horse  power  multiplied  by 

746  watts. 
Minimum.  Power  Bill. 

The  minimum  power  bill  will  be  75  cts.  per  h.  p.  per  month  as 

above   determined   where   more   than   1   h.   p.    is   Installed. 

On  installations  of  1  h.  p.  or  less  the  minimum  bill  will  be 

$1.00  per  month. 
Whenever  motors  and  lights  shall  be  connected  up  on  the  s'lmp 

meter,  a  minimum  charge  will  be  made  as  above  for  botb 

motors  and  lights. 
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street  Lighting. 

9 — 60  c.  p.,  3  ^  ampere,  a.  c.  series  Tungsten  lamps  burning 
4,000  hours  per  annum  on  an  all  night  every  night  sched- 
ule.    Rate  $24.00  per  lamp  per  year. 

ELLSWORTH. 

(Population,    1,005.) 
ELLSWORTH  HEAT,  LIGHT  &  POWER  CO. 

Method  of  generation,  hydraulic  and  steam  when  necessary. 
Daily  operating  period,  winter  5:30  a.  m.  to  12  p.  m.,  summer  7:00 
a.  m.  to  1  a.  m. 

Commercial  Lighting. 

Meter  Rates: 
Residences:      15  cts.  per  kw.  hr. 
Business:      10  cts.  per  kw.  hr. 
Meter  rent,  25  cts.  per  month. 
Flat  Rates: 
Offices:      50  cts.  per  16  c.  p.  lamp. 
Business  houses:      60  cts.  per  16 ^c.  p.  burned  until  9  o'clock. 

65  cts.  until  11  o'clock,  and  $1.00  for  all  night. 
Churches  and  lodge  rooms  are  under  the'  15  ct.  rate. 
No  charge  for  connecting  building  to  line. 

Lamps  rated  at  110  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  charged,  the  returned  lamps 
credited  and  payment  made  for  shortage.  Carbon  lamps  are 
renewed  free  when  returned  blackened,  but  unbroken.  16 
c.  p.  lamps  are  sold  at  25  cts.  Tungsten  lamps  of  the  40  watt 
size  are  sold  at  70  cts.;  60  watt  at  $1.00.  The  smallest  size 
Tungsten  lamp  handled  is  25  watt.  Information  regarding 
these  matters  is  printed  on  consumers'  bills,  in  the  news- 
papers and  otherwise,  and  manufacturers'  pamphlets  are  dis- 
tributed through  the  mails. 

Commercial  Power. 

$40.00  per  h.  p.  pe"r  year  for  all  motors  under  15  h.  p. 
$35.00  per  h.  p.  per  year  for  all  motors  over  15  h.  p. 

Street  Lighting. 

26 — 6.6  ampere,  75  volt,  a.  c.  series  enclosed  arcs  burning  from 
40  mln.  after  sunset  until  12  p.  m.  on  a  moonlight  schedule. 
Rate  $^0.00  per  lamp  per  year. 

ELROY. 

(Population.   1,729.) 

MUNICIPAL  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  daylight. 

Commercial  Lighting. 
Metkb  Rates: 

Minimum  monthly  bill,  50  cts. 

Current,  10  cts.  peT  kw.  hr. 
Plat  Rates: 

Special  5  year  contract  with  the  Chicago  &  North  Western  Rail- 
way Co.  for  six  16  c.  p.  incandescent  lamps  at  $12.50  for 
each  three  months  of  period  and  5  multiple. 

110  volt  enclosed  arcs  burning  from  midnight  to  daylight  at 
S50.00  each  per  year. 


If  bill  is  not  paid  by  the  25th  of  the  month,  an  additional  charge 
of  Z  cts.  per  kw  hr.  is  made. 

Company  charges  lor  connecting  building  to  line. 

Lamps  rated  at  102-106  volts  are  hanaled  by  the  utility.  The 
nrst  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  Carbon  lamps  are  renewed  free  when  returned 
blackened,  but  unbroken.  16  c.  p.  lamps  are  sold  at  20  ctfi. 
Tungsten  and  tantalum  lamps  are  sold  at  about  cost.  The 
smallest  size  Tungsten  lamp  handled  is  25  watt.  Pamphlets 
printed  by  manufacturers  are  distributed  at  collection  office. 
Newspaper  advertising  is  sometimes  used  for  explaining 
these  matters.  Lamp  inspection  made  incidentally  by  me- 
ter readers  and  upon  request. 

Street  Lighting. 

26 — 6.6  ampere,  a.  c.  series  enclosed  arcs  10  of  which  burn  on  an 
all  night  moonlight  schedule  and  16  on  a  midnight  moon- 
light schedule. 
60 — 16  c.  p.,  106  volt,  a.  c.  multiple  carbon  incandescent  lamps 
burning  from  dusk  to  dawn  every  night. 
5 — <gOO  volt,  6.6   ampere,  a.  c.  series  Tungsten  lamps  burning 
2,438  hours  per  annum  on  a  moonlight  schedule. 
No  charge  is  made  for  the  above  street  lighting. 

EVANSVILLE. 

(Population,  2,061.)  ^ 

MUNICIPAL  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  Oct.  1  to  April  1,  5:30  a.  m.  to  midnight; 
April  1  to  Oct.  1,  6:45  a.  m.  to  midnight, 

*  Commercial  Lighting. 

Meter  Rates: 

A  minimum  charge  of  75  cts.  per  month  will  be  made'  on  resi- 
dence electric  lights  (one  or  more  lights),  and  the  follow- 
ing sliding  scale  in  adopted: 

7,000  watts  per  month,  15  cts  per  1,000  watts,  |1.05  per  month, 
$3.15  per  quarter. 

10,000  watts  per  month,  14  cts.  per  1,000  watte,  $1.40  per 
month,  $4.20  per  quarter. 

15,000  watts  per  month,  13  cts.  per  1,000  watts,  $1.96  per 
month,  $5.85  per  quarter. 

20,000  watts  per  month,  12  cts.  per  1,000  watts,  $2.40  per 
montn,  $7.20  per  quarter. 

25,000  watts  per  month,  11  cts.  per  1,000  watts,  $2.75  per 
month,  $8.25  per  quarter. 

30,000  watts  pet  month,  10  cts.  per  1,000  watts,  $3.00  per 
month,  $9.00  per  quarter. 

All  residence  meter  rents  of  25  cts.  per  month  shall  be  dlscon- 
tlnuod  after  any  one  consumer  shall  have  paid  four  years 
meter  rent  dating  from  July  1,  1002.  If  paid  in  advance 
a  discount  of  lO'/o  will  be  allowed.  In  event  a  customer 
discontinuing  the  use  of  electric  lights,  either  of  his  own 
accord  or  by  violations  of  the  rules  and  regulations,  the 
meter  shall  be  taken  out;  and  in  event  of  said  customer 
returning  to  the  service,  he  shall  be  termed  as  a  new  cus- 
tomer and  charged  meter  rent  as  before. 

Store  lighting  or  other  large  customers  will  be  entitled  to  the 
following  rates: 

Up  to  70,000  watts  per  month,  10  cts.  per  1,000  watts,  $7.00 
per  month,  $21.00  per  quarter. 
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Up  to  200,000  watts  per  month,  9  cts.  pet  1,000  watts,  $18.00 
per  month,  |54.00  per  quarter. 

Up  to  400,000  wattff  per  month,  8  cts.  per  1,000  watts*  J32.00 
per  month,  |96.00  per  quarter. 

To  customers  using  lights  daily,  meter  rents  will  be  discontinued 
under  same  conditions  as  govern  residence  lighting. 

Stores  or  other  large  customers  using  elecrtric  lights  partially* 
or  for  their  protection  only,  shall  be  subject  to  a  meter 
rent  of  25  cts.  per  month  plus  10  cts.  per  kw.  hr.  con- 
sumed. 

No  charge  made  for  connecting  building  to  line. 

JSpecial  Rateu: 

John  Brand,  warehouse 12  cts.  per  kw.  hr, 

Barnard  &  Wilder     "  12    "     "     "     " 

Ed.  E.  Smith  "      12  " 

Geo.  Rummeil  "      12  " 

Baker  Mfg.  Co 8  " 

D.  E.  Wood  Btr.  Co 8  " 

Y.  M.  C.  A 15  cts  per  M  gallons  water. 

FukT  Rates: 

A.  Richardson,  1  light,  60  cts.  per  month. 

R.  M.  Antere,  1  light,  60  cts.  per  month. 

Commercial  Club,  hitch  yard,  two  32  c.  p.  lamps  free.  , 

Grange,  hitch  yard,  two  32  c.  p.  lamps  free. 
Lamps  rated  at  108-110-112  volts  are  handled  by  the  utility. 
The  first  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  Carbon  lamps  are  renewed  free  when  returned 
blackened,  but  unbroken.  16  c.  p.  lamps  are  sold  at  25  cts. 
Tungsten  and  tantalum  lamps  are  not  handled.  The  follow- 
ing statement  is  printed  upon  consumers'  billB:  '*Bring  your 
dim  and  burned  out  lamps  to  power  house  and  they  will  be 
exchanged  for  new  lamps!"  No  further  information  regard- 
Ihg  these  matters  is  given  except  verbally.  The  utility  in- 
sists that  lamps  be  sold  at  list  price.  Lamp  inspections  are 
made  only  incidentally. 

Street  Lighting. 

17 — 6.6  ampere,  72  volt,  a.  c.  series  enclosed  arcs  burning  from 
1,200  to  1,400  hours  per  annum  on  a  moonlight  schedule. 
Rate  $80.00  per  lamp  per  year. 

15 — 60  watt,  110  volt,  a.  c.  multiple  carbon  incandescent  lamps, 
same  burning  schedule  as  the  arcs.  Rate  $10.00  per  lamp 
per  year. 

37 — 80  watt,  6.6  ampere,  a.  c.  series  Tungsten  lamps,  same  burn- 
ing schedule  as  the  arcs.     No  rate  established. 

FAIBCHILD. 

(Population,  678.) 

N.  O.  FOSTER  LUMBER  CO. 

Method  of  generation,  gas  power. 
Daily  operating  period,  sunset  to  sunrise. 

Commercial  Lighting. 

Meteb  Rates: 

Where  150  to  200  lights  are  furnished  in  the  "Big  Store,"  12 
ctSi  per  kw.  hr. 
Plat  Rates: 

Residences:     20  c.  p.  lamps,  35  cts.  per  month  etich. 
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Lamps  are  not  handled  by  the  utility.  Information  regarding 
these  matters  is  given  only  verbally.  No  effort  is  made  by 
the  utility  to  regulate  the  sale  of  lamps  by  dealers.  No  regu- 
lar inspection  of  the  incandescent  lamps  in  service  Is  made. 

Street  Lighting. 

65 — 40  watt,  3.5  ampere,  a.  c.  series  Tungsten  lamps  burning  on 
an  all  night  moonlight  schedule.  Rate  $8^40  per  lamp  per 
year^ 

FENNIMORE. 

(Population,   1,159.) 

MUNICIPAIi  PliANT, 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  midnight. 

Commercial  Lighting. 

Meter  Rate: 

current,  10  cts.  per  kw  hr. 

No  charge  for  connecting  building  to  liner. 

Lamps  rated  at  110  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  Information  regard- 
ing these  matters  is  given  only  verbally.  No  regular  in- 
spection of  the  incandescent  lamps  in  service  is  made. 

Street  Lighting. 

22 — 6    ampere,    110   volt,  a.   c.   multiple   enclosed  arcs   burnins 
about   1,000  hours   per  annum   on   a   moonlight  schedule 
from  7  to  11  p.  m.     Rate  $50.00  per  lamp  per  year. 
2 — 120  watt,  2  ampere,  110  volt,  a.  c.  multiple  carbon  incan- 
'  descent  lamps,  same  burning  schedule  as  the  arcs.     Rate 
$12.00  per  lamp  per  year. 
2 — 100  watt,  110  volt,  a.  c.  multiple  Tungsten  lamps  same  burn- 
ing schedule  as  the  arcs.     Rate  $12.00  per  lamp  per  year. 

FLORENCE. 

(Population,  .) 

MUNICIPAL  PLAKT. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  dawn. 

Commercial  Lighting. 

Flat  Rates: 

33  cts.  per  16  c.  p.  used  only  in  the  evening. 
50  *•       •'    16     "         "     all  night. 
No  lamps  are  handled  by  the  utility.     Information  regarding  these 
matters  is  given  only  verbally.     No  effort  is  made  to  regu- 
late the  supply  of  lamps  sold  by  dealers. 

Street  Lighting. 

42 — 32  c.  p.,  110  volt  multiple  carbon  incandescent  lamps  burn- 
ing on  an  all  night  every  night  schedule.  Rate  $12.00 
per  lamp  per  year. 

FOND  DU  LAG. 

(Population,  18,797.) 

EASTERN  WISCONSIN  RAILWAY  &  LIGHT  CO. 

Method  of  generation,  steam. 
Pally  operating  period,  continual. 
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erclal  liighting. 

Rates  : 

Ihfinimum  monthly  charge,  $1.00. 
Current,  12  cts.  per  kw.  hr. 

Bills  from     $1.25  to     $9.00,  quantity  discount  10% 


(< 


i< 


«t 


•< 


(I 


tt 


<i 


9.01      *•      12.00  "  '*  lb% 

12.01      •*      24.00  "  "  20% 

S4.01      "      36.00  "  *•  25% 

36.01      "      60.00  "  "  30% 

eO.Ol      "   100.00  "  "  35% 

100.01      "   140.00  "  •*  40% 

140.01      "   180.00  "  "  45% 

over    180.00  ,  "  "  50% 

From  these  rates  a   discount  of  ten   per  cent  will   be 
allowed  if  bill  is  paid  in  ten  days  from  its  date. 
Nemst  Lamp  ^^Readinesa-to-serve**  Rate: 
$2.00  per  glower  per  year. 
$12.00  per  meter  per  year. 
6  cts.  per  kw.  hr.  consumed. 
Discount  10%. 
Rr^AT  Rates: 
Jectric  Sign  Service: 


Watts. 
capacity. 

8hrs. 

7hr9. 

dhrs. 

5hr8 

4hrs. 

Shrs. 

120 

12.02 
2.18 
2.3t 
2.53 
2.09 
2.86 

3.as 

3.20 
3.12 
.<l.28 
3.43 
3  59 
3.74 

130 

22.0% 
2.20 
2.36 
2.51 
2.67 
2.82 
2.98 
2.94 
3.09 
3.23 
3  38 
3.53 

140 

12.02 
2.16 
2.30 
2.44 
2.5S 
2.  2 
2.70 
2  8( 
2.97 
3.11 
3H 

1 

150 

. 

160 

13  04 
2.16 
2. '9 
2.41 
2.40 
2.52 
264 
2.76 
2.88 

170 

180 

190 

12.06 
2.04 
2.14 

2.24        < 
2.35 
2.45 

200 

210 

220 

230 

240 

250 

S.90 

3.6S 

3.38 

3.00 

2.55 

12  03 

200 

4.06 

3.83 

3  51 

3.12 

2.65 

2.11 

270 

4.21 

3.97 

3.65 

3.24 

2.75 

2  19 

280 

4.26 

4.01 

3.78 

3  32 

2.85 

2.?7 

290 

4.40 

4.14 

3.92 

3.40 

2.«i 

2.35 

.100 

4.50 

4  25 

3.92 

3.49 

2.97 

?.% 

310 

4  65 

4.40 

4.05 

3.00 

3.07 

2.44 

330 

4.80 

4.55 

4.18 

3.71 

3.17 

2.52 

330 

4.95 

4,70 

431 

3.83 

3.»7 

2.00 

340 

5  10 

4.85 

4.44 

3.93 

3..37 

2  68 

350 

5.25 

5.00 

4.57 

4.04 

3.47 

2.76 

360 

5.40 

5.15 

4.70 

4.15 

3.57 

2.84 

370 

5.55 

5.30 

4.83 

4.26 

3.67 

2.92 

380 

5.70 

5.45 

4.96 

4..^ 

3.77 

3.00 

390 

5.85 

5.70 

5.09 

4.48 

3.87 

S.06 

400 

5.46 
5.60 
5.73 
5.87 
6.00 
6.14 
6.27 
6.41 
0.5S 
6.00 
6.72 
6.85 
6.99 

5.04 
5.17 
5.29 
.'i.42 
5.54 
5.67 
5.80 
5.92 
6.05 
0.17 
6.33 
6.46 
6.58 

4.50 
4.61 

4  71 
4.84 
4.05 
5.06 
5.18 

5  29 
5.40 
5.51 
5.55 
5.66 
6.7' 

3  84 
3.94 
4.03 
4.13 
4.22 
4.3! 
4.43 
4.51 
4.61 
4.70 
4.74 
4.84 
4.93 

3.00 

410 

3.14 

420 

3.22 

430 

3.. 30 

440 

3.37 

450 

1 

3.46 

460 

1 

3.52 

470 

3.59 

480 

8.60 

490 

3.74 

500 

3.78 

510 

8.86 

520 

« 

8.93 

530 

7.12 
7.20 
7.30 
7.53 
7.66 
7.80 
7.90 
7.94 

6.71 
6.83 
6.96 
7.08 
7.20 
7.33 
7.45 
7.22 

5.88 
5.99 
6.10 
6.21 
6.33 
644 
6.56 

>    6.»r 

5.03 
5.12 
5.22 
5.31 
5.41 
5.50 
5.60 
5.69 

4.01 

640 

4.00 

550 

4.10 

500 

4.2S 

570 

4.31 

500 

4.30 

600 

4.46 

eoo 

4:40 

6 
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Electric  Sign  Service   (continued). 


Watts, 
capacity 


610 

620 

630 

640 

050 

660 

670 

680 

690 

700 

710 

720 

730 

740 

750 

760 

770 

780 

790 

800 

810 

820 

830 

840 

850 

860 

870 

•80 

890 

900 

910 

920 

930 

940 

960 

960 

970 

960 

990 

1000 

1010 

1020 

1030 

1040 

JOSO 

1060 

1070 

1080 

1090 

1100 

1110 

1120 

1130 

1140 

UbO 

1160 

1170 

1180 

1190 

1200 

1220 

1240 

12tM) 

1280 

1300 

1320 

1340 

1360 

1380 

1400 

1420 

1440 

1460 

1480 

1500 

1520 

1540 


8hrs. 


7hr8. 


8.07 
8.20 
8.33 
8.47 
8.73 
8.60 
8.86 
8.iW 
9.13 
9.11 
9.24 
9.S7 
9.50 
9.63 
9,76 
9.89 
10.02 
10.15 
10.28 


6hrs. 

5hrs. 

7.34 

6.68 

7.56 

6.79 

7.69 

6.90 

7.81 

7.01 

8.05 

7.23 

7.93 

7.12 

8.17 

7.34 

.    8.29 

7.46 

8.41 

7.56 

8.44 

7.m 

8.56 

7.67 

8.68 

7.78 

8.80 

7.84 

8.92 

7.99 

9.04 

8.10 

9.16 

8.21 

9.28 

8.32 

9.40 

8.42 

9.52 

8.53 

9.40 

8.52 

9.52 

8.63     ■ 

9.64 

8.72 

9.76 

8.83 

9.88 

8.94 

10.00 

9.04 

$10.12 

$9.15 

10.24 

9.26 

10.36 

9  36 

10.48 

9.47 

10.53 

9.51 

10  65 

9.56 

10.76 

9.66 

10.88 

9  77 

11.00 

9.87 

11.12 

9.98 

11.23 

10.08 

11.35 

10.19 

11.47 

10.29 

11.59 

10.40 

11.70 

10.50 

11.82 

10.61 

11.93 

10.71 

12.05 

10.82 

12.17 

10.92 

12.29 

11.03 

1«.40 

11.13 

12.52 

11.24 

12.64 

11.34 

12.75 

11.45 

It. 87 

11.55 

12.99 

11.66 

13.10 

11.76 

13.22 

11.87 

13.34 

11.97 

13.46 

12.08 

13.57 

12.18 

13.69 

12.29 

13.81 

12.39 

13.92 

12.50 

13.83 

12.42 

14.05 

12  63 

14.28 

12.83 

14.52 

13.(H      . 

14.75 

13.25 

14.98 

13.46 

15.21 

13.66 

15.44 

13.87 

15.67 

14.08 

15.90 

14.28 

15.88 

14.28 

16.10 

14.48 

16.33 

14.69 

16.56 

14.89 

16.73 

15.10 

17.01 

.  15.30 

17.24 

15.50 

17.47 

16.71 

4hrs. 

3fa». 

5.71 

4.56 

5.80 

4.63 

5.90 

4.71 

5.99 

478 

6  18 

4»S 

6.08 

4.86 

6.27 

5.01 

6.37 

5.08 

6  46 

6.15 

6.47 

5.17 

6.56 

6.24 

6.65 

5.31 

6.75 

6.39 

6.84 

5.4tf 

6.»!l 

5.54 

7.02 

5.61 

7.11 

&.ti8 

7.21 

6.76 

7,30 

5.83 

7.80 

6.f3 

7.39 

6.91 

7.48 

5.08 

7.57 

6.05 

7.66 

6.12 

7.75 

6.20 

$7.84 

$6.27 

7.93 

6.34 

8  03 

6.42 

8.12 

6.49 

8.16 

6  52 

8.19 

6.65 

8.28 

6.62 

8.37 

6.70 

8.46 

6.77 

8.55 

6  84 

8.64 

6.91 

s.r6 

6.9$ 

8.82 

7.06 

8.91 

7.13 

9.00 

7.20 

9.09 

7.27 

9.18 

7.34 

9.27 

7.42 

9.36 

7.49 

9.45 

7.6« 

9.64 

7.63 

9.63 

7.70 

9.72 

7,78 

9.81 

7.85 

9.90 

7.91 

9.99 

7.99 

10.08 

8.06 

10.17 

8.14 

10.26 

8.21 

10.35 

8.28 

10.44 

836 

10.53 

8.42 

10.62 

8.50 

10.71 

8  57 

10.66 

8.53 

10.83 

8.67 

11.01 

8.82 

11.19 

1.96 

11.37 

9.10 

11.54 

9.24 

11.72 

9.39 

11.90 

9.53 

12.08 

9.67 

12.28 

9.81 

12.26 

9.83 

12.47 

9.07 

12.64 

10.11 

12.82 

10.26 

13.U0 

10.30 

13.17 

10.63 

13.34 

10.07 

1S.S3 

10.81 
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Electric  Sign  Service  (concluded). 


Watts, 
capacity 

8hrs. 

7hrs. 

6hrs. 

5hrs. 

4hrs. 

3hrs. 

1560 

17.69 
17.92 

1.1.91 
16.12 
16.08 
16.27 
16.46 
16.65 
16.83 
17.03 
17.22 
17.41 
17.70 
17.55 
17.75 
17.94 
1H.14 
18.30 
18.24 
18.43 
18.62 
18.81 
19.00 
18.90 
319.08 
19.26 
19.44 
19.62 
19.53 
19.71 
19.89 
20.07 
20.25 
21.13 
20.31 
20.49 
20.85 
20.70 
20.88 
21.06 
21.24 

21.42 

1 

13.69 
13.87 
13  82 
13.90 
14.07 
14.24 
14.48 
14.65 
U.M2 
14.90 
15.16 
15.12 

.  15.28 
15.44* 
1.'>.60 
15.74 
15.73 
15.89 
16.05 
16.21 
16.37 
16.32 

$16.48 
16.64 
16.80 
16.96 
16.88 
17.04 
17.20 
17.36 
17.52 
17  42 
17.57 
17.72 
18L02 
17.94 
18.09 
18.24 
18.39 
18.54 

10  95 

1580 

11  09 

16  K) 

11  (i9 

1620 
1640 

•        ■*••«••■• 

11.22 
11  'M 

1660 

11  49 

1700 

11  6.^ 

1720 

11  77 

1740 

11  M) 

1760 

12.03 
12.17 
12.15  ' 
12  28 

1780 

1800 

1820 

1840 

••■••••••••• 

12  41 

1860 

12  64 

1810 

12.67 
12  115 

1900 

1920 

12  78 

1940 

12.01 
1H.04 
IS.  17 
13  14 

1960 

IMO 

2000 

20S0 

tl3  2H 

2040 

lA  38 

2060 

13  50 

2080 

IH  ui 

2100 

13  6i) 

2120 

13.72 
13.84 
13  06 

2140 

2160 

2180 

14  08 

2200 
2220 
2240 
2260 

14  OH 

1 

14.18 
14  30 

i 

1 

14  54 

2300 

14  40 

2320 

14  61 

2340 

14  73 

2360 

14  85 

2380 

14.97 

Lamps  rated  at  104  volts  are  handled  by  the  utility.  The  first 
installation  of  lamps  is  furnished  by  contractors.  Carbon 
lamps  are  renewed  free  when  returned  blackened,  but  un- 
broken. 16  c.  p.  lamps  are  sold  at  25  cts.,  or  $2.40  per 
dozen.  Tungsten  and  tantalum  are  not  handled  by  the 
utility.  Information  regarding  these  matters  Is  given  only 
verbally.     No  lamp  inspection  is  made  except  Incidentally. 

Commercial  Power. 

First         50  kw.  hrs $0.08  per  kw.  hr. 

Second      50  **        07     " 

Third         50  "        06     " 

Fourth      50  "        05      " 

Fifth  50  *•         04      "  "  ' 

All  over  250  "        03     " 

Discount  10%  if  paid  within  10  days  of  date  of  bill. 

Street  Lighting. 

165 — 6.6  ampere,  70  volt,  d.  c.  multiple  series  enclosed  arcs  burn- 
ing about  3,000  hours  per  year  on  a  moonlight  plus  all 
dark  hours  schedule.  Rate  $74.00  per  lamp  per  year. 
58 — 100  watt,  104  volt,  a.  c.  multiple  Tungsten  lamps  burning 
about  3,500  hours  per  annum  on  a  dusk  to  daylight  sched- 
ule and 
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232 — 60  watt,  104  volt,  a.  c.  multiple  Tungsten  lamps  burning  about 
3  hours  each  night. 

Rate  $28.10  per  year  for  1 — 100  and  4 — 60  watt  lamps. 
These  are  the  ornamental  lighting  standards  of 
1 — 100  lamps  that  burn  all  night  and  4 — 60  watt 
lamps  that  burn  about  3  hours  each  night. 

FONTANA. 

(Population,  .) 

WALWORTH  LIGHTING  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  7  a.  m.  to  midnight. 

Commercial  Lighting. 

Mrteb  4ates; 

Residences 14  cts.  per  kw.  hr. 

Business  places 12    **       **  ** 

Park 6    "       "         "  ^ 

iService  to  Summer  Residents  about  Lake  Geneva: 

Residonces 16  cts.  per  kw.  hr. 

Hotel 12 

Power    (110    volts) 6   "        **        **     " 

(For  practice  of  this  company  in  regard  to  lamp  renew- 
als and  inspection  of  lamps  see  Walwoith.) 

Commercial  Power. 

First        100  kw.  hrs.  per  month,  6  cts.  per  kw.  hr. 

Nexc        400    "        •*  ••  5 

All  additional  "  "  4    *• 

FORT  ATKINSON. 

.    (Population,  3.877.) 

MUNICIPAL  PLANT. 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 

Commercial   Lighting. 

Meter  Rates: 

Minimum  bill  50  cts.  per  month. 

12  cts.  per  kw.  hr.  for  the  first  10  kw.  hrs.  per  month. 

10  cts.  per  kw.  hr.  for  the  second  10  kw.  hrs.  per  month. 

8  cts.  per  kw.  hr.  for  the  third  10  kw.  hrs.  per  month. 

6  cts  per  kw.  hr.  for  all  over  30  kw.  hrs.   per  month. 

Straight  rate  of  4  cts.  per  kw.  hr.  to  consumers  using  8,000 

kw.  hrs.  yearly. 
Meter  rent  to  non-owners,  25  ets. 
No  charge  for  connecting  building  to  line. 

Lamps  rated  at  90-110  volts  are  handled  by  the  utility.  -  The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
Carbon  lamps  are  renewed  free  when  returned  blackened^ 
but  unbroken.  16  c.  p.  lamps  are  sold  at  20  cts.  Tungsten 
and  tantalum  lamps  are  sold  at  list  price.  The  smallest  size 
Tungsten  lamp  handled  is  40  watt.  Information  regarding 
these  matters  is  printed  on  consumers'  bills.  Manufacturers* 
pamphlets  are  distributed  both  from  house  to  house  and  at 
collection  ofilce  occasionally.  No  regular  inspection  of  the 
incandescent  lamps  in  Bervice  is  made. 
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Commercial  Power. 

Samef  as  lighting  rate. 

All   power   consumers   using   more   than    5    h.    p.    motors   aro 
required   to   purchase   transformers. 

Street  Lighting. 

253 — 30  watt,  110  volt,  a.  c.  multiple  carbon  incandescent  lamps 
burning  2,000  hours,  per  annum  on  a  moonlight  dusk  to 
midnight  schedule. 
209 — 30  watt.  110  volt,  a.  c.  multiple  Tungsten  lamps,  same  burning 
schedule  as  above. 
5 — 100  watt,  110  volt,  a.  c.  multiple  Tungsten  lamps,  same  burn- 
ing schedule  as  above. 
125 — 60  watt.  110  volt,  a.  c.  multiple  Tungsten  lamps,  same  burn- 
ing schedule  as  above. 
6 — 250  watt,  110  volt,  a.  c.  multiple  Tungsten  lamps,  same  burn- 
ing schedule  as  above. 

The  plant  receives  a  lump  sum  of  $4,000  for  the  above 
lighting. 

FOUNTAIN  CITY. 

(Population,   1,031.) 
FOUNTAIN  CITY  LIGHT  &  POWER  CO. 

Method  of  generation,  current  purchased. 
Daily  operating  period,  continual. 

Commercial   Lighting. 

Meter  Rates: 

Minimum  monthly  bill  11.00  per  month. 

50  kw.  hrs.  or    less  per  month,  10  cts.  per  kw.  hr. 
50     "       "      ••   over    **  "         8     "       "       "       " 

Lamps  rated  at  112  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
Carbon  lamps  are  renewed  free  when  returned  bHckened. 
but  unbroken.  16  c.  p.  lamps  are  sold  at  20  cts.  Tungsten 
and  tantalum  lamps  are  sold  at  cost.  The  smallest  size 
Tungsten  lamp  handled  is  40  watt.  Information  ree^arding 
these  matters  is  given  only  verbally.  No  regular  inspection 
of  the  incandescent  lamps  in  service  is  made. 

• 

Commercial  Po%ver. 

75  h.  p.  or  over  2  cts.  per  kw.  hr.,  $1.00  per  h.  p.  min. 
30   to   75   h.    p.    3      "      ••       *•        "         .50      "    "    "     " 
10   to  30    ••     "      5      ••     *'     "        "  .50      "    "    '"     " 

All  motors  less  than  10  h.  p.  same  rate  as  for  lighting. 

Street  Lighting. 

4 — 6  ampere.  110  volt,  a.  c.  series  enclosed  arcs  burning  2.261 
hours  per  annum  on  a  moonlight  schedule.     Rate  $90.00 
per  lamp  per  year. 
26 — 32  c.  p.,  d.  c.  carbon  incandr^nent  lamns.  same  burning  sched- 
ule as  above.     Rate  $21.60  per  lamp  per  year. 

FREDERIC. 

(Population,  511.) 
FREDERIC  ELE(  TRK^  LIGHT  &  POWii^R  PLANT. 

Method  of  generation,  steam  and  hydraulic. 

Daily  operating  period,  dusk  to  12  and  5  a.  m,  to  daylight. 
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Commercial   Lighting. 

Meteb  Rates: 

Minimum  monthly  bill,  $1.00. 

10  cts.  per  kw.  hr.  when  cnietomer  owns  meter. 

14 •       "         "     company      " 

Plat  Rates: 
Residences: 

Bed  rooms    25  ots.  per  month  per  16  c.  p.  lamp. 
Other     "        35     "     "         "         "     16  "    **         •* 
Business  Houses:  60  cts.  per  month  per  16  c.  p.  lamp. 
This  utility  does  not  handle  lamps  nor  regulate  the  sale  by  deal- 
ers.    Information  regarding  these  matters  is  given  only  ver- 
bally.    No  regular  Inspection  of  the  Incandescent  lamps  in 
service  is  made. 

Street  liighting. 

6 — 100  watt,  110   volt,  a.  c.   multiple  Tungsten  lamps  burning 
2,555  hours  per  annum  from  dusk  to  12  p.  m.  and  5  a.  m. 
to  daylight.     Rate  |25.00  per  lamp  per  year. 
22 — 40  watt,  110  volt.  a.  c.  multiple  Tungsten  lamps,  same  burn- 
.    ing  schedule  as  above.     Rate  $12.00  per  lamp  per  year. 

PULTON. 

(Population, .) 

JANKSYILLE  ELKCTRIC  CO. 

Method  of  generation,  hydraulic. 
Daily  operating  period,  continual. 

Commercial  Lighting  «iicl  Power. 

(Rate  schedule  same  as  that  at  Janesville.) 

Street  Lighting. 

No  street  lighting  done. 

OALESVILLE. 

(Population,  973.) 

DAVIS  MILL  CO. 

Method  of  generation,  hydraulic. 

Daily  operating  period,  dusk  to  11  p.  m.  and  5:30  a.  m.  to  daylight. 

Commercial   Lighting. 

Mktkr  Rates: 

Minimum  charge  $1.00  per  month. 
Current,  8  cts.  per  kw.  hr. 
Flat  Hates: 

One  16  c.  p.  lamp  per  month,  50  cts.,  company  to  furnish  all 

renewals  and  wire  when  lamp  is  installed. 
Three"  16   c.   p.   lamps  per  month   $1.00,  customer  to  pay  for 

renewals  and  wiring. 
All  over  three  16  c.  p.  lamps  on  meteT  rate. 
This  utility  does  not  handle  lamps.  No  information  regarding 
these  matters  is  given  consumers  except  verbally  and  occa- 
sionally through  the  newspapers.  No  effort  is  made  to  regu- 
late the  sale  of  lamps  by  the  local  dealers,  and  no  inspection 
of  lamps  is  made. 

Street  Lighting. 

65 — 60  watt,  220  volt,  a.  c.  multiple  carbon  incandescent  lamps 
burning  2,f>00  hours  per  annum  on  an  every  night  dusk 
to  midnight  schedule.     Rate  $7.20  per  lamp  per  year. 

12 — 75  watt.  4  ampere,  a.  c.  series  Tungsten  lamps,  same  burning 
schedule  as  above.     Rate  $7.20  per  lamp  per  year. 
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GAYS  MILLS. 

•  (Population,  557.) 

GAYS  MILliS  ELECTTRIC  PLANT. 

Method  of  generation,  hydraulic.  • 

Dally  operating  period,  dusk  to  11  p.  m. 

Commercial   Lighting. 

Meter  Rates: 

Minimum  charge  75  cts.  per  month. 

Current  10  cts.  per  kw.  hr. 

Meter  rental   $1.00   per  year. 
Plat  Rates: 

1  light,  16    c.  p.,  per  month |0.50 

2  lights  "     "    "      "  "      90 
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Each  additional  light  over  ten  per  month.  .      .30 

Dead  lights  (in  rooms  not  regularly  occupied),  churches, 

halls,  etc.,  when  not  used  more  than  half  time,  per 

month,  15  cts. 
Lights  for  single  night  for  16  c.  p.  per  hour,  1  ct. 
Lights  of  other  than  16  c.  p.  in  proportion. 
No  charge'  for  connecting  building  to  line. 

Lamps  rated  at  106-110  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are 
sold  at  25c.  Tungsten  Ir.mps  are  sold  at  about  10%  above 
cost.  The  smallest  size  Tungsten  lamp  handled  is  25  watt. 
Information  regarding  these  matters  is  given  only  verbally. 
Lamp  inspection  made  at  the  time  of  collections. 

Str<H^t  Li|i:htiiii;. 

6 — 6  ampere,  110  volt,  a.  c.  multiple  enclosed  arcs  burning  1,620 
hours  per  annum  on  an  every  night  dark  to  11  p.  m.  sched- 
ule except  when  moon  is  up  and  clear.  Rate  $60.00  per 
lamp  per  year. 

GENOA  JUNCTION. 

(Population,  709.) 
EQUITABLE  ELECTRIC  LIGHT  CO. 

Method  of  generation,  steam  and  hydraulic  plant  at  Lake  Geneva. 
Daily  operating  period,  continual. 

Comroercial   Ligliting. 

Meter  Rates: 

Minimum  charge  per  mont^  HO  cf>i. 

Current,  10  cts.  per  kw.  b- 

Meter  rent  25  cts.  j^er  men:  i. 
Plat  Rates: 

50  cts.  per  month  per  16  c.  p.  lamp. 
No  free  lamp  renewals. 
No  charge  for  connecting  building  to  line. 
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Lamps  rated  at  240  volts  are  handled  by  the  utility.  The  first  in- 
stallation of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  Tungsten  and  tanta- 
lum lamps  are  sold  above  cost.  The  smallest  size  Tungsten 
lamp  handled  is  4a  watt.  Information  regarding  these  mat- 
ters is  given  only  verbally.  No  regular  inspection  of  incan- 
descent lamps  in  service  is  made. 

OILLETT 

(Population,  610.) 

GREAT  NORTHERN  PAIIj  CO. 

Method  of  generation,  steam. 

Daily  operating  period,  sunset  to  sunrise  and  dark  days. 

Commercial  Lighting. 

Meter  Rates: 

1  to    25  kw.  hrs.  per  month  12%  cts.  per  kw.  hr. 

26    "     50    '*     *'       **         "       11         *'     "       "     " 

51    "   100    •'     "        "         "       10         "     "        "     " 

101    "  200    "     "       *•         "         9         "     "        "     " 

201     "   300    "      "        "         "         8         ".    "        "     " 

Meter  rent  25  cts.  per  month. 

Discount  10  per  cent  if  paid  at  Green  Bay  office  on  or  before 

the  10th  of  the  month. 

Tungsten  lamps  only,  rated  at  110  volts  are  handled  by  the  utility. 

The  first  installation  of  lamps  is  not  furnished  free  of  charge. 

No  lamps  are  renewed  free  of  charge.     No  carbon  lamps  are 

in  use.      (New  plant — no  further  details  reported.) 

Street  Lighting. 

11 — 500  watt,  110  volt,  a.  c.  multiple  Tunsfsten  lamps  burning 
1,800  hours  per  pnnum  on  a  moonlight  schedule  from  dusk 
to  12  p.  m.  and  5  a.  m.  to  daylight.  Rate  $60.00  per 
lamp  per  year. 

GLENWOOD. 

(Population.  954.) 

GLENWOOD  &  DOWNING  LIGHT  &  POWER  CO. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  12  p.  m.  and  5  a.  m.  to  daylight. 

Commercial   Lighting. 

Mkter  Rates: 

Minimum  monthly  charge,  $1.00. 
Current,  12  cts.  per  kw.  hr. 
B*LAT  Rates: 

Resiaences:    16  c.  p.   lamps  40  cts.  per  month. 

8  **    "        '*         25    **        " 
Business  places:    32  c.  p.  lamps,   $1.00   per  month. 

16   c.   p.      "  .50      •* 

8   c.  p.      "  .35      " 

4   c.  p.      '*  .20      " 

48   c.   p.   Gems       1.25      " 

60  wattTun'st'n  1.00     " 

40      "  ••  .75      •• 

No  charge  for  connecting  building  to  line. 

Lamps  rated  at  106  volts  are  handled  by  the  utility.  The  first  In- 
stallation of  carbon  lamps  is  not  furnished  free  of  charge.  No 
lamps  are  renewed  free  of  charge  except  when  lamps  are  de- 
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fective.  16  c.  p.  lamps  are  sold  at  25  cts.  or  $^2.50  per  dozen. 
Tungsten  lamps  are  sold  at  about  list  prices.  The  smallest 
size  Tungsten  lamp  handled  is  25  watt.  Information  re- 
garding these  matters  is  given  only  verbally.  No  regular 
inspection  of  incandescent  lamps  in  service  is  tnade. 

Street   lighting. 

6 — 6.6  ampere,  75  volt,  a.  c.  multiple  enclosed  arcs  burning  2,300 

hours  per  annum  every  night  from  dusk  to  12  p.  m.     Rate 

$60.00  per  lamp  per  year. 
16 — 32  c.  p..  106  volt,  a.  c.  multiple  carbon  incandescent  lamps 

burning  2,920  hours  per  annum  every  night  from  dusk  to 

12  p.  m.  and  from  5:30  a.  m.  until  daylight.     Rate  $12.00 

per  lamp  per  year. 
8 — 48  c.  p.,  106  volt,  a.  c.  multiple  gem  lamps,  same  burning 

schedule  as  the  carbon  lamps.     Rate  $15.00  per  lamp  per 

year. 

GRAFTON. 

(Population,  818.) 
GRAFTON  LIGHT,  HEAT  &  POWER  CO. 

Method  of  generation,  hydraulic. 
Daily  operating  period,  23  hrs.  dally. 

Commercial   lilghting. 
Metkr  Rater:     • 

The  minimum  charge'  for  light  in  any  one  month  will  be  $1.00, 

which  includes  meter  reading. 
A  rate  of  12  cts.  per  kw.  hr.  will  be  charged  for  all  lighting, 

plus  15  cts.  per  month  for  meter  reading. 
On  all  bills  paid  before  the  15th  day  of  the  same  month  bills 

are  issued,  a  discount  of  16%%  will  be  allowed. 
In  all  easels  where  bills  are  not  paid  by  the  first  day  of  the 
next  succeeding  month,  the  company  reserves  the  privilege 
of  disconnecting  the  meter  and  discontinuing  service. 
In  all  cases  of  reconnection  of  meter  a  charge  of  $2.00  will 

be  made. 
Where  a  meter  is  in  a  vacant  house  a   minimum  charge  of 
$1.00   per  month   will   be'  made,  unless  the  company  be 
notified  to  remove  the  meter.     A  charge  of  $2.00  will  be 
'  made  for  reconnection. 
When  connecting  houses  to  the  lighting  system  the  company  will 
furnish  feeder  wires  to  a  point  50  feet  from  the  nearest  curb, 
when  necessary. 
Lamp  rates  at  108-110-112-230  volts  are  handled  by  the  utility. 
The  first  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.     No  lamps  are   renewed   free  of  charge.     16  c.    p. 
lamps  are  sold  at  20  cts.     Tungsten  and  tantalum  lamps  are 
sold  above  cost.     The  smallest  size  Tungsten  lamp  handled 
is   25   watt.     Information   regarding  these  matters   is  given 
only  verbally.     No  regular  Inspection  of  incandescent  lamps 
in  service  is  made. 

('ommercial  Power. 

First      100  kw.  hrs.   10  ds.  per  kw.  hr. 
Second  100     "        *'        8      " 
Third     100      "        "        6      "       " 
Fourth  100     "        "        4     "      "      "       *' 
All  over  400  kw.  hrs.  3  cts.  per  kw.  hr. 

A  discount  of   10'^  will   be  allowed   on   all   power  bills  paid 

before  the  15th  day  of  the  same  month  bills  are  issued. 
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The  minimum  charge  for  power  in  any  one  month  will  be  $1.00 
per  h.  p. 

Street  Lij^htini?. 

No  street  lighting  done. 

GRAND  RAPIDS. 

(Population,  6.521.) 
ELECrrRlC  &  WATKR  CO. 

Method  of  generation,  current  purchased. 
Daily  operating  period,  continual. 

Commercial   Lighting. 

Meter    Rates  : 

Minimum  monthly  bill  $1.00. 
Current,  10  cts.  for  first  20  lew.  hrs. 

8  cts.  for  all  above. 
Dohcrty  rate:  3  cts.  per  kw.  hr.,  15  cts.  per  socket,  and  45  cts. 
meter  rental. 
Plat  Rates: 

Residences:      First       5  lamps,  40  cts.  eaeh  per  month. 

Second  5  *'  35  '* 
Third  5  "30  " 
Fourth  5  *•  25  " 
Above  20  "  20  " 
Stores  and  other  places:      Running  all  night,  70  cts.  per  month. 

"  until  12  p.  m.,  60    " 

«.        ,i        9.3Q        ..        5Q      .. 

Where  closing  Tuesday,  Wednesday  and  Thursday,  45  cts.  per 
month. 
•  Office  rates,  35  cts.  per  month  when  lights  are  used  during  the 
whole  year. 
Flat  rates  for  society  halls,  25  cts.  per  month. 
Lamps  rated   at  115-230   volts  are  handled   by  the  utility.      The 
first  installation   of  carbon   lamps  is  not   furnished   free   of 
charge.     No   lamps  are   renewed   free   of   charge.      16   o.    p. 
lamps  are  sold  at  20  cts.     Tungsten  end  tantalum  lamps  are 
sold  at  207r  above  cost.     The  smallest  size  Tungsten  lamp 
handled  is  25  watt.     Information  regarding  these  matters  is 
given  only  verbally.     No  regular  inspection  of  incandescent 
lamps  in  service  is  made. 

Commercial   Power. 

5  cts.  for  first  200  kw.  hrs.  and  3  cts.  for  all  above. 
Minimum  charge  $1.00  per  month. 

Street  liif^hting. 

60 — 7.5  ampere,  110  volt,  a.  c.  series  enclosed  arcs  burning  3,000 
hours  per  annum.     Rate  $6  0.00  per  lamp  per  year. 

31 — 75  watt,  7  V^  ampere,  a.  c.  series  Tunp'stpu  lamps,  same  burn- 
ing schedule  as  the  arcs.     Rate  $20.00  per  lamp  per  year, 

GRANTSBURG. 

(Population,  721.) 
MlMCIlMIi  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  11:30  p.  m.  and  5  a.  m.  to  daylight. 
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Commercial  Lighting. 

Meter  Rates: 

Per  1000  watts 10  cts. 

Per  1000  watts,  motor  circuits 10 

Minimum  charge'  per  month 75 

Plat  Rates: 

Business  Places:  Per  month. 

Hardware  and  gen*l  mdse.  stores 50  cts. 

Confectionery  stores 50 

Drug  stores    50 

Stationery  stores 50 

Saloons 50    " 

Restaurants    50    " 

Bowling  alleys 50    " 

Telephone  offices 50    *' 

Hotel  offices 50    " 

Livery  barns 50 

Barber  shops   50 

Meat  markets    . . .  .* 50 

Flour  and  feed  stores 35 

Lodge  rooms    25 

Churches    15 

Theaters  and  opera  houses 25 

Flour   mills    50 

Court  house 20 

Sheriff's  residence  and  jail 35 

Porch  lights 50 

Banks  and  depots 35 

Private  offices 35 

Private  barns.     8  o.  p 20 

16  c.  p 35    " 

Potato  warehouse,   8  c.  p 20    " 

16  c.  p 35    " 

Residences : 

(a)  Kitchens,  dining  /  g  c  p  20  " 
rooms,  sitting  rooms,  >  16  c  p  !  .  ! . .  .35  " 
parlor  and  halls                ) 

(b)  Bed  rooms,  cellars,  {       8  c.  p 20 

closets  and  bath  rooms   f     16  c.  p 35 

When  16  c.  p.  rates  are  50  cts.,  35  cts.  and  25  cts.,  8  c.  p.  and 
10  c.  p.  rates  will  be  30  cts.,  20  cts.  and   15  cts.  respec- 
tively.    The  24  and  32  c.  p.  will  be  75%  more  than  the 
16  c.  p.  lights. 
Lamps  rated  at  205-210-215-220  volts  are  handled  by  the  utility. 
The  first  Installation  of  carbon  lamps  is  not  furnished  free 
of  charge.     No  lamps  are  renewed  freo  of  charge.      16  c.  p. 
lamps  are  sold  at  25  cts..     Information  regarding  these  mat- 
ters is  given  only  verbally.     No  regular  inspection  of  incan- 
descent lamps  in  service  is  made. 

Commercial  Power. 

10  cts.  per  kw.  hr. 

Minimum  charge  75  ots.  per  month. 

Street  Lighting. 

4 — 112  volt,  d.  c.  series  enclosed  arcs  burning  on  a  dusk  to  mid- 
night moonlight  schedule. 
38 — 32  c.  p.,  220  volt,  d.  c.  multiple  carbon  incandescent  lamps, 
same  burning  schedule  as  above. 

A  lump  sum  of  $65.00  per  month  is  charged  for  the 
above  lighting. 
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GREEN  BAY. 

(Population,  25,236.) 
GREEN  BAY  GAS  &  ELECTRIC  CO. 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 

Commercial   Lighting. 

SCHEDULE  **A." 
Meter  Rates: 

Where  meter  is  installed,  a  minimum  monthly  charge  of  $1.11, 

subject  to  10%  discount. 
For  24  kw.  hrs.  or  less,  12  cts.  per  kw.  hr. 
From  25  kw.  hrs.  to  40  kw.  hrs.,  12  cts.  per  kw.  hr.  less  5% 

discount. 
For  the  nelct     160  kw.  hrs.,  7  cts.  per  kw.  hr. 

100  **  6    ** 

400  "  5    •' 

300  "  4 

300  "  3    " 

All  over  1300  "  2% 

A  discount  of  10%  allowed' from  the  above  rate  if  bill  is  paid 
on  or  before  the  10th  of  the  month  following  that  in  which 
current  is  used. 
Arc  lamps  and  Nernst  lamps  furnished  and  maintained  free  of 
charge  to  consumer  with  the  following  minimum  charges: 
Nernst  lamps.  10  cts.  per  glower  per  month. 
Enclosed  arc  lamps,  $1.50  per  month  each. 
Small  electric  motors,  %  h.  p.  and  under,  $2.00  per  month  each. 
Medical  and  dental  outfits,  $2.00  per  month  each. 
Plat  Rates: 

Are  lights  (high  tension)  each,  per  month,  not  including  Sun- 
day  service: 
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No.  of  lamps. 

Dark  to 
10  p.  m. 

Dark  to 
midnight. 

All  niffht. 

1 

$5  00 
4  75 
450 
3  25 
3  00 

to  00 
5  75 
550 
5  25 
500 

18  00 

2 

7  75 

3 

7  50 

4 

7  25 

5  or  more 

7  00 

Sunday  service  addition  to  above  schedule  at  the  rate  of  $1.00 
per  month  for  each  lamp  so  used. 

10%  cash  discount  allowed  from  all  the  above  rates  if  bill  is 
paid  within  ten  days  of  date  of  bill. 

In  all  the  foregoing  rates  the  consumer  shall  furnish  and  renew 
all  lamps,  e'xcept  arc  lamps  and  Nernst  lamps,  and  all 
switches  and  wiring  on  the  premises. 

Show  windoivs,  signs,  etc.,  where  current  is  turned  on  at  dusk 
and  off  at  11:00  o'clock  p.  m.: 
A  monthly  charge  will  be  made  equivalent  to  the  watts  con- 
sumed by  the  installation  in  4  ^  hours'  operation,  multi- 
plied by  the  number  of  days  operated,  at  the  rate  of  6.G 
cts,  per  kw.  hr. 
Subject  to  10%  dTiscount  when  bill  is  paid  on  or  before  the 
10th  of  the  month  following  that  in  which  service  is  ren- 
dered. 
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SCHEDULE    "B." 

Optional  ^^Headiness-to-serve**  Lighting  Rate. 
11.00  per  month  service  charge  plus  15  cts.  per  month  for  each 
active  connected  incandescent  unit  of  50  watts  capacity,  or 
the  equivalent  thereof,  and  4  cts.  per  kw.  hr.  for  all  current 
consumed  by  the  connected  units,  whether  active  or  inactive. 
Classification  of  active'  and  inactive  lights  to  be  used  as  basis  for 
"readiness-to-serve*'  charge. 
Residences  lighted  exclusively  by  electricity. 
Active    lights:      Main    hall,    main    stairway,    parlors,    library, 
dining  room,  sitting  room,  living  room,  kitchen,  den,  musio 
room,  conservatory,  butler's  pantry,  and  one  light  on  sec- 
ond floor. 
All  othel*  lights  inactive. 

Active  lights  not  to  exceed  75%  of  total  installation. 
Residences  and  flats  occupied  by  more  than  one  family,  each 
floor  used  for  living  rooms  to  be  classified  per  above  list. 
All  other  residences,  all  lights  shall  be  deemed  active. 
Hotels,  Clubs  and  Boarding  Houses.    Classification  of  active  and 
non-active  lights  shall  be  same  as  for  residences,  e'xcept 
lights  connected  and  used  in:  Buffets,  bars,  bowling  alleys, 
billiard  rooms,  card  rooms,  lobbies,  main  halls,  corridor  on 
,  each    floors    wash    room    and   lavatories,    which    shall    be 

deemed  active  lights. 
Auditoriums,     Dancing     Halls,     Opera    Houses,     Lodge    Rooms, 
Churches  and  Factories  closing  at  6  p.  m.,  one-half  the  con- 
nected load  shall  be  deemed  active. 
Business  lighting  shall  include  retail  and  wholesale  mercantile 
establishments,  saloons,  restaurants,  depots  and  other  con- 
sumers  not   herein   specifically    provided    for.     All    lights 
shall  be  deemed  active. 
A  discount  of  10  per  cent  is  allowed  if  bill  is  paid  on  or  before 
the  10th  of  month  following  that  in  which  current  Is  used. 
Lamps  rated  at  110  volts  are  handled  by  the  utility.     The  first  in- 
stallation of  carbon  lamps  is  not  furnished  free  of  charge.    No 
lamps  are  renewed  free  of  charge.     16  c.  p.  lamps  are  sold  at 
16  cts.     Tungsten  and  tantalum  lamps  are  sold  at  cost.     The 
smallest  size  Tungsten  lamp  is  25  watt.     Pamphlets  printed 
by  manufacturers  are  distributed  at  collection  office  and  from 
house   to    house.     Newspaper    advertisements    are   also-  em- 
ployed for  informing  the  public  about  these  matters.     Lamp 
inspections  are   made   incidentally   by  solicitors   and   meter 
readers. 

Commercial  Power. 

The  consumer  agrees  to  pay  the  company  for  such  electricity, 
monthly,  within  ten  days  from  date  of  bills  at  the  rate  of 
10  cts.  per  1000  watt-hours,  for  electricity  consumed,  and 
as  measured  by  meter  to  be  furnished  and  installed  by  the 
company,  subject  to  the  following  discounts,  varying  ac- 
cording to  the  monthly  consumption: 
On  monthly  bills  from        25,000  to     50,000  watt-hours  5%  disc. 

50,000  "      100,000  "         10%    " 

100,000  "      200,000  "  15%     " 

200,000  "      300,000  *'         20%    " 

?      "  300,000"      500,000  "         25%    " 

■t      ••  500,000"      700,000  "  30%     " 

^1      "  700,000**1,000,000  "  35%     " 

"       -  "1     "  1,000,000  "  1,100,000  "  40%     " 

••     r  ^    "  1,100,000  "  1,200,000  "  45%     " 

••  r   -         -  ;"  1,200  000**1,500,000  "         50%    " 
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On  monthls  bills  from  1,500.000  to  1,800,000  watt-hrs.  55%  disc. 

1,800,000   **   2.000,000  "         60%     " 

2,000,000  and  over  "         65%    " 

For  each  motor  of  2  h.  p.  and  lesa  (nominal  rated  capacity)  a 
minimum  charge  of  $2.00  per  month  shall  be'  paid;  and  for 
each  motor  over  2  h.  p.  a  minimum  charge  of  $1.00  per 
month  shall  be  paid  for  each  h.  p.  or  fraction  thereof,  of 
the  nominal  rated  capacity  of  the  motor. 

Optio7ial  **Readin€S9-to-^erve'*  Power  Rate, 
Extended   only   to  customers   signing  cX)ntract  to   i;se  electric 
power  for  one  year  at  following  rates:      $1.10  per  month 
per  h.  p.  connected,  plus  3  cts.  per  kw.  hr.  for  all  current 
consumed.     Minimum    charge,    $2.00    per    consumer    per 
month. 
When   two  or   more   motors   are    used   by  one   consumer  and 
connected  to  one  meter,  the  readiness-to-serve'  charge  will 
be  based  on  the  h.  p.  demanded,  and  the  highest  15  minute 
peak  during  the  month  will  be  used  to  determine  demand 
chargef. 
10%  discount  on  above  rates  if  bill  is  paid  on  or  before  10th  of 
month  following  that  in  which  current  is  used. 

SCHEDULE  "C." 

Rates  for  Installation  of  from  ffO  to  200  h.  p.  Under  Contract  for  a 

Term  of , Not  Less  than  Two  Years. 
Less  than   50  hours  monthly  use  of  maximum  demand,  3  cts. 

per  kw.  hr. 
50  to  100  hours  monthly  use  of  maximum  demand,  2.5  cts.  per 

kw.  hr. 
100  to  200  hours  monthly  use'  of  maximum  demand,  2  cts.  per 

kw.  hr. 
200  to  300  hours  monthly  use  of  maximum  demand,  1.5  cts.  per 

kw.  hr. 
300  to  400  hours  monthly  use  of  maximum  demand,  1.3  cts.  per 

kw.  hr. 
400  to  500  hours  monthly  use  of  maximum  detnand,  1.2  cts.  per 

kw.  hr. 
500  and   above  hours  monthly  use  of  maximum  demand,   1.1 

cts.  per  kw.  hr. 

SCHEDULE  "D." 

» 

Rates  for  Installation  of  200  h,  p.  and  over  Under  Contract  for  a 

Term  of  not  Less  than  Two  Years. 
Less  than   50  hours  monthly  use  of  maximum  demand,  3  cts. 

per  kw.  hr. 
50  to  100  hours  monthly  use  of  maximum  demand,  2  cts.  per 

kw.  hr. 
100  to  200  hours  monthly  use  of  maximum  demand,  1.5  cts.  per 

kw.  hr. 
200  to  300  hours  monthly  use  of  maximum  demand,  1.3  cts.  per 

kw.  hr. 
300  to  400  hours  monthly  use  of  maximum  demand,  1.2  cts.  per 

kw.  hr. 
400  to  500  hours  monthly  use  of  maximum  demand,  1.1  cts.  per 

kw.  hr. 

500  pnd  pbove  hours  monthly  use  of  maximum  demand,  1  ct  per 
kw.  hr. 

The  following  rules  to  govern  when  current  for  power  is  used 

under  the  rate's  prescribed  in  the  above  two  tables:     Maxi- 

L  ,  mum  demand  to  be  the  maximum  load  thrown  on  the  power 
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company's  system  continuously  for  a  period  of  one-half 
hour.  This  maximum  demand  to  be  determined  from  time 
to  time  by  tests  with  curve-drawing  watt-meter  or  other 
suitable  instruments. 

A  minimum  charge  of  50  cts.  pet-  h.  p.  installed  shall  be  paid  by 
the  customer  for  each  month  that  the  actual  consumption 
of  current  at  above  schedule  of  rates  shall  produce  a  less 
total  amount. 

Battery  Charging  rate  oi/o  cts.  less  10%  if  paid  on  or  before  the 
10th  of  the  month  following;  customer  to  obtain  this  rate 
must  not  use  current  fcr  this  purpose  between  the  hours  of 
4  and  11  p.  m. 

Street  Lighting. 

223 — 6.6  ampere,  70  volt,  a.  c.  series  enclosed  arcs  burning  4200 
hours  per  annum  on  an  all  night  every  night  schedule. 
Rate  1 70  per  lamp  per  year. 

GREEN  BAY. 

(Population.  25,236.) 

THE  MINAHAN  BUILDING  CO. 

Method  of  generation,  steam.  '        * 

Daily  operating  period,  continual. 


cts.  per  kw.  hr. 

44  <l 

it  tt 

<f  tt 

44  «l 

41  (< 

<«  (( 

5%  discount  if  paid  by  the'  IQth  of  the  month. 

Optional  *'H  CO  din  ess-to-serve''  Lighting  Rate. 
$1.00  per  month  service  charge  plus  15  cts.  per  month  for  eaca 
active  connected  incandescent  un  t  of  50  watts  capacity,  or 
the  equivalent  thereof,  and  3.75  cts.  per  kw.  hr.  for  all  current 
consumed  by  the  connected  units,  whether  active  or  inactive. 
Classification  of  active  and  inactive  lights  to  be  used  as  basis  for 
*'readlness-to-serve"  charge: 
Residence^',  lighted  exclusively  by  electricity: 

Active  lights:    Main  hall,  main  stairway,  j)arlors,  library,  din- 
ing room,  sitting  room,  living  room,  kitchen,  den,  music 
room,  conservatory,  butler's  pantry  and  one  light  on  second 
floor. 
Residences  and  flats  occupied  by  more  than  one  family,  each 

floor  used  for  living  rooms  to  be  classified  per  above  list. 
All  other  residences,  all  lights  shall  be  deemed  active. 
Hotels,  Clubs  and  Boarding  Houses:  Classification  of  active  and 
non-active  lights  shall  be  same  as  for  residences,  except 
lights  connected  and  used  in:  buffets,  bars,  bowling  alleys, 
billiard  rooms,  card   rooms,  lobbies,  main   halls,  corridor 
on  each  floor,   wash   room  and  lavatories   which  shall  be 
deemed*  active  lights. 
Auditoriums,     Daneing     Halls,     Opera     Houses,     Lodge     Rooms, 
Churehes  and  Faetories  closing   at  six   p.   m.   one-half  the 
connected  load  shall  be  deemed  active. 
Business  Lighting  shall  include  retail  and  wholesale  mercantile 
establishments,    saloons,    restaurants,     depots    and     other 
consumers  not  herein  specifically  provided  for.     All  lights 
shall  be  deemed  active. 


Commercial  Lighting. 

Meter  Ratks: 

• 

First 

100 

kw.  hrs .... 

•  .  .  .     o 

Second    .  .  . 

100 

7 

Third    

100 

6 

Next 

300 

5 

Next 

300 

4 

Next 

300 

3 

All  over .  .  . 

1,200 

...    21^ 
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In  all  the  foregoing  rates  the  consumer  shall  furnish  and  reneir 
all  lamps,  except  arc  lamps  and  incandescent  lamps,  and 

all  switches  and  wiring  on  the  premises. 
Flat  Rates: 

Private   Street   Lighting    by  Poles   in    Walk,    For   the   erection 

connection  and  maintenance  of  iron  poles  each  supporting 

5   100-watt  Tungsten    lamps    enclosed    in    globes,    lighted 

every  night  from  dusk  to   midnight,   $6.00   per  pole  per 

i  month. 

5%  discount  on  bills  paid  before  10th  of  month. 
Window,  Sign  and  Display  Lighting.     Current  to  be  turned  on 
at  dusk  and  off  at  11  o'clock  p.  m.,  at  a  rate  per  month 
equivalent  to  the  watts  consumed  by  the'  installation  in  4^ 
hrs.  operation,  multiplied  by  the  number  of  days  operated, 
at  a  rate  of  6  cts.  per  kw.  hr.     Bills  subject  to  the  regular 
5%  discount  when  paid  on  or  before  the  10th  day  of  the 
following  month. 
Lamps  rated  at  100-105-110-115  volts  are  handled  by  the  util- 
ity.    The  first  installation  of  carbon  lamps  is  not  furnished 
free  of  charge.    Carbon  lamps  are  renewed  free  when  returned 
blackened  but  unbroken.     16  c.  p.  lamps  are  sold  at  20  cts. 
Tungsten  and  tantalum  lamps  are  sold  at  cost.     The  smallest 
size  Tungsten  lamp  handled  is  25  watt.     Information  regard- 
ing these  matters  is  given  only  verbally.     No  regular  inspec- 
tion  of  incandescent  lamps  in  service  is  made. 

Commercial  Power. 

Meieb  Rates: 

First         100  kw.  hrs 7     cts.  per  kw.  hr. 

Second       100        *'  6       •* 

Third         100        "  5 

Next  300        "  4 

Next  300        "  3%    " 

Next  300        "  2»^    " 

All  over  1200        **  2 

5%   discount  on  all   bills   paid   on  or   before  the   10th   of  the 

month. 

Charging  Storage  Batteries,  Electric  current  used  exclusively 
for  the  charging  of  storage  batteries  at  the  rate  of  5% 
cts.  per  kw.  hr.  Monthly  bills  subject  to  same  discount  as 
other  rates. 

Street  Lighting. 

100  watt,  110  volt,  d.  c.  multiple  Tungsten  lamps  burning  on  an 
every  night  dusk  to  midnight  schedule.  Rate  $13.68  per 
lamp  per  year. 

GREENWOOD. 

(Population,  665.) 

MUNICIPAL    PLANT. 

Method  of  generation,  hydraulic.  * 

Daily  operating  period,  sunset  to  sunrise. 

Commercial   Lighting. 

Meteu  RATi-is: 

Minimum  monthly  charge,  40  cts. 
10  cts.  vpr  kw.  hr. 
Flat  Rates: 

40  cts.  per  16  c.  p.  lamp. 
No  lamps  are  handled  by  this  utility.     No  effort  is  made  to  regu- 
late the  sale  of  lamps.     No  information  is  given  out  regard« 
ins  tbe^e  matters  and  no  inspectioQ  of  lamps  la  made. 
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Street  Lighting. 

7 — 6  ampere.  72  volt,  a.  c.  multiple  enclosed  arcs  burning  about 
3000  hours  per  annum  on  a  moonlight  schedule. 
25 — 32  c.  p.,  110  volt,  a.  c.  multiple  carbon  incandescent  lamps* 
same  burning  schedule  as  the  arcs. 
The  above  street  lighting  is  rated  at  $100  per  month. 

GBESHAM. 

(Population,  350.) 

GRESHAM  ELECTRIC  LIGHT  &  POWER  CO. 

Method  of  generation,  hydraulic. 

Daily  operating  period,  dusk  to  12  p.  m.  and  5  a.  m.  to  dawn. 

Commercial  Lighting. 

Meteb  Rates:  , 

Current  10  cts.  per  kw.  hr. 

Lamps  rated  at  110  volts  are  handled  by  the  utility.  The  first  in- 
stallation of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are  sold 
at  20  cts.  Tungsten  lamps  are  sold  at  about  cost.  The 
smallest  size  Tungsten  lamp  handled  is  40  watt.  Information 
regarding  these  matters  is  given  only  verbally.  No  regular 
inspection  of  incandescent  lamps  in  service  is  made. 

HABTFOBD. 

(Population,  2,982.) 

MUNICIPAL  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  continual,  except  on  Sunday. 

Commercial  Lighting. 

Meteb  Rates: 

Minimum  yearly  charge,  $6.00 
Current,  10  cts.  per  kw.  hr. 

Discount  on  bills  from  $5.00  to  $10.00,  10%;  bills  over  flO.OO. 
20%. 

Lamps  rated  at  110  volts  are  handled  by  the  utility.  The  first  in- 
stallation of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are 
sold  at  20  cts.  Tungsten  and  tantalum  lamps  are  sold  above 
cost.  The  smallest  size  Tungsten  lamp  handled  is  25  watt. 
Information  regarding  these  matters  is  given  only  verbally. 
No  regular  inspection  of  incandescent  lamps  in  service  is 
made. 

Commercial  Power. 

Meter  Rates: 

Minimum  yearly  charge.  $6.00. 

Current,  7  cts.  per  kw.  hr. 
Discount  on  bills  ftom  $5.00  to  $10.00,  10%;   bills  over  $10.00, 

20%. 

Street  Lighting. 

57 — 6.6  ampere,  a.  c.  series  enclosed  arcs  burning  about  1,650 
hours  per  annum  on  an  all  night  moonlight  schedule. 
Rate  $40  per  lamp  per  year. 
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HAYWARD. 

(Population,  .) 

HAYWARD  ELECTRIC  LIGHT  &  POWER  CO. 

Method  of  generation,  hydraulic  and  steam  auxiliary. 
Daily  operating  period,  dusk  to  dawn. 

Commercial   Lighting. 

Stores,  11  o'clock  service. 

1  or     2   16   c.  p.  lights $1.00  per  month. 

3  to  10       "  "      45  per  light  per  month. 

11  to  15        "  "      425 

16  to  30        "  "      40 

31  "  "  and  over     .35 

Hotels,  12  o'clock  service. 

1  to  10   16  c.  p.  lights $0.45  per  light  per  month. 

11  to  40        "  "      375 

40  "  "  and  over     .35 

Saloons,  11  o'clock  service. 

2  to     5   16^  c.  p.  lights $0.50  per  light  per  month. 

6  to  14       "  "      45 

15  "  "  and  over     .40 
Kesidences,  12  o'clock  service. 

1  or     2   16  c.  p.  Jights $1.00  per  month. 

3  to     5       "  "      45  per  light  per  month. 

6  to   15        "  "      40 

16  to  30        "  "      375 

30  '*  "  and  over     .35 

Arc  Lights. 

9  o'clock  service $3.00  per  month. 

11  "  "      5.00 

12  "  "      6.00 

All  night        "      7.50 

Schools, 

10  cts.  per  light  per  month  during  school  months. 
Depots, 

30  cts.  per  light  per  month. 
Lodge  halls. 

25  cts.  per  light  per  month. 
Warehouses,  Barns  and  Outhouses. 

25  cts.  per  light  per  month  if  owners  have"  lights  In  resi- 
dences. 
Churches  and  Lihraries. 

10  cts.  per  light  per  month. 

Picture  Shows,  Town  Halls,  Cluh  Rooms,  Bowling  Alleys,  OfflccB 

and  Workshops — Same  rate  as  stores. 
Jails. 

2  to  10  16  c.  p.  lights $0,375  per  light  per  month. 

11  to  20       "  "      35 

21  to  30        "  "      325        " 

30  "  "  and  over     .25 

Coiirt  Rooms  and  Opprn  House. 

$1.50  per  night  when  in  use  only. 
Post  Office. 

25  cts.  per  light  per  month. 
Banks. 

1  or  2 — 16  c.  p.  lights $1.00  per  month. 

3  to    10        "  "      40  per  light  per  month. 

11   to   20       "  "      30       " 

21    to   30        "  "      25        " 


<< 

it 
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Outside  Sign  Lights. 

1  or  2 — 16  c.  p.  lights $1.00  per  month. 

3    to    10        **  "      25  per  light  per  month. 

11  "  "     and  over  .20         "  " 

Lamps  rated  at  110-120  volts  are  handled  by  the  utility.  The 
first  installation  of  carbon  lamps  is  charged,  the  return  lamps 
credited  and  payment  made  for  shortage.  No  lamps  are  re- 
newed free  of  charge.  16  c.  p.  lamps  are  sold  at  20  cts. 
Tungsten  lamps  are  sold  at  about  cost.  The  smallest  size 
Tungsten  lamp  handled  is  40  watt*.  Manufacturers'  pamph- 
lets are  distributed  from  house  to  house,  as  is  other  n^atter 
printed  by  the  utility.     Regular  inspection  of  lamps  is  made. 

Street  LighHng. 

17 — 5.5  ampere,  110  volt,  a.  c.  multiple  enclosed  arcs  burning  on 

an  all  night  every  night  schedule.     Rate  1 90  per  lamp  per 

year. 
18 — 16  c.  p.,  110  volt,  a.  c.  multiple  carbon  Incandescent  lamps, 

same  burning  schedule  as  the  arcs.     Rate  1 9  per  lamp  per 

year. 

HAZEL  GREEN. 

(Population,  621.) 

MUNICIPAL  PLANT. 

Method  of  generation,  current  purchased. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Meteb  Rates: 

Minimum  monthly  bill,  $1.00. 
Current  10  cts.  per  kw.  hr. 

If  b'll  is  not  paid  within  20  days  of  meter  reading,  the  rate  shall 
be'  13%  cts.  per  kw.  hr. 
Plat  Rates: 

50  cts.  per  16  c.  p.  lamp  per  month,  25  cts.  per  8  c.  p.  per  month. 
No  lamps  are  handled  by  the  utility.     No  effort  is  made  to  regu- 
late the  sale  of  lamps  by  dealers.     No  information  is  given 
out   regarding  these   matters.     No   lamp   inspection   is   em- 
ployed. 

HORICON. 

(Population,   1,881.) 

HORICON  LIGHT  &  POWER  CO. 

Method  of  generation,  steam  plant  at  Beaver  Dam. 
Daily  operating  period,  continual. 

.^Commercial  Lighting. 

Meter  Rates: 

Minimum  bill.  $1.00  per  month. 

First  40  kw.  hrs.  per  month  20  cts.  with  25%  disc,  if  paid  be- 
fore 15th. 

Next  160  kw.  hrs.  per  moitth  20  cts.  with  50%  disc,  if  paid  be- 
fore 15th. 

Next  200  kw.  hrs.  per  month  20  cts.  with  60%  disc,  if  paid  be- 
fore 15  th. 

Next  200  kw.  hrs.  per  month  20  cts.  with  62.5%  disc,  if  paid 
before  15th. 

All  over  600  kw.  hrs.  per  month  20  cts.  with  65%  disc,  if  paid 
before  15th. 
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(For  practice  of  this  company  in  regard  to  lamp  renewals  and 
inspections  of  lamps  see  Beaver  Dam  Light  &  Power  Co- 
at Beaver  Dam.) 

Commercial   Power. 

Meter  Rates: 

For  motors  of  2  h.  p.  and  less  (nominal  rated  capacity)  a  mini- 
mum charge  of  $2.00  per  month  shall  be  paid,  and  for 
each  motor  of  over  2  h.  p.  a  minimum  charge  of  $1.00  per 
month  shall  be  paid  for  each  h.  p.  or  fraction  thereof  of 
the  nominal  rated  capacity  of  the  motor. 

00      to         12.5  kw  hrs.,  $1.00  per  mo.  (minimum  bill.) 
12.5   •'        200  "  8  cts.  per  kw.  hr. 

200       "        500  "  7 

500       "     1,250  "  6 

1,250       "    3.000  "  5 


4«  ** 

ft  «f 

««        O    AAA  *•  C  **  *< 


Street  liighting. 

No  street  lighting  done. 

HUDSON. 

(Population,  2.810.) 

BURKHARDT  MILLING  &  ELECTRIC  POWER  CO. 

Method  of  generation,  hydraulic. 
Daily  operating  period,  continual. 

Commercial  Lixhtliix. 

Meteb  Rates: 

Minimum  monthly  charge,   $0.75. 
10  cts.  per  kw.  hr.  for  residence  lighting. 
8  cts.  per  kw.  hr.  for  business  lighting. 
Discounts  if  bills  are  paid  before  the  25th  of  the  succeeding 
month: 
Monthly  bill         00  to  $4.00    no   dfiscount. 

"     $4.00    "      6.00        5  per  cent,  discount. 

6.00  "  10.00  10 
"  10.00  "  15.00  15 
"  15.00  "  20.00  20 
*•  20.00  "  25.00  25 
"  25.00  "  30.00  30 
"  30.00  and  over  30 
Flat  Rates: 

Commercial  arc  lamps: 

1200  c.  p.  arcs  $4.00  per  month,  dusk  to  midnight. 
1200  c.  p.  arcs  $3.00  per  month,  dusk  to  9:00  o'clock. 
Lamps  rated  at  110-112  volts  are  handled  by  the  utility.  The 
first  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  No  lamps  are  renewed  free  of  charge.  16  c.  p. 
lamps  are  sold  at  20  cts.  Tungsten  and  tantalum  lamps  are 
sold  at  about  cost.  The  smallest  size  Tungsten  lamp  handled 
is  25  watt.  Manufacturers'  pamphlets  are  distributed  to 
some  extent  and  newspaper  advertising  is  employed  in  giving 
out  information  regarding  these  matters.  Lamp  inspection 
is  made  only  incidentally. 

Commercial  Power. 

Minimum  charge  of  $1.35  for  the  first  h.  p.  per  month  and  $1.00 

for  each  additional  h.  p. 
6  cts.  per  kw.  hr.  for  current  used  by  motors  of  less,  than  5  h.  p. 
5  cts.  per  kw.  hr.  for  current  used  by  motors  of  5  h.  p.  and  over. 
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For  motors  using  50  kw.  hrs.  per  month,  per  h.  p.,  ^0%  discount. 

75  "  "  "  30% 

"      100  ••  *'  "  40% 

"      150  "  "  *'  50% 

Except  on  bills  of  ?50.00  and  over,  on  which  a  discount  of  50% 

is  allowed. 
Service  is  discontinued  if  bills  are  not  paid  within  thirty  days 
from  date,  and  a  charge  of  11.00  is  made  for  re-connection. 

Street  Lighting. 

63 — 6.6  ampere,  75  volt,  a.  c.  series  enclosed  arcs  burning  3,060 
hours  per  annum  on  a  moonlight  schedule.     Rate  $51  per 
lamp  per  year. 
3 — 100  watt,  110  volt,  a.  c.  multiple  Tungsten  lamps,  same  burn- 
ing schedule  as  the  arcs.     Rate  $12  per  lamp  per  year. 

HURLEY. 

(Population,  .) 

GOGEBIC  &  IRON  COUNTIES  RAILWAY  &  LIGHT  CO. 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 

Commercial   Lighting. 

Meter  Rates: 

Minimum  monthly  bill,  50  cts. 

1  to     20  kw.  hrs 10  cts.  per  kw.  hr. 

20  to     50         •'       9 

50  to     70         '*       8 

70  to  100         "        7 

100  and  over    "       6 

A  discount  of  5^/  is  allowed  on  all  bills  amounting  to  more 
than  50  cts.  per  month  if  paid  by  the  10th  of  the  month. 
Lamps  rated  at  110  volts  are  handled  by  the  utility.  The  first  in- 
stallation of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are  sold 
at  20  cts.  Tungsten  lamps  are  sold  at  contract  price.  The 
smallest  size  Tungsten  lamp  handled  is  25  watt.  Manufac- 
turers' pamphlets  and  material  printed  by  the  utility  are  dis- 
tributed through  the  mail,  usually  with  bills.  Newspaper  ad- 
vertising is  also  used  periodically  to  explain  these  matters. 
Lamp  inspections  are  made  occasionally. 

Commercial  Power. 

100  kw.  hrs 7  cts.  per  kw.  hr. 

6 

5 

4 

3 

2 

Street  Lighting. 

36 — 4  ampere,  d.  c.  magnetite  arc  lamps  burning  on  an  all  night 
every  night  schedule.      Rate  $60  per  lamp  per  year. 

HUSTISFORD. 

(Population,  615.) 

HUSTISFORD   ELECTRIC   LIGHT   &  POAYER   CO. 

Method  of  generation,  hydraulic. 
Daily  operating  period,  continual. 
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to 
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100 

to 

300 

300 

to 

500 

500  to 

750 

750 

to 

1000 

1000  and  over 
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Commercial   Lighting. 

Meteb  Rates: 
When  current  consumed  any  month  is  less  than  9  kw.  hrs.,  a 
minimum  charge  per  month  of  $1.00  for  the  month  shall  be 
paid. 

First  100  kw.  hrs.  12  cts.  per  kw.  hr. 

Second  100  kw.  hrs.  10  cts.  per  kw.  hr. 

Third  100  kw.  hrs.  8  cts.  per  kw.  hr. 

Next  300  kw.  hrs.  6  cts.  per  kw.  hr. 

All  over  the  above'  amounts  4  cts.  per  kw.  hr. 

Commercial  Power. 

Minimum  bill:  For  motor  of  2  h.  p.  and  less  (nominal  rated 
capacity)  a  minimum  of  $2.00  per  month  shall  be'  paid; 
and  for  each  motor  of  over  2  h.  p.  a  minimum  charge  of 
$1.00  per  month  shall  be  paid  for  each  h.  p.  or  fraction 
thereof  of  the  nominal  rated  capacity  of  the  motor. 

Current: 

First  100  kw.  hrs.  8  cts.  per  kw.  hr. 

Second  100  kw.  hrs.  6  cts.  per  kw.  hr. 
f  Third  100  kw.  hrs.  5  cts.  per  kw.  hr. 

Next  300  kw.  hrs.-4  cts.  per  kw.  hr. 
,  All  over  the  above  amount  3  cts.  per  kw.  hr. 

Discount  5%  if  paid  within  10  days. 

Street  Lighting. 

14 — 100  watt,  4  ampere,  a.  c.  series  Tungsten  lamps  burning  2000 
hours  per  annum  on  an  every  night  dusk  to  midnight  sched- 
ule.    Rate  $20  per  lamp  per  year. 
5 — 250  watt,  4  ampere,  a.  c.  series  Tungsten  lamps,  same  burn- 
ing schedule  as  above.     Rate  $40  per  lamp  per  year. 

INDEPENDENCE. 

J  (Population,  664.) 

MUNICIPAL  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  11:30  p.  m.  and  5  a.  m  to  daylight. 

Commercial   Lighting. 

Meteb  Rates: 
Current.  10  cts.  per  kw.  hr. 
Meter  rent,  25  cts.  per  month. 

IXAT    RATES: 

50  ots.  per  16  c.  p.  per  month. 

Company  makes  charge  for  connecting  building  to  line. 

Lamps  rated  at  220  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  charged,  the  return  lamps 
credited  and  payment  made  for  shortage.  No  lamps  are  re- 
newed free  of  charge.  16  c.  p.  lamps  are  sold  at  20  cts. 
Tungsten  and  tantalum  lamps  are  sold  at  about  cost.  The 
smallest  size  Tungsten  lamp  handled  is  25  watt.  Except  for 
an  occasional  advertisement  in  the  newspapers,  information 
regarding  these  matters  is  given  only  verbally. 

Street  Lighting. 

$35.00  per  arc  per  year. 
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lOLA. 

(Population.  850.) 

lOLA  ELECTRIC  LIGHT  &  POWER  CO. 

Method  of  generation,  steam. 

Daily  operating  period,  sunset  to  12  p.  m.  and  5  a.  m.  to  daylight. 

Commercial   Lighting. 

Meteb  Rates: 

Minimum  monthly  bill  $1.00,  plus  meter  rent  of  25  cts.  pet 

month. 
Current,  10  cts.  per  kw.  hr. 
Fi-AT  Rates; 

Churches  and*  blacksmith  shop..  .o  $1.50  per  month. 

Lamps  rated  at  105-110-210-22o'vous  are  handled  by  the  utility. 
The  first  Installation  of  carbon  lamps  is  not  furnished  free 
of  charge.  No  lamps  are  renewed  free  of  charge.  16  c.  p. 
lamps  are  sold  at  25  cts.  Tungsten  and  tantalum  lamps  are 
sold  above  cost.  The  smallest  size  Tungsten  lamp  handled  is 
40  watt.  Information  regarding  these  matters  is  given  only 
verbally.  No  regular  inspection  of  incandescent  lamps  in 
service  is  made. 

Street  Lighting. 

35 — 32  c.  p.  220  volt,  d.  c.  muliple  carbon  incandescent  lamps 
burning  on  a  dusk  to  midnight  moonlight  schedule.  Rate 
$16.80  per  lamp  per  year. 

IRON  RIVER. 

(Population, .) 

IRON  RIVER  WATER  LIGHT  &  POWER  CO. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  daylight. 

Commercijil  Lighting. 

Meteb  Rates: 

Minimum  monthly  bill,  75  cts. 
Current,  10  cts.  per  kw.  hr. 

On  bills  paid  before  the  10th  of  the  month,  the  following  dich 
count  will  be  allowed  on  meter  readings: 
From         1  to     500  kw.  hrs.  15% 
500    " 
"     1000    " 
"     2000    " 
"     3000    " 
Klat  Rates: 
Residences: 

1  to      5 — 16  c.  p.  lamps,  35  cts.  each. 
5  to    10      "  "  30 

10  to  100      "  "  25 

Business,  10  o'clock: 

1  to      5 — 16  c.  p.  lamps,  40  cts.  each. 
5  to    10      "  "  35 

10  to  100      "  "  30 

Business,  all  night: 

1  to      5 — 16  c.  p.  lamps,  80  cts.  each. 
5  to    10      "  "  65 

10  to  100      "  "  45 

No  charge  made  for  connecting  building  to  line. 
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Lamps  rated  at  104-110  volts  are  handled  by  the  utility.  Tlie 
lirst  Installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  No  lamps  are  renewed  free  of  charge.  16  c.  p. 
lamps  are  sold  at  25  ets.  Tungsten  and  tantalum  lamps  are 
sold  at  about  cost.  The  smallest  size  Tungsten  lamp  handled 
is  40  watt.  Information  regarding  these  matters  is  printed 
and  distributed  from  the  collection  office. 

Commercial  Power 

Meter  Rate:  2^/^  cts.  per  kw.  hr. 

Street  Lighting:. 

14-;— 6  ampere,  106  volt,  a.  c.  multiple  enclosed  arcs  burning  4,000 

hours  per  year  on  an  all  night  every  night  schedule.     Rate 

$60  per  lamp  per  year. 
15 — 100  watt,  106  volt,  a.  c.   multiple  gem  incandescent  lamps, 

same  burning  schedule  as  the  arcs.    Rate  $18  per  lamp  per 

year. 
10 — 100  watt,  106  volt,  a.  c.  multiple  incandescent  lamps,  same 

burning  schedule  as  the  arcs.     Rate  $18  per  lamp  per  year. 

JANESVILLE. 

(Population,  13,894.) 

JAXESVIXLE  ELECTRIC  CO. 

Method  of  generation,  steam  and  hydraulic. 
Daily  operating  period,  continual. 

Commei*cial   Lighting. 

Meter  Rates: 

Minimum  monthly  charge,  $1.00. 
Current,  10  cts.  per  kw.  hr. 
"Subject  to  the  following  discounts  for  quantity  consumed: 


Bills  from  $      5.00  to  $ 

10.00 

per 

month 

5% 

discount. 

10.00  to 

20.00 

10% 

20.00  to 

30.00 

15% 

30.00  to 

40.00 

20% 

40.00  to 

50.00 

25% 

50.00  to 

75.00 

30% 

75.00  to 

100.00 

35% 

100.00  to 

150.00 

40% 

150.00  to 

200.00 

45% 

200.00  and 

over 

<( 

tt 

50% 

<< 

Discount  5%  if  paid  in  12  days. 
Plat  Rates: 

Year  contract  basis,  1  ct.  per  watt  per  month  for  total  installa- 
tion   which   is   to    be   confined    to    25    watt  Tungsten  lamps. 
Maximum  contract  $3.00  per  month,  minimum  $1.00,  less  5% 
discount  if  paid  by  the  12th  of  the  month.     Excess  indicator 
to  be  used  to  control  the  current  used. 
All   contracts  to  be  for  one  yaar  and  thereafter  may  be  dis- 
continued by  either  party  giving  30  days  notice. 
Long  Hour  Discount  Schedule. 
This  is  used  for  store  lighting  and  is  based  upon  80%  of  con- 
nected load. 
When   consumption   per   50   watt  unit,   or  equivalent  installed 
amounts  to 

2.000  to  3,000  watt-hoiirn    5^;  discount  from  10  ct.  rate. 
3,000  to  4,000      **  "      109r 

4,000  to  5,000      *'  '•      15f'r 

5,000  to  6,000      *'  *•      20'A. 


ELECTRIC  RATES.l  -  lOo  —  fJANESVILLE 

6,000  to  7.000  watt-hrs.      2r>'/c  discount  from  10  ct.  rate. 
7,000  to  8,000      "  *•      30% 

8.000  to  9,000      *•  •*      35% 

9,000  and  over  "  "      iO%  **        "        '! 

5%   discount  is  allowed  from   above'  rates  if  bill  is  paid 
within  twelve  days  from  date. 
Flat  Hate  for  Figns,  Windous  d  Decorative  Lighting. 


1825  hours,  dusk  until  11  p.  m. 

4327  hours,  all  Dirht. 

2  c.  1).  81  26 

4     "      2  52 

8-4  73 

16     "      8  47 

^l  11  uer  annum. 

7  a  " 

14  73    " 

Less  5%  cash  discount  If  paid  by  the  twelfth  of  the  month. 
Where  the  company  owns  the"  sign  a  stipulated  amount  is  added 

as  sign  rental. 
An  ad'ditional  discount  of  10%  is  given  when  the  contract  reads 

from  6  p.  m.  instead  of  dusk. 
A  net  flat  rate  of  50  cts.  per  month  is  made  for  single  porch, 

barn  or  hall  Tght  of  16  c.  p. 
Employes  are  given  a  net  rate  of  7  cts.  per  kw.  hr.  for  their 

house  lighting. 
Arc  lamps,  connected  to  6.6   ampefe  all  night  street  lighting 

circuits  are  furnished  at  $5.25  per  month. 
Ornamental  curb  post  with  five  60  watt  tungsten  lamps  burning 
from  dark  until  11  p.  m.,  company  to  control  switch  and 
maintan,  at  $4.00  per  month  where  post  is  purchased  by 
the  customers,  or  $6.00  a  month  on  a  two  year  contract 
where  company  furnishes  the  post. 
Gem  lamps  rated  at  113-115-117-230  volts  are  handled  by  the  util- 
ity.    The  first  installation  of  carbon  lamps  is  not  furnished 
free  of  charge.     Carbon  lamps  are   renewed   free   when  re- 
turned blackened  but  unbroken.     Gem  16  c.  p.  lamps  are  sold 
at    20   cts.     Tungsten   and   tantalum   lamps  are   sold  at  list 
price.     Tungsten   and   tantalum    renewals   are   made  at   list 
price,  less  the  price  of  carbon  renewals.     The  smallest  size 
Tungsten  lamp  handled  is  25  watt.     The  following  and  other 
statements  are  made  upon  monthly  bills  regarding  lamp  re- 
newals:     "Bring  in  your  carbon  lamps  that  are  smoky  and 
nearly  burnt  out.     No  charge  for  renewal."     Manufacturers* 
pamphlets  are  distributed  freely  and   newspaper  advertising 
and  considerable  other  material  is  gotten  out  by  the  utility. 
This  material  is  distributed  from  house  to  house  and  from 
the  collection  office.     Contractors  obtain  their  lamps  through 
the  utility.     No  regular  inspection  of  the  Incandescent  lamps 
in  service  is  made. 

Commercial  Power 

Meter  Rate.s: 

For  each  motor  of  1  h.  p.  and  less  (nominal  rated  capacity),  a 
minimum  charge  of  $1.25  per  month  shall  be  paid,  and 
for  each  motor  of  over  2  h.  p.  a  minimum  charge  of  $1.00 
per  month  shall  be  paid  for  each  h.  p.  or  fraction  thereof, 
of  the  nominal  rated  capacity  of  the  motor. 

Rate  for  current,  5  cts.  per  kw.  hr. 

Subject  to  following  discounts  for  quantity  consumed: 
Bills  from  $      5  to  $    10  per  mouth,     i^rr  discount. 

10   "        20      "        "  10% 
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Bills  from 
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Power  customers  signing  agreements  not  to  use  power  durlns 
the  peak  load  in  winter  are  given  a  10%  added  discount  to 
above  schedule. 

Special  rate  of  1%  cts.  per  kw.  hr.  net  for  E.  P.  Doty,  grist 
mill,  he  not  to  use  current  during  the  peak  hours  of  light- 
ing and  also  discontinue  use  of  powet  during  emergencies 
at  power  plant. 

Street  Lighting. 

209 — 6.6  ampere,  72  volt,  a.  c.  series  enclosed  arcs  burning  4,000 
hours   per  annum  on  an  all  night  every  night  schedule. 
Rate  $57  per  lamp  per  year. 
69 — 75  watt,  6.6  ampere,  a.  c.  series  Tungsten  lamps,  same  burn- 
ing schedule  as  the  arcs.     Rate  $24  per  lamp  per  year. 

JEFFERSON. 

(Population,  2,582.) 

MUXICIPAIi  PLANT. 

Method  of  generation,  hydraulic  and  steam  auxiliary. 
Daily  operating  period,  continual. 

Commercial   Lighting. 

Meter  Rates: 

16  cts.  per  kw.  hr.  for  the  first  60  hours'  use' or  less  per  montb 

of  the  active  connected  load. 
10  cts.  per  kw.  hr.  for  all  current  used  in  excess  of  60  hours' 

use  per  month  of  the  active  connected  load. 
A  discount  of  10%  will  be'  allowed  on  all  lighting  bills  paid  on 

or  before  the  tenth  of  the  month. 
Minimum  bill  50  cts.  per  month. 

The  active  connected  load  shall  In  each  case  be  a  fixed  per- 
centage' of  the  total  connected  load,  consisting  of  lamps, 
appliances,  etc..  Installed  on  the  consumers  premises. 
Class  A  includes  residences,  rooming  houses  and  public  build- 
ings, for  all  of  which   45%  of  the  total  connected  load 
shall  be  considered  active. 
Class  B  includes  schools,  churches,  hotels  and  in(fustrial  es- 
tablishments which  close  not  later  than  6:00  p.  m.,  for 
which  class  50%  of  the  total  connected  lead  shall  be  con- 
sidered active. 
Class  C  includes  stores,  offices,  livery  stables,  lodges,  saloons* 
banks,  theaters  and  all  other  consumers  not  herein  specifi- 
cally provided  for,  in  which  class  60%  of  the  total  con- 
nected load  shall  be  considered  active. 
Lamps   rated  at  109-111-113   volts  are   handled  by  the   utility. 
The  first  installation   of  carbon  lamps  is  furnished   free  of 
charge.     Carbon    lamps    are   renewed    free    when    returned 
blackened  but  unbroken.     Tungsten  lamps  are  sold  at  about 
cost.     The  smallest  size  Tungsten  lamp  is  25  watt.     Infor- 
mation regarding  these  matters  is  given  only  verbally.     No 
regular  inspection   of  the  incandescent  lamps  in  service  is 
made. 
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Street  LighUng. 

114 — 75  watt,  6.6  ampere,  a.  c.  series  Tungsten  lamps  burning  2,300 
hours  per  annum  on  an  all  night  moonlight  schedule.  Rate 
$18  per  lamp  per  year. 

KAUKATTNA. 

(Population,  4,717.) 

3fUNICIPAIi  PLANT. 

Method  of  generation,  hydraulic. 
Daily  operating  period,  continual. 

Ck>ininercial   Lighting. 

Meter  Rates: 

Minimum  monthly  charge'  $1.00.  « 

12  cts.  for  1,000  watt  hours,  subject  to  discounts  for  quantitf 

consumed,  as  follows: 
Blllfl  of: 

From  $  3.00  to  $  5.00  per  month,  5%  discount. 
'*  %  5.00  to  $10.00  "  "  10% 
"  $10.00  to  $15.00  "  "  15% 
"  $15.00  to  $20.00  "  "  20% 
"  $20.00  to  $30.00  "  "  25% 
"  $30.00  to  $40.00  "  "  35% 
"  $40.00  to  $50.00  "  "  45% 
•'  $50.00  and  over  "  "  50% 
Additional  minimum  rates: 

.  Enclosed  arc  lamps $1.50  each  per  month. 

Small  electric  motors 2.00     "  " 

Medical,  dental  and  cauterizing 

outfit    2.00     " 

No  charge  for  connecting  building  to.  line. 
Lamps  rated  at  115-220  and  230  volts  are  handled  by  the  utility. 
The  first  installation  of  carbon  lamps  is  not  furnished  free 
of  charge.  Carbon  lamps  are  renewed  free  when  returned 
blackened  but  unbroken.  16  c.  p.  lamps  are  sold  at  25  cts. 
Tungsten  lamps  are  sold  above  cost.  The  smallest  size 
Tungsten  lamp  handled  is  25  watt.  Manufacturers'  pamph- 
lets occasionally  distributed.  No  regular  inspection  of  the 
incandescent  lamps  in  service  is  made. 

Commercial  Power. 

Meter  Rates: 

8  cts.  per  1000  watt  hours,  subject  to  discounts  for  quantit/ 

consumed,  as  follows: 
Watt  hours  per  month: 

Prom  100,000  to      200,000 5%  discount. 

"       200.000  to       300,000 10% 

"       300,000   to       400,000.  ....  .15% 

'"       400,000  to       500,000 20% 

••       500,000  to      600,000 25% 

"       600.000  to       700,000 30% 

"       700,000  to       800,000 35% 

"       800,000  to       900,000 40% 

"      900,000  to  1,000,000 45% 

"  1,000,000  and  over 50% 

For  each  motor  of  2  h.  p.  and  less  (nominal  rated  capacity)  a 
minimum  charge  of  $2.00  per  month  shall  be  paid;  and  for 
each  motor  of  over  2  h.  p.  a  minimum  charge  of  $1.00  per 
month  shall  be  paid  for  each  h.  p.  or  fraction  thereof,  of 
the  nominal  rated  capacity  of  the  motor. 
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5%  cash  discount  allowed  from  all  above  rates  if  bill  is  paid 
within  ten  days. 

Street  Lighting;. 

53 — 6.6  ampere,  72  volt,  d.  c.  series  enclosed  ares  burning  4,000 

hours  per  annum   on  an  all  night  every  night  schedule. 

Rate  $65  per  lamp  per  year. 
74 — 24  c.  p.,  115  volt.  a.  c.  multiple  carbon  incandescent  lamps 

burning  8,000  hours  per  annum  on  an  all  day  and  all  night 

schedule.     Rate  $12  per  lamp  per  year, 

KENOSHA. 

(Population,   21,371.) 
KENOSHA  ELECTRIC  RAILWAY  CO. 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 

Commercial   Lighting. 

Meter  Rates; 

Minimum  charge  $1.00  per  month  for  each  connected  lighting 
meter  (including  one  power  motor  of  less  than  %  h.  p., 
rated  capacity). 

For  the  first     100  kw.  hrs 10  cts.  per  kw,  hr. 

*•  second     100        '*        8   " 

"  third       100        "        7   " 

•*   fourth     100        "        6   "  " 

For  all  over      400        "        5   " 

Discount  2  cts.  per  kw.  hr.  if  bill  is  paid  at  company's  office  on 

or  before  the  10th  day  of  the  month. 
The  above  rates  will  entitle  the  consumers  to  free"  renewal  by 
the  company  of  standard  carbon  filament  lamps. 
Lamps  rated  at  110-112  and  120  volts  are  handled  by  the  utility. 
The  first  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.      16  c.  p.  lamps  are  sold  at  25  cts.;  in  lots  of  12  or 
more  20  cts.  each.     Tungsten  and  tantalum  lamps  are  sold 
above  cost.     Renewals  are  sold  at  above  price  less  cost  of 
carbon  renewals.     The  smallest  size  Tungsten  lamp  handled 
is  25  watt.    Information  regarding  these  matters  is  given  only 
verbally.     No  regular  inspection  of  the    incandescent  lamps 
in  service  is  made.     Utility  replacjes  lamps  upon  request. 

Commercial  Power. 

Non-Contract  Power  Service. — Electric  powder  service  furnished 
by  this  company  to  consumers  not  signing  this  company's 
electrical  power  service  contracts  for  periods  of  one  year  or 
more,  will  be  charged'  for  at  the  above  rates,  less  the  abover 
discount  for  prompt  payment. 
Minimum  charge  $1.00  per  month  for  each  connected  h.  p.  or 
fraction  thereof  (rated  capacity)  where  a  motor  load  of  8 
h.  p.  or  under  is  connected,  and  75  cts.  per  month  for  each 
additional  connected  h.  p.  or  fraction  thereof. 

Contract  Powi  r  Servick  Schkdi  i.ks. — The  monthly  bills  for  elec- 
tric power  service  and  incidental  lighting  service  of 
consumers  sign-ng  this  company's  electrical  power  serv- 
ice contracts  for  periods  of  one  year  or  more  shall 
be  based  upon  either  of  the  following  schedules  of 
rates  at  the  consumer's  election,  as  hereinafter  provided, 
subject  to  the  prompt  payment  discounts  hereinafter  pro- 
vided: 
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A.  Increment  Poxcer  Schedule.  Charges  for  electrical  service  and 
energy  donsumed  in  any  one  month  undef  this  schedule 
shall  be  at  the  following  rates: 

First  100  kw.  hrs 8   cts.  per  kw.  hr. 

Second  100        "  6 


Third  100 
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Fourth  100        "  4      " 

Next  9,600        "  3      " 

Next         10.000        "  2^^ 

All  over  20,000        "  2 

B.  Demand  Charge  Sehedule.     Charges  for  electrical  service  and 
energy  consumed  in  any  one  month   under  this  schedule 
shall  be  at  the  following  charges  and  rates: 
Demand  charge  (payable  in  equal  monthly  Installments): 
$42  per  year  fpr  each  kw.  of  demand  of  the  first  10  kws. 
$30         "  "  •*  '*  "       next  50 

$24         "  '•  "  "  all  over  60 

All  plus  an  energy  charge  as  follows: 

41/2  cts.  per  kw.  hr.  for  the  first  100  kw.  hrs.  consumption 

during  month. 
3^  cts.  per  kw.  hr.  for  the  next  900  kw.  hrs.  consumption 

dur.ng  month. 
2\^  cts.  per  kw.  hr.  for  the  next  3000  kw.  hrs.  consumption 

during  month. 
1%  cts.  per  kw.  hr.  for  the  next  6000  kw.  hrs.  consumption 

during  month. 
1  ct.  per  kw^.  hr.  for  all  energy  consumed  in  any  month  In 
excess  of  10,000  kw.  hrs. 
Measurement  of  Demand. — The  consumer's  demand  shall  be 
the  maximum  rate  at  which  energy  is  used  for  any  continu- 
ous period  o*  15  conceciit:\o  irilnutcs,  C3  shown  by  inte- 
grating watt  meter. 

Consumer's  Right  of  Election. — Consumers  shall  be  entitled  to 
elect  under  which  of  the  above  schedules  the  monthly  bills 
for  service  under  th  s  contract  shall  be  computed  and  may 
change  from  one  schedule  to  the  other  at  any  time  upon 
giving  written  notice  to  the  company  thirty  days  or  more 
before  the  beginning  of  the  month  for  which  such  change 
is  to  be  made.  Upon  failure  of  the  consumer  to  make  such 
election,  the  company  may  determine  which  schedule  shall 
be  appled. 

Prompt-payment  Discount. — Consumers  signing  power  service 
contracts  shall  be  entitled  to  the  following  prompt-payment 
discount  on  all  bills  paid  on  or  before  the  10th  of  the  month 
next  succeeding  the  month  in  which  the  service  is  rendered, 
viz.,  a  discount  of  5'/r  of  the  first  $100.00  and  I'/r  of  the  re- 
mainder of  all  monthly  bills  paid  within  the  discount 
period.  On  all  bills  not  paid  within  the  discount  period, 
full  rates  will  be  charged. 
IxciDENT.M.  LioiiTiNo  Skrvick. — The  company  will  furnish  electric 
current  for  all  of  consumers'  purposes,  including  electric 
lighting,  at  the  above  rates  for  the  lighting  of  industrial 
and  manufacturing  establishments  purchasing  exclusively 
this  company's  electrical  power  service,  upon  the  following 
cond  tions: 

First.     That  the  consumer  shall  furnish  and  renew  all  lamps. 

Second.  That  not  to  exceed  50^;'/^  of  the  total  connected  lighting 
installation  shall  be  turned  on  and  kept  burning  at  any 
pne  time  between  the  hours  of  5:30  and  10  o'clock  p.  m. 
Minimum  Charge.  The  foree:oing  schedules  shall  be  subject  to  a 
minimum  charge  at  the  rate  of  75  cts.  for  each  h.  p.  of  the 
total  connected  load. 
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Street  Lighting. 

216 — 4  ampere,   70  volt,  d.  c.  series  enclosed'  arcs  burning  4,000 
hours  per   annum  on  an   all   night  every  night  schedule. 
Rate  $69  per  lamp  per  year. 
3 — 100  watt,  and 
12 — 60  watt,   110  volt,  a.  c.  multiple  Tungsten  lamps  belonging 
•  to  the  city  and  burning  4,000  hours  per  annum  on  an  all 

I    :  night  every  night  schedule.     Rate  $10  per  lamp  per  month, 

t  the  city  paying  for  lamp  renewals. 


» 


KENOSHA. 

(Population.  21.371.) 
KKN08HA  GAS  &  ELECTRIC  CO. 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 

STANDARD    RATE 

To   customers   signing   the'   company's    standard    form   of   contract 

'providing  for  service  for  one  year  or  more,  the  charge  for 

electric  service  shall  be  computed  on  the  following  basis:     • 

Demand  Charge. 

$42  per  year  for  each  kw.  of  demand  of  the  first  10  kws. 
$30         *'  "  '*      •        '*  "  50     " 

$24         "  "  **  "  in  excess  of  60     " 

Payable  :'n  equal  monthly  installments. 
Energy  Charge. 

5  cts.  per  kw.  hr.  for  the  first  100  ^yv.  hrs.  consumption  during 
month. 

4  cts.  per  kw.  hr.  for  the  next  900  kw.  hrs.  consumption  during 
month. 

3  cts.  per  kw.  hr.  for  the  next  3,000  kw.  hrs.  consumption  dur- 
ing month. 

2  cts.  per  kw.  hr.  for  the  next  6,000  kw.  hrs.  consumption  dur- 
ing month. 

ll^  cts.  per  kw.  hr.  for  all  energy  consumed  in  any  month  In 
excess  of  10.000  kw.  hrs. 

(a)  Lighting  Sebvick. 

The  foregoing  rate  shall  apply  to  all  customers  utilizing  com- 
pany's electric  service  for  lighting  and  receiving  free  reP- 
newals  of  company's  standard  lamps. 

(b)  Power  Service.  z^x     i, 
The  foregoing  rate,  less  ^At  ct.  per  kw.  hr.  shall  apply  to  (l)  all 

customers  utilizing  company's  service  for  the  operation  or 
electric  motors  and  not  receiving  any  free  renewals  of  com- 
pany's standard  lamps;  and  to  (2)  all  customers  utilizing 
company's  service  for  any  purpose  and  not  receiving  any 
free  renewals  of  company's  standard  lamps. 

(c)  Limited  or  "Off-Peak"  Service. 

The  foregoing  rates  for  lighting  and  power  service,  respectively, 
less  one-half  the  "demand  charge"  shall  apply  to  all  cus- 
tomers contracting  to  utilize  and  utilizing  the  company's 
service  at  times  during  the  calendar  day,  other  than  during 
the  hours  of  the  month  specified  as  follows: 

Month  Hours  during  which  seTvice 

shall  not  be  used. 

October •^:30  p.  m.  to  7  p.  m. 

November  . 5:00       **  ^^ 

December    4:30 


tt  «< 


January    4:40 

February    »-^" 

March ^-^^ 
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(d)  "Ten  Seven''  Service. 

The  foregoing  rates  for  lighting  and  power  service,  respectively, 
less  three-quarters  of  the  "demand  charge"  shall  apply  to 
all  customeis  contracting  to  utilize  and  utilizing  the  com- 
pany's service  only  during  the  hours  10  p.  m.  to  the  follow- 
ing 7  a.  m. 

(A)  Maximum  Rate  fob  Service. 

The  maximum  rate'  of  charge  for  service  during  any  month  shall 
be  not  greater  than  the  rates  for  service  that  would  be  ob- 
tained under  the  existing  increment  rate*  schedules,  with 
the  prompt  payment  discounts  applying  thereto,  viz.: 

(1)  Lighting  Service. 

First         50  kw.  hrs.  during  any  month,  12  cts.  per  kw.  hr. 
Second      50         "  **  "  10     "  •• 

Third      200  "  **  **  8     " 

Next        300  "  "  "  6     "  " 

Next  14,400  "        "  *'.  "  4     " 

Next  15,000  "  "  *'  3% 

All  energy  in  excess  of  30,000  kw.  hrs.  during  any  month, 
3  cts.  per  kw.  hr. 

(2)  Power  Service. 

First       100  kw.  hrs.  during  any  month,  8  cts.  per  kw.  hr. 
Second    100         **  "  "  6     " 

Third      100  "  "  "  5     " 

Next        300  "  "  "  4     "  " 

All  energy  in  excess  of  600  kw.  hrs.  during  any  month,  8 
cts.  per  kw.  hr. 

The   prompt    paymetit   discbunt   hereinbefore   referred    to,   ap- 
plicable to  the  foregoing  maximum  rates,  is  a  discount  of 
5  per  cent  for  cash  payment  upon  bills  paid  at  the  com- 
pany's office  within  ten  days  after  their  respective"  dates. 
(B)    Minimum  Monthly  Payments. 

Minimum  monthly  payments  by  any  consumer  shall  be  the 
monthly  installment  of  the  annual  "demand  charge,"  pro- 
vided, however,  that  the  minimum  monthly  payment  in  any 
instance  shall  be  not  greater  than  the'  minimum  charge 
that  would  be  made  undeT  the  existing  Lchedule,  viz.: 

(a)  For  lighting  service'  a  minimum  payment  of  $1.00  and  in 
addition  thereto  25  cts.  for  each  glower  of  each  Nernst  lamp 
installed,  $1.50  for  each  arc  lamp  installed. 

(b)  For  power  service  a  minimum  charge  of  $2.00  for  an 
installation  of  2  h.  p.  or  less  nominal  rated  capacity,  and 
in  addit  on  thereto  $1.00  for  each  h.  p.  or  fraction  thereof, 
of  rated  capacity.  In  addition  to  the  first  two  h.  p.  The 
provisions  for  minimum  monthly  paymetits  are  applicable 
under  all  rates. 

Measurement  of  Demand. 

In  the  application  of  the  "Standard  Rate,"  the  consumer's  de- 
mand shall  be'  determined  by  measurement  or  assessment 
as  follows: 

(A)  TAahtina  Service. 

(a)  In  installations  of  1  kw.  connected  and  less,  demand  shall 
be  determined  as  100  per  cent  of  the  first  300  watt  con- 
nected, plus  66%  per  cent  of  connected  load  in  addition  to 
the  first  300  watts,  except  where  tests  indicate  the  demand 
to  be  larger  than  that  computed  on  this  basis. 

(b)  In  Installations  of  greater  than  1  kw.  connected,  the  de- 
mand shall  be  measured. 

(B)  Power  Service. 

The  demand  of  a  consumer  using  the  company's  service  for 
power  shall  be  determined  as  the  maximum  rate  at  which 
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energy  is  used  for  any  continuous  period  of  fifteen  con- 
secutive minutes,  as  shown  by  integrating  watt  meter. 

RESIDENCE  LIGHTING  SERVICE. 

To  customers  contracting  for  service  for  one  year  or  more,  for 
residence  lighting  sefvice  with  free  renewal  of  company's 
standard  lamps,  the'  following  rate  shall  be  used: 

(a)  Primary  charge  of  12  cts.  per  kilowatt  hour  for 

(1)  The  first  4  kw.  hrs.  consumed  per  month  for  each  of 
the  first  4  active  rooms; 

( 2 )  The  first  2  ^  kw.  hrs.  consumed  per  month  for  each 
of  the  active  rooms  in  addition  to  the  first  4. 

All  rooms  except  the  following  shall  be  counted  as  active: 
3  bedrooms,  bathrooms,  basement,  garret,  closets  and 
back  porch. 

(b)  Secondary  charge  of  5  els.  per  kw.  hr.  for  all  energy  in 
excess  of  that  paid  for  at  the  primary  rate  in  (a), 
up  to  a  total  of  100  kw.  hrs.  and  4  cts.  per  kw.  hr.  for 
the  next  900  kw.  hrs. 

FLAT   RATE    DISPLAY   LIGHTING. 
Company   will   sell   service  for   fiat  rate   display  lighting  con- 
trolled by  company  on  yearly  contracts,  on  the  following 
basis  of  monthly  payments: 


Dusk  to 


Rated  consumption  of  lamps  Installed. 


300 

watts 

• 

4(K) 

5uu 

6:o 

700 

«t 

800 

9(J0 

1 .0  kilowatts 

1.5 

>• 

?  0 

«• 

2  5 

t  4 

3.0 

t« 

3.5 

k  . 

4  0 

k  b 

4  5 

5  0 

6.0 

•  > 

7  0 

»> 

8.0 

tl 

9  0 

tk 

10.0 

t« 

11  p.  m. 

12  p.  m. 

81  3-» 

1     1380 

4  50 

1     5  10 

5  60 

6  40 

6  75 

1     7  55 

7  ^5 

:     8  GO 

.8  7.-) 

9  70 

•  »  70 

10  80 

10  05 

11  90 

15  50 

17  3> 

20  :^5 

22  75 

25  15 

28  20 

30  00 

.T3  05 

M  »5 

39  10 

39  t^ 

44  55 

44  50 

50  Od 

40  :^.:> 

55  40 

59  0») 

65  2& 

H7  iW 

74  25 

7t>  PO 

8.i  30 

84  15 

92  35 

92  25 

101  40 

The   foregoing  flat  rates   include  renewals  of  carbon  filament 
lamps  only  and  include  no  other  maintenance. 
DiscoiNT  Fob  Prompt  Paymfnt. 

On  bills  paid  at  offices  of  company  or  its  authorized  collection 
agencies  within  ten  days  of  date  of  bill,  a  discount  of  5% 
of  the  first  $.2.5.00  of  all  bills  and  1%  on  amounts  In  ex- 
cess of  $25.00  will  be  given.  This  discount  shall  apply 
only  where  the  prompt  payment  discount  of  5%  provided 
for  in  the  existing  increment  rate  schedules,  is  not  given. 

SHORT  TIME  RATE. 

To  customers  obtaining  service  for  periods  of  less  than  one 
year  the  charge  for  electric  service  shall  be  computed 
according  to  the  existing  increment  rate  schedules  with 
the  prompt  paying  discount  applying  thereto,  viz: 
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(1)   Lighting  f^ervUe. 

First  50  kw.  hrs.  during  any  month,  12  cts.  per  kw.  hr. 
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Second  50 
Third  200 
Next  300 
Next  14,400 
Next  15,000 

All  energy  in  excess  of  30,000  kw.  hrs.  during  any  month, 
3  cts.  per  kw.  hr. 

(2)   Poxccr  Service. 

First       100  kw.  hrs.  during  any  month  8  cts.  per  kw.  hr. 
Second    100  "  "  "  6 

Third       100  "  "  "  5 

Next         300  *'  "  "  4 

All  energy  in  excess  of  600  kw.  hrs.  dhiring  any  month,  3 
cts.  per  kw.  hr. 

The  prompt  payment  discount  hereinbefore  referred  to,  applica- 
ble to  the  foregoing  short  time  rates,  is  a  discount  of  5% 
for  eash  payment  upon  bills  paid  at  the  company's  office 
within  ten  days  after  their  respective  dates. 
Renewals  of  Standard   Incandescent   Lamps. 

To  customers  entitled  to  free  renewal  of  company's  standard 
lamps,  upon  the  return  to  the  company's  offices  of  burned 
out  incandescent  lamps,  with  bulbs  unbroken  and  accom- 
panied by  renewal  card,  company  will  supply,  without 
charge,  its  standard  incandescent  lamps  which  are  as  fol- 
lows : 


Approximate  watts  consnmpticii 
at  ma-vimum  voltatre. 

Nominal  c. 

P 

Filament. 

•10.. 

2 
4 

t> 
10 
16 
40 

Carljon 

20 

t  k 

25.. 

»t 

3^).. 

ft* 

50 

ft* 

100 

Metalized 

•For  slfirn  and  decorative  liKhtlnsronly. 

Lamps  rated  at  111-113  and  115  volts  are  handled  by  the  utility. 
The  first  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  16  c.  p.  lamps  are  sold  at  25  cts.  Tungsten  lamps 
are  sold  at  about  cost.  Renewals  are  sold  at  cost  less  cost 
of  carbon  renewals.  The  smallest  size  Tungsten  lamp  han- 
dled is  16  watt.  Information  regarding  these  matters  is 
printed  periodically  upon  consumers'  bills,  in  newspapers  and 
otherwise  and  manufacturers'  pamphlets  are  distributed  by 
mail  from  the  collection  office  by  solicitors.  Regular  lamp 
inspection  and  renewals  are  made. 


KEWASKUM. 

(Population,  625.) 
KEWASKUM  ELKC  TRIC  LIGHT  CO. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  daylight. 

Commercial  LightiiiK. 

Meter  Rates: 

Minimum  monthly  charge".  $1.00. 

Current,  residences,  15  cts.  per  kw.  hr.;  business  places,  10  cts. 
per  kw.  hr. 

8 
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Meter  rent,  15  cts.  per  month. 

Discount  on  bill  of  $3.00  to  $6.00 ^ 10% 

5.00  to     7.50 15% 

7.50  and  over 25% 

Plat  Rates: 

60  cts.  per  16  c.  p.  lamp  per  month. 
No  charge  for  connecting  building  to  line. 

Lamps  rated  at  110-112  volts  are  handled  by  the  utility.  The 
first  installation  of  carbon  lamps  is  charged,  the  returned 
lamps  credited  and  payment  made  for  shortage.  Carbon 
lamps  are  renewed  free  when  returned  blackened  but  un- 
broken. 16  c.  p.  lamps  are  sold  at  25  cts.  Tungsten  lamps 
are  sold  above  cost.  The  smallest  size  Tungsten  lamp  han- 
dled is  25  watt.  Information  regarding  these  matters  is  given 
only  verbally.  No  regular  Inspection  of  the  incandescent 
lamps  In  service  is  made. 

Street  liighting. 

9 — 5  ampere,  110  volt,  d.  c.  multiple  enclosed  arcd  burning  2.190 
hours  per  annum  on  an  every  night  dusk  to  1  a.  m.  sched- 
ule.    Rate  1 72  per  lamp  per  year. 

KEWAUNEE. 

(Population,   1,839.) 

MUNICIPAL  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  12  p.  m.  and  5  a.  m.  to  dawn. 

•Commercial  Lighting. 

Meter  Rates: 

10  cts.  per  kw  hr. 

Lamps  rated  at  110-115  volts  are  handled  by  the  utility.  The 

first  installation  of  carbon  lamps  is  charged,  the  returned 
lamps  credited  and  payment  made  for  shortage.  No  lamps 
are  renewed  free  of  charge.  16  c.  p.  lamps  are  sold  at  20  cts. 
Tungsten  and  tantalum  lamps  are  sold  above  cost.  The 
smallest  size  Tungsten  lamp  handled  is  25  watt.  Information 
regarding  these  matters  is  given  only  verbally.  No  regular 
Inspection  of  the  incandescent  lamps  in  service  is  made. 

-Street  Lighting. 

26 — 7.5  ampere,  a.  c.  series  enclosed  arcs  burning  on  a  moonlight 
schedule.     Rate  $85  per  lamp  per  year. 

KILBOURN. 

(Population,  1,170.) 
MUNICIPAL  PLANT. 

Method  of  generation,  current  purchased. 
Daily  operating  period,  sunset  to  sunrise, 

•Commercial  Lighting. 

Meter  Rates: 

Minimum  monthly  charge,  60  cts. 

Curretit,  10  cts.  per  kw.  hr. 

If  not  paid  within  five  days  after  due,  25  cts.  meter  rental  will 
be  charged. 
.Flat  Rates: 

1 — 16  c.  p.  lamp 75  cts.  per  month. 

2 — 16     "       "      60    "    each 

3 — le     "       "      50    "      " 
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Discount  of  10%  will  be  allowed  on  all  bills  of  |5.00  per  month  or 
more. 

This  utility  does  not  handle  lamps.  No  effort  is  made  to  regulate 
the  sale  of  lamps  by  local  dealers.  No  regular  inspection  of 
the  incandescent  lamps  in  service  is  made.  Information  re- 
garding these  matters  is  given  only  verbally. 

street  liifchtinji:. 

24 — 6.6  ampere,  72  volt,  a.  c.  series  enclosed  arcs  burning  on  a 

dusk  to  1  a.  m.  moonlight  schedule.     Rate  $60  per  lamp 

per  year. 
30 — 40  watt  and  525  watt,  110  volt,  a.  c.  multiple  Tungsten  lamps 

burning  on  an  all  night  every  night  schedule.     Rate  $9 

per  lamp  per  year. 

KILBOURN, 

(Population,   1,170.) 

SOUTHERN  WISCONSIN  POWER  CO. 

3ietliod  of  generatfon,  hydraulic. 
Daily  operating,  period,  continual. 

<yOinmercial  Power. 

Power  is  retailed  in  the  business  district  in  Kilbourn  at  a  flat 
rate  of  $4.50  per  h.  p.  per  month,  based!  upon  the  maxi- 
mum demand  or  the  rating  of  the  motor,  with  a  discount 
of  50  ets.  per  h.  p.  per  month  if  bills  are  paid  on  or  before 
the  10th. 

The  rate  for  small  motors  of  ^^  h.  p.  or  less  is  $3.00  per  month, 
net. 

LA  CROSSE. 

(Population,  30,417.) 
liA  CROSSE  GAS  &  ELECTRIC  CO. 

Method  of  generation,  current  purchased. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Minimum  monthly  charge,  $1.00. 
Residence  Lighting. 

The  service  shall  be  $1.80  per  year  per  16  c.  p.  lamp,  or  equiv- 
alent demand,  on  one-third   of  connected  installation,  or 
when  one-third  of  the  connected  installation  Is  considered 
to  bef  the  demand. 
The  meter  rate  for  a  consumption  equivalent  to  60  hours  or  less 
per  month  per  each  installation  shall  be  7%  cts.  per  kw. 
hr. 
•  The  meter  rate  for  a  consumption  equivalent  to  more  than  60 
hours  per  month  per  each  installation  shall  be  6  cts.  per 
kw.  hr. 
Susinesa  Lighting. 

The  service  charge  shall  be  $1.80  per  year  per  50  watt  lamp  or 

equivalent  unit  on  38%  of  the  connected  installation. 
(Energy  charge?  satne  as  for  residence  lighting.) 
The  meter  rate  for  "patrolled  service,"  or  for  signs  and  other 
installations  with  fixed  hours  of  use,  shall  be  5  cts.  per 
kw.  hr. 
^merg'^ncy  or  Stand-by  Service. 

The  service  charge  for  emergency  or  stand-by  lighting  service 
aha?'  be  $1.80  per  year  per  active'  50  watt  unit. 
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The  charge  for  current  used  shall  be  4.5  cts.  per  kw.  hr.     The- 
service  charge  plus  the  charge  for  current  used  shall  be 
unaffected  by  the  existing  maximum  rate*  per  kw.  hr. 
Maximum  Hate. 

The  sum  of  the  service  and  energy  charges  shall  not  e:xceed  an 
equivalent  of  10  cts.  per  kw.  hr.  for  the  current  used. 
Unless  paid  within  ten  days  following  date  of  presentation,  a  pen- 
alty of  10%  will  be  added:  to  all  biUs. 
For  the  re-connect  on  of  meters  for  the  same  consumer  upon  the 

same  premises  a  charge  of  $1.00  will  be  made. 
Lamps  rated  at  113-115-220  and  225  volts  are  handled  by  the 
utility.  The  first  installation  of  carbon  lamps  is  furnished 
free  of  charge.  Carbon  lamps  are  renewed  free  when  re- 
turned blackened  but  unbroken.  16  c.  p.  lamps  are  sold  at 
25  cts.  Tungsten  and  tantalum  lamps  are  sold  slightly  above 
cost.  The  smallest  size  Tungsten  lamp  handled  is  40  watt. 
Information  regarding  these  matters  is  given  verbally  and 
through  newspaper  advertisements.  Lamp  inspections  are 
made  in  connection  with  meter  tests. 

Commercial  Powei*. 

The  service  charge  shall  be  $27.00  per  year  per  h.  p.  demanded. 

The  meter  rate  for  less  than  5  hours  per  day  per  h.  p.  demanded' 
shall  be'  5  cts.  per  kw.  hr. 

The  meter  rate  for  over  5  hours,  but  not  exceeding  8  hours  per 
day  per  h.  p.  demanded  shall  be  3  cts.  per  kw.  hr. 

The  meter  rate  for  over  8  hours  per  day  and  not  exceeding  10' 
hours  per  day  per  h.  p.  demanded  shall  be  2  cts.  per  kw.  hr. 

The  meter  rate  for  over  10  hours  per  day  and  not  exceeding  15 
hours  per  d'ay  per  h.  p.  demanded  shall  be  1%   cts.  penr 
kw.  hr. 

Special  rate's  for  over  15  hours  per  day  per  h.  p.  demanded  and 
on  installations  of  200  h.  p.  or  over,  taking  service  at  2.300 
volts. 
Emergenvy  or  ^tand-by  Service. 

The  service  charge  for  emergency  or  stand-by  power  service  shall 
be  $27.00  per  active  h.  p.  per  year.  The  charge  for  cur- 
rent used  shall  be  3  cts.  per  kw.  hr.  The  servic^e  charge 
plus  the  charge  for  current  used  shall  be  unaffected  by  a 
maximum  rate  per  kw.  hr. 

Street  Lighting. 

26 — 4  ampere,  75  volt,  d.  c.  series  enclosed  arcs  burning  about 
4000  hours  per  annum  on  an  all  night  every  night  schedule. 
Rate  $60  per  lamp  per  year. 
236 — A  ampere,   75   volt,  d.  c.  series  enclosed   arcs  burning   2700 
hours  per  annum  on  a  moonlight  schedule.     Rate  $55  per 
lamp  per  vear. 
44 — 60  watt.  110  volt,  a.  c.  multiple  Tungsten  lamps  burning  4000 
hours  annually  on  an  all  night  every  night  schedule. 
176 — 40  watt.  110  volt.  a.  c.  multiple  Tungsten  lamps  burning  on 
an  every  night  dusk  to  11  p.  m.  schedule. 
Incandescent    lamps  are   on    ornamental   street    lightine:   post3. 
44  posts  at  $36  per  post  per  year.     Each  post  has  1 — 6  0 
watt  lamp  burning  all  night  every  night  and  4 — 40  watt 
lamps  burning  from  dusk  to  11  p.  m.  every  night. 
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LADYSMITH. 

(Population,   2,352.) 

LADYSMITH  LIGHTING   CO. 

Method  of  generation,  hydraulic. 
Daily  operating  period,  continual. 

Corainercial  Lighting. 
Meteb  Rates: 

Minimum  monthly  charge,  $1.00. 

Current,  10  cts.  per  kw.  hr. 

Meter  rent',  25  cts.  per  month. 
Fi^T  Rates: 

Residences. 

1  light $0.50  per  month. 

2  ••     75 

5      "     • 1.25 

All  above,  each 25 

Hotels,  Saloons,  Stores. 

25  cts.  per  light. 
All  1  ghts  figured  on  basis  of  16  c.  p.  lamps. 
Lamps  rated  at  110-112  and  114  volts  are  handled  by  the  utility. 
The  first  installation  of  carbon  lamps  is  charged,  the  re- 
turned lamps  credited  and  payment  made  for  shortage.  Car- 
bon lamps  are  renewed  free  when  returned  blackened  but 
unbroken.  16  c.  p.  lamps  are  sold  at  25  cts.  Tungsten 
lamps  are  sold  at  list  price.  The  smallest  size  Tungsten 
lamp  handled  is  25  watt.  Manufacturers'  pamphlets  are  dis- 
tributed to  consumers  and  information  regarding  these  mat- 
ters is  given  through  newspaper  advertisements. 

Street  LightinK. 

3 — 6.5  ampere,   110  volt,  a.  c.   multiple   enclosed   arcs  burning 
2150  hours  per  annum  on  a  moonlight  schedule.     Rate  $70 
per  lamp  per  year. 
36 — 500  watt,  110  volt,  a.  c.  multiple  Tungsten  lamps,  same  burn- 
ing schedule  as  the  arcs.     Rate  $70  per  lamp  per  year. 

LA  FARGE 

(Population.  654.) 
LA  FARGE  ELECTRIC  CO. 

Method  of  generation,  hydraulic. 

^aily  operating  period,  sundown  to  11  p.  m.;  Saturdays  to  12. 

Commercial  Lighting;. 

Meteb  Rates: 

Minimum  monthly  charge.   $1.25. 

Current,  15  cts.  per  kw.  hr. 
^'AT  Ratks: 

^es^drncps, 

1 — 16  c.  p.  lamp  per  month 50  cts 

2—16  "  "  TTi     " 


3  or  more  16  c.  p.  lamps  per  month,  each .  .35     " 
'^^(sinrss  plat  es. 

2 — 16  c.  p.  lamps  per  month,  each 40  cts. 

2-—  8  *•  ••  •'    20     '■ 

Commercial  arcs  $2.50,  dusk  to  midnight,  morning  service  from 
Oct.  15th  to  March  15th  from  5  o'clock  a.  m. 
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No  charge  for  connecting  building  to  line. 

Lamps  rated  at  108-110  volts  are  handled  by  the  utility.  The- 
first  installation  of  carbon  lamps  is  furnished  free  of  charge. 
Carbon  lamps  are  renewed  free  when  returned  blackened  bat 
unbroken.  16  c.  p.  lamps  are  sold  at  17 1^  cts.  Tungsteur 
lamps  are  sold  at  about  cost.  The  smallest  size  Tungstei> 
lamp  handled  is  25  watt.  Information  regarding  these  mat- 
ters is  given  only  verbally.  Lamps  inspected  incidentally^ 
Renewals  made  whenever  requested. 

Street  Lighting. 

4 — 7  ampere,  220  volt,  a.  c.  multiple  enclosed  arcs  burning  ott 
a  moonlight  schedule  from  dusk  to  11  p.  m.  Rate  1 60  per 
lamp  per  year. 
21 — 32  c.  p.,  110  volt,  a.  c.  multiple  carbon  incandescent  lamp8» 
same  burning  schedule  as  the  arcs.  Rate  $12  per  lamp' 
per  year. 

LAKE  GENEVA. 

(Population,  3,079.) 

EQUITABLE  ELECTRIC  LIGHT  CO. 

Method  of  generation,  steam  and  hydraulic. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Meter  Rates: 

Minimum  charge,  75  cts.  per  month. 

Current,   15   ets.  per  kw.  hr.     10  cts.  per  kw.  hr.  where  tli» 

monthly  bills  for  the  year  are  over  $45.00  each  month. 
Meter  rent,  25  cts.  per  month. 
Lamps  are  not  handled  by  this  utility.  Those  handled  by  con- 
tractors are  regulated  to  some  extent.  16  c.  p.  carbon  lamps 
are  sold  at  20  cts.  Tungsten  and  tantalum  lamps  are  sold 
at  list  price.  Information  regarding  these  matters  is  printed 
on  consumers'  bills,  occasionally  in  the  newspapers,  and 
otherwise.  Distribution  of  pamphlets  printed  either  by  the 
utility  or  manufacturers  is  made  from  house  to  house.  Lamp> 
inspections  are  made  only  incidentally. 

Commercial  Power. 

Meter  Rates: 

Minimum  bill.  75  cts.  per  month. 

l^Ai  cts.  for  the  first  200  kw.  hrs.  per  month  on  one  metet. 
6        *'  "        next  200 

4        *'  "  all  over  600 

Street  Lighting. 

13 — 6  ampere,  120  volt,  a.  c.  multiple  enclosed  arcs  burning  1344 
hours  annually  on  a  moonlight  schedule  from  dusk  to  12* 
p.  m.     Rate  9  cts.  per  kw.  hr. 
104 — 32  c.  p.,  120  volt,  a.  c.  multiple  carbon  incandescent  lamps^ 
same  burning  schedule  and  same  rate  as  the  arcs. 

LAKE  MILLS. 

(Population.   1,6  72.) 

MUNICIPAL  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  5  a.  m.  to  12  p.  m. 
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Ccmmiercial  liighting. 

Meteb  Rates: 

Minimum  charge,  $1.25  per  month  for  less  than  9  kw.  hrs. 

First  15  kw.  hrs 15  cts.  per  kw.  hr. 

Next  50        "        10     " 

Next  100       "        8     " 

All  above  165        "        6     " 

"So  charge  for  connecting  building  to  line. 

Lamps  rated  at  50-57-108  and  116  volts  are  handled  by  the  util- 
ity. The  first  installation  of  carbon  lamps  is  not  furnished 
free  of  charge.  No  lamps  are  renewed  free  of  charge.  16 
c.  p.  lamps  are  sold  at  25  cts.;  in  lots  of  12  or  more  20  cts. 
Tungsten  and  tantalum  lamps  are  sold  at  about  cost.  The 
smallest  size  Tungsten  lamp  handled  is  16  watt.  Manufac- 
turers' pamphlets  are  distributed  from  the  oflfice.  No  regular 
Inspection  of  the  incandescent  lamps  in  service  is  made. 

Commercial  Power. 

The  minimum  monthly  charge  for  power  shall  be  $1.00  for  all 
installations  of  1  horse  power  or  less,  and  50  cts.  for  each 
additional  horse  power  installed. 

Ist     100  M    watts 8c  per  M. 

2nd    100  •*         7c 

3rd    100  •*  *     6c 

Next    50  "        5c 

All  in  excess  of  800  M  watts 4c 

Motors  of  one  horse  power  or  less  connected  to  a  lighting  in- 
stallation shall  be  governed  by  the  minimum  charge  and 
rates  for  lighting. 

Street  liighting. 

71 — 32  c.  p.,  220  volt,  a.  c.  multiple  carbon  incandescent  lamps 
burning  from  dusk  to  12  p.  m.  on  a  moonlight  schedule. 
Rate  $15  per  lamp  per  year. 

LANCASTER. 

(Population.  2,329.) 
LANCASTER  ELECTRIC  LIGHT  CO. 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Me^'eib  Rates: 

Minimum  monthly  charge,  75  cts. 
Current,  12%  cts.  pef  kw.  hr. 
Meter  rent,  25  cts.  per  month. 
Plat  Rates: 

50  cts.  per  month  per  16  c.  p.  lamp;  same  mininmum  bill  as 
above. 
Bills  not  paid  by  15th  of  month  are  subject  to  an  additional  charge 

of  5%. 
Charge  for  re-connecting  same  customer  on  same  premises  $1.00. 
Lamps  rated  at  112-120  and  220  volts  are  handled  by  the  utility. 
The  first  installation  of  carbon  lamps  is  not  furnished  free 
of  charge.  No  lamps  are  renewed  free  of  charge.  16  c.  p. 
lamps  are  sold  at  20  cts.  Tungsten  lamps  are  sold  at  10  per 
cent  above  cost.  The  smallest  size  Tungsten  lamp  handled  is 
16  watt.  Manufacturers'  pamphlets  are  distributed  by  mall 
and  at  collection  office;  otherwise  information  regarding  these 
matters  is  given  verbally.  Incandescent  lamps  are  inspected 
incidentally  at  the  time  of  meter  reading. 
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Street  Lighting. 

43 — 6.6  ampere,  76  volt,  a.  c.  series  enclosed  arcs  burning  16  40 
hours  per  annum  on  a  moonlight  schedule  from  dusk  to 
12  p.  m.  and  5  a.  m.  to  daylight.  Rate  $60  per  lamp  per 
year. 

6 — 100  watt,  6.6  ampere,  a.  c.  series  Tungsten  lamps,  same  burn- 
ing schedule  as  the  arcs.     Rate  $18.75  per  lamp  per  year. 

1 — 250,  6.6  ampere,  a.  c.  series  Tungsten  lamps,  same  burning 
schedule  as  the  arcs.     Rate  $38.46  per  lamp  per  year. 

LA  VALLE. 

(Population,   421.) 
LA  VALLE  ROLLER  AHLLS. 

Method  of  generation,  hydraulic. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Meter  Rates: 

Minimum  monthly  bill  75  cts.     Current  10  cts.  per  kw.  hr. 
Flat  Rates: 

Barber  shops,  blacksmith  shops,  and  warehouses,  75  cts.  per  16 
c.  p.  equivalent  per  month. 
If  bills  are  not  paid   within  20  days  after  the  first  day  of  each 
month  a  penalty  of  10  per  cent  is  added. 

'Street  Lighting. 

8 — 80  c.  p.,   110  volt,  multiple  Tungsten  lamps,  burning  on  a 
dusk  to   11    p.   m.   moonlight  schedule.     Rate  $19.20  per 
lamp  per  year. 
22 — 50  c.   p.,   110  volt,  multiple  Tungsten  lamps,  same  burning 
schedule  as  above.     Rate  $15  per  lamp  per  year. 

LINDEN. 

(Population  580.) 

MINERAL  POINT  PUBLIC  SERVICE  CO. 

Method  of  generation,  steam  plant  at  Mineral  Point. 
Daily  operating  period,  continual. 

(Same  rates  as  are  In  force  at  Mineral  Point.) 

Street  Lighting. 

30 — 50  watt  6.6  ampere  a.  c.  series  Tungsten  lamps  burning  on 
a  moonlight  schedule  to  12  o'clock  p.  m.  Rate  $18  per 
lamp  per  year. 

LITTLE  CHUTE. 

(Population,    1.354.) 
KAUKAUXA  GAS,  ELECTRIC  LIGHT  &  POWER  CO. 

Method  of  generation,  hydraulic. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Mltp:r  Rates: 

Minimum   monthly  charge,   $1.00. 

12  cts.  for  1,000  watt  hours,  subject  to  discounts  for  quantity 
consumed,  as  follows: 

Bills  of 

From   $3.00  to  $5.00   per  month,  5Cr   discount. 

5.00  to  10.00  "  lO^r 

"       10.00  to  15.00  "  lo<^'c 
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From   15.00  to  20.00  per  month,  20':/r   discount. 

•*       20.00   to   30.00  **  25</r 

"       30.00   to  40.00  "  357c 

"       40.00   to   50.00  "  45% 

50.00  andi  over  "  50% 

Additional  minimum  rates: 

Enclosed  arc  lamps $1.50  eacli  per  month. 

Small  electric  motors 2.00        "  " 

Medical,  d'ental  and  cauterizing 

outfit    2.00 

Lamp  renewals  free. 

No  charge  for  connecting  building  to  line. 

Commercial  Power. 

80  cts.  per  1000  watt  hours,  subject  to  discounts  for  quantity 

consumed,  as  follows: 
Watt  hours  per  month: 

From  100,000  to        200,000 o%    discount. 

"       200,000   to        300,000 10% 

'*       300,000   to        400,000 15% 

**       400,000   to        500,000 20% 

"       500,000   to        600,000 25% 

"       600,000   to        700,000 30% 

•*       700,000   to        800,000 35% 

"       800,000    to        900,000 40% 

**       900,000   to     1,000,000.. 45% 

"   1,000,000   and  over 50% 

For  each  motor  of  2  h.  p.  and  less  (nominal  rated  capacity)  a 
min^'mum  charge'  of  $2.00  per  month  shall  be  paid;  and 
for  each  motor  of  over  2  h.  p.  a  minimum  charge  of  $1.00 
per  month  shall  be  paid  for  each  h.  p.  or  fraction  thereof, 
of  the  nominal  rated  capacity  of  the  motor 
5%  cash  discount  allowed  from  all  above  rates  if  bill  is  paid 
within  ten  days. 

LODI. 

(Population.   1,044.) 

MUNICIPAL  PLANT. 

Method  of  generat'on,  steam. 

Daily  operating  period,  dusk  to  12:00. 

Commercial  Lighting. 

Meter  Rates: 

Minimum  monthly  bill.  50  cts. 
Current,  15  cts.  per  kw.  hr. 

Where  meters  are  owned  by  consumers  the  utility  shall  pay  an 
annual  rental  to  owners  of  $2.00  per  meter. 
Flat  Rates: 

50  cts.  per  month  per  16  c.  p.  lamp. 
Lamps  rated  at  110-220  volts  are  handled  by  the  utility.  The 
first  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  No  lamps  are  renewed  free  of  charge.  16  c.  p. 
'lamps  are  sold  at  25  cts.  Tungsten  and  tantalum  lamps  are 
sold  at  about  cost.  The  smallest  size  Tungsten  lamp  handled 
Is  40  watt.  Information  regarding  these  matters  is  given 
only  verbally.  No  regular  inspection  of  the  incandescent 
lamps  in  service  is  made. 

Street  Lighting. 

5 — 2M  ampere,  110  volt,  d.  c.  multiple  enclosed  arcs  burning 
1541  hours  per  annum  on  a  dusk  to  12  p.  m.  moonlight 
schedule.     Rate' $40  per  lamp  per  year. 
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12 — 2%  ampere,  220  volt,  d.  c.-two  in  a  series  multiple  enclosed 
arcs,  same  burning  schedule  and  rate  as  the  other  arcs. 

76 — 40  watt,  110  volt,  d.  c.  two  in  a  series  multiple  tantalum 
lamps,  same  burning  schedule  as  the  arcs.  Rate  $6  per 
lamp  per  year. 

LOHBVILLE. 

<  Population,  — : — .) 
XESHKORO  LIGHT  &  POWER  CO. 

Method  of  generation,  hydraulic. 

Daily  operating  period,  7  a.  m.  to  5  p.  m.  and  dusk  to  midnight. 

Commercial  Lighting. 

Meh-eb  Rates: 

First       100  kw.  hrs.  per  month,  10  cts.  per  kw.  hr. 
All  over  100        "  "  5      " 

Discounts  2  cts.  per  kw.  hr.  on  the  first  100  kw.  hrs.  if  paid  by 
the  15th  of  the  month. 
(For  practice  of  this  company  in  regard  to  lamp  renewals  and  in- 
spection of  incandescent  lamps  see  Neshkoro.), 
Commercial  Power. 

Same  rate  as  lighting. 

Street  Lighting. 

40 — 110  watt,  110  volt,  a.  c.  multiple  Tungsten  lamps  burning  on 
a  dusk  to  midnight  moonlight  schedule.  Rate  $15.00  per 
lamp  per  year. 

LOMIRA. 

(Population,  529.) 

THE  LOMIRA  ELECTRIC  LIGHT  &  POWER  CO. 

Method  of  generation,  gas  producer. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Metfeb  Rates: 

Current,  14  cts.  per  kw.  hr. 

Discount  on  bills  from  $1.00  to  $2.00 10% 

2.00  to     5.00 15% 

above    5.00 20% 


Street  Lighting. 

15 — 100   watt, 
4 — 150  watt,  and 
2 — 60  watt,  110  volt,  d.  c.  multiple  Tungsten  lamps  burning  on 

a  moonlight  schedule  from  dusk  to  12  p.  m.     Rate  $500.00 

per  year  for  the  above  street  lighting. 

LOYAL. 

(Population.  677.) 
MUNICIPAL  PLANT. 

Method  of  generation,  gas. 

Daily  operating  period,  sunset  to  midnight. 

Commercial  Lighting. 

MfH'EB  Rates: 

Minimum  monthly  bill,  75  cts. 
Current,  12  cts.  per  kw.  hr. 
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Flat  Rates: 

16  c.  p.  lamp,  each $0.60 

52      ••  *'  "      85 

50      "  "  *'      1.15 

Liamps  rated  at  220  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  not  furnished  fre6  of  charge. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are  sold 
at  25  cts.  Information  regarding  these  matters  is  given  only 
verbally.  No  regular  inspection  of  the  incandescent  lamps 
In  service  is  made. 
Street  liighting. 

10 — 5  ampere,  220  volt,  d.  c.  two  in  a  series  multiple  arcs  burning 
on  a  dusk  to  midnight  moonlight  schedule.     Rate  $66.67 
per  lamp  per  year. 
X2 — 50  c.  p.,  220  volt,  d.  c.  multiple  Tungsten  lamps,  same  burn- 
ing schedule  as  the  arcs.     Rate  $13.80  per  lamp  per  j'ear. 

MADISON. 

(Population.    25,531.) 
MADISON  GAS  &  ELECTRIC  CO. 

Method  of  generation,  gas  and  steam. 
Daily  operating  period,  continual. 

Commercial  Lighting. 
Meteb  Rates: 

Incandescent  Lighting. 

For  all  lighting  service  furnished  residences  and  business  places 
(hereinafter  specifically  referred  to  as  classes  A,  B  and 
C)  including  such  incidental  user  of  appliances  for  heating 
or  power  used  on  lighting  circuits,  and  passing  through  the 
:  same  meter  and  measured  by  a  meter  or  meters  owned  and 

installed  by  the'  company,  a  charge  of 

"Primary  rate,  12  cts.  net  or  13  cts.  gross  per  kw.  hr.  for  current 
used  equivalent  to  or  less  than  the  first  thirty  hours'  use 
per  month  of  active  connected  load. 

Secondary  rate,  8  cts.  net  or  9  cts.  gross  per  kw.  hr.  for  ad- 
ditional current  used  equivalent  to  or  less  than  the  next 
sixty  hours*  use  per  month  of  active  connected  load. 

Excess  rate,  4  cts.  net  or  5  cts.  gross  pef  kw.  hr.  for  all  current 
used  in  excess  of  the  above  ninety  hours*  use  per  month  of 
active  connected  load. 

Por  all  alternating  current  furnished  the  University  of  Wiscon- 
sin (hereinafter  specifically  referred  to  as  class  D),  a  maxi- 
mum charge  of  5.5  cts.  net  per  active  lamp  of  50  watts 
equivalent  per  month,  plus  4  cts.  net  or  5  cts.  gross  per 
kilowatt  hour  for  current  consumed,-  as  measured  by 
meters  owned  and  installed  by  the  company. 

For  all  interior  lighting  furnished  the  city  of  Madison  (here- 
inafter specifically  referred  to  as  class  E),  a  minimum 
charge  equivalent  to  the  rate  specified  above  for  classes  A, 

B  and  C. 

For  all  signs,  outlines  and  window  lighting,  on  a  yearly  contract 
bass  (hereinafter  specifically  referred  to  as  class  F),  a 
charge-  of  4.5  cts.  net  per  active  50  watt  equivalent  per 
month,  plus  4  cts.  net  or  5  cts.  gross  per  kilowatt  hour  for 
current  consumed  as  estimated  according  to  the  schedule  of 
hours  of  lighting  now  in  use  by  the  company. 

Active  connected  load  shall  in  each  case  be  a  fixed  percentage 
of  the  total  connected  load,  consisting  of  lamps,  appliances, 
etc.,  installed  upon  the  consumer's  premises. 
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In  class  A  are  included  residences,  dwellings,  flats  andT  private 
rooming  houses.  Where  the  total  connected  load  is  equal 
to  or  less  than  500  watts  nominal  rated  capacity,  60  per 
cent  of  such  total  connected  load  is  deetned  active;  where 
the  installation  exceeds  500  watts  nominal  rated  eapacity, 
33^,^,  per  cent  of  such  a  part  of  the  total  connected  load 
over  and'  above'  500  watts  is  deemed  active. 

In  class  B,  where  the  total  connected  load  is  equal  to  or  less 
than  2.5  kilowatts  nominal  rated  capacity,  70  per  cent  of 
such  total  connected  load  is  deemed  active;  where  the'  in- 
stallation exceeds  2.5  kilowatts  nominal  rated  capacity,  55 
per  cent  of  such  a  part  of  the  total  connected  load'  over  and 
above   2.5   kilowatts  is  deemed  active;    provided  that  the 
lamps  used  exclusively  in  space  devoted*  to  the  storing  of 
goods  are  placed  at  20  per  cent  active  and  are  not  included 
in  the  2.5  kw.  hrs.  specified  above'.     Class  B  consists  of 
banks,  olflces,  business  and  professional  (including  studios, 
dressmaking  parlors,  massage  parlors,  millinery  and  hair 
dressing  establishments,  and  photograph  galleries),  whole- 
sale? ond   retail   merchandise   establishments,   such  as  art 
stores,  bakeries,  barber  shops  (including  shoe-shining  par- 
lors and  public  baths),  book  stores,  cigar  stores,  coffee  and 
tea  stores,  commission  stores,  confectionery  stores  (includ- 
ing  ice   cream    parlors),    crockery   and   china  stores,   dry 
goods  stores,  drug  stores,  electrical  supply  houses,  flower 
stores   (includ'ing  greenhouses),  furniture  and  house  fur- 
nishing   stores,    gents*    furnishing    stores    (including    hat 
stores     and     haberdasheries),     grocery    stores,     hardware 
stores,    harness   shops,    hay,    grain,    feed   and   coal   offices 
and     stores,      jewelry     stores,      meat     markets,     millinery 
stores,      milk     depots,     paint     and      wall      paper     shops, 
piano    and   music   stores,   picture   stores,   plumbing  shops, 
saloons    (including  pool   and   billiard   halls  and  adjoining 
card  rooms),  shoe  stores  and  shoe  repair  shops,  stationery 
stores,  tailor  shops  (including  dyers,  cleaners  and  clothes 
pressing   establishments),    undertakers,    upholsterers,   and 
wine  and  liquor  stores,  theaters    (including  nicke!odeans, 
shooting    galleries,    and    similar    amusement    places),   cor- 
ridors and  halls  in   office  and   apartment  buildings  upon 
separate  meter,  dance  and  public  halls  (including  lodge  and 
society   rooms),   restaurants    (including  eating  places  and 
lunch  wagons),  depots  and  public  places  for  the  conduct  of 
railroad,  street  railway,  express  and  telephone  busineiss  (ex- 
cluding freight  warehouses),  and  all  other  consumers  not 
herein  otherwise  specifically  provided  for. 
In  class  C   55   per  cent  of  the  total  connected  load  is  deemed 
active.     Such   class  consists  of   federal,  state  and  county 
build  ngs;   churches  and'  missions;    hotels  and   clubs;   fac- 
tories   (including  small   industrial  establishments  such  as 
machine    shops,    carpenter    shops,    blacksmith    shops,  tin 
shops  and  cigar  factories),  closing  not  later  than  6  p.  m* 
private  and  paroihial  schools;  grain  and  tobacco  elevators 
and    warehouses,    freight    and    storage    warehouses,    and 
stables  and  garages,  both  private,  boarding  and  lively. 
In  class  D  30  per  cent  of  the  total  connected  load  is  deemed 
active.      Such  class  consists  of  the  University  of  Wisconsin. 
In  class  E   55  per  cent  of  the  total  connected  load  is  deemed 
active.     Such  class  consists  of  all  interior  lighting  for  the 
city   of   Madison,   including   commercial   a.   c.   current  for 
schools,    police    and    fire   station,    libraries,    hospitals  and 
other  city  buildings. 
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In  class  F  the  total  connected  load  is  deemed  active.     Such 
class   consists   of   unmetered    lighting    for   signs,    outlines 
and  windows,  contracted  for  upon  a  yearly  basis. 
The  minimum  bill  is  |1.00  net  per  month. 

Where  company  is  unable  to  read  meter  after  reasonable  effort, 
the  fact  will  be  plainly  indicated  upon  the  monthly  bill, 
the    minimum    charge    of    |1    assessed    and    dlfferetices 
adjusted'  with  the  consumer  when  meter  is  again  read. 
Company  bills  all  consumers  the  gross  rate,  and  the  difference 
between  the  gross  and  net  rates  above  specified,  or  1  cent 
per  kw.  hr.,  constitutes  a  discount  for  prompt  payment. 
D.'scounts  will  not  be  granted  after  the  13th  day  of  the  month 
following  the  last  date  of  meter  reading. 
Xiamps  rated  at  108  middle  voltage  are  handled  by  the  utility.    The 
first  installation  of  carbon  lamps  is  not   furnished  free  of 
charge.     Carbon    lamps    are    renewed    free    when    returned 
blackened  but  unbroken.     16  c.  p.  lamps  are  sold  at  20  cts. 
.Mazda    lamps   are   sold    at    about    cost.     The    smallest  size 
Tungsten  lamp  handled  in  40  watt.     Information  regarding 
these  matters  is  given  only  verbally.     Information  regarding 
these  matters  was  formerly  given  through  newspaper  adver- 
tisements.    Lamps  renewed  upon  request  if  found  to  be  in- 
efficient. 
For  the  re-connection  of  meters  for  the  same  consumer  upon 
the  same  premises  a  charge  of  $2  is  made. 

Commercial  Power. 

For   direct  current  electric   power   purpose's,   as   measured   by 
meters  owned  and  installed  by  the  company,  a  charge  of 

50  cts.  net  per  active  horse  power  crapacity  per  month,  plus 

4  cts.  net  or  5  cts.  gross  per  kilowatt  hour. 
Active  horse  power  shall  consist  of  a  fixed  percentage  of  the 
nominal  rated  capacity  of  the  motor,  as  indicated  on  the 
manufacturer's  name-plate.     The  following  percentage  of 
such  capacity  is  deemed  active': 
"Where  installations  are  under  10  h  p.  and  only  one  motor 

is  used    90% 

Where  installations  are'  under  10  h.  p.  and  more  than  one 

motor  is  used 80% 

Where  installations  are  10  h.  p.  or  over  and  less  than  20 

h.  p.,  irrespective  of  number  of  motors .• 70% 

*  Where  installations  are  20  h.  p.  or  over  and  less  than  50 
h.  p..  irrespective  of  number  of  motors,  yearly  con- 
tract basis    60% 

♦Where  installations  are  50  h.  p.  or  over  and  less  than 
100  h.  p.  irrespective'  of  number  of  motors,  yearly 
contract  basis    55% 

♦Where  installations  are  over   100  h   p.,  irrespective  of 

number  of  motors,  yearly  contract  basis 50% 

The  minimum  bill  shall  be  $1.50  net  per  month. 

Where  company  is  unable  to  read  meter  after  reasonable  effort, 
the  fact  will  be  plainly  indicated  upon  the  monthly  bill, 
the  m'nimum  charge  of  $1.50  assessed  and  differences 
adjusted  with  the  consumer  when  meter  is  again  read. 

Company  bills  all  consumers  the  gross  rate,  and  the  difference 
between  the  gross  and  net  rates  above  specified,  or  1  cent 
per  kw.  hr.,  constitutes  a  discount  for  prompt  payment. 

Discounts  will  not  be  granted  after  the  13th  day  of  the  month 
following  the  last  date  of  meter  reading. 

For  the  re-connectlon  of  meters  for  the  same  consumer  upon 
the  same  premises  a  charge  of  $3  is  made. 

•  I^S8  than  yearly  contract  basis,  70  per  cent  active. 
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Option  AT.  Rate: 

To  any  single  consumer  having  in  service  a  connected  load  of 
fifty  or  more  h.  p.,  and  located  within  limited  districts  along 
the  company's  power  lines,  the  company  agrees  to  furnish 
a  limited  direct  current  approximately  500  volt  service  at 
the  following  rate,  and  subject  to  the  following  regulations: 

Rate. 

Demand  Charge: 

$1.60  per  month  per  maximum  average  h.  p.  demand. 
Current  Charge: 

2  cts.  per  kw.  hr.  consumed. 

Demand  charges  for  any  month  shall  be  computed  from  the- 
maximum  average  h.  p.  demand  of  any  preceding  month  of 
the  contract  selected  by  the  company.  Such  maximum 
average  h.  p.  demand  as  above  referred  to  shall  be  deter- 
mined by  taking  the  average  of  any  three  maximum  daily 
demands,  selected  by  the  company,  that  may  occur  in  any 
one  month. 

Such  daily  maximum  demands  shall  be  determined  by  taking  the 
average  h.  p.  demanded  over  any  period  of  three  consec- 
utive minutes  selected  by  the  company  during  any  conseciL- 
tive  twenty-four  hours  selected  by  the  company. 

Regulations. 

Bill  shall  be  rendered  on  the  first  of  each  month  and  shall  be 
payable  on  or  before  the  13th  of  each  month. 

Contracts  shall  be  made  for  a  period  of  not  less  than  three 
years. 

The  current  shall  be  measured  through  one  meter. 

Contracts  shall  not  apply  to  current  used  for  lighting  purposes. 

In  all  matters  not  specifically  mentioned,  the  rules  and  regu- 
lations of  the  company,  shall  be  deemed  applicable. 

Street  Lighting. 

254- — 6.6  ampere,  76  volt,  a.  c.  series  enclosed  arcs  burning  on  att 
every  night  dusk  to  midnight  schedule.  Rate  $52.00  per 
lamp  per  year. 
58 — 6.6  ampere,  76  volt,  a.  c.  series  enclosed  arcs  burning  on  BXt 
all  night  every  night  schedule.  Rate  $72.00  per  lamp  per 
year. 

MADISON. 

(Population,  25,531.) 

SOUTHERN  WISCONSIN  POWER  CO. 

Method  of  generation,  hydraulic. 
Daily  operating  period,  continual. 

Power  furnished  under  contract  at  the  following  rate  to  The  MiU 
xoaukee  Electric  Railway  &  Light  Co. 
$180,000.00  per  year  for  83.552  kw.  hrs.  delivered  and  taken 
each  and  every  day  of  the  year,  extra  service  furnished  at 
option  of  the'  power  company  is  paid  for  at  the  rate  of 
.005  cts.  per  kw.  hr.     Power  is  delivered  and  measured 
at  Watertown,  Wis.,  at  40,000  volts  in  the  substation  of 
The  Milwaukee  Electric  Railway  &  Light  Co. 
Power  is   furnished  under  contract  to  the  Portage  EV*ctric  Light 
Co.,  Portage,  Wis. 
225  kws.  at  $2.25  per  kw.  hr.  per  month,  reservation  charga. 
All  power  used  at  .005  cts.  per  kw.  hr. 
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Discount  on  reservation  charge,  25  cts.  per  month  per  kw.  if 
paid  on  thef  10th  of  the  month.  Current  is  deliyered  and 
measured  at  2200  Tolts  at  Portage  substation;  in  addi- 
tion the  customer  pays  a  substation  charge  of  $3,000.00 
per  annum. 
Power  is  furnished  the  Village  of  Kilhourn, 

For  operating  lighting  plant  and  water  works  plant  on  the 
basis  of  furnishing  100  kw.  maximum  demand  at  the  rat0 
of  $2.25  per  kw.  per  month  for  reserve  charge,  and  ,01  cts. 
per  kw.  hr.  for  all  power  used  as  measured  by  meter. 

Discount  25  cts.  pef  month  per  kw.  on  reservation  charge,  if 
bills  are  paid  before  the  10th  of  the  month. 

Power  is  delivered  at  2200  volts  to  the  village  plant  and  there 
metered. 
Retail  power  rates  in  Kilboum. 

Power  is  retailed  in  the  business  district  in  Kilbourn  at  a  flat 
rate  of  $4.50  per  h.  p.  per  month,  based  upon  the  maxi- 
mum demand  or  the  rating  of  the  motor,  with  a  discount 
of  50  cts.  per  h.  p.  per  month  if  bills  are'  paid  on  or  before- 
the  10th. 

The  rate  for  small  motors  of  %  h.  p.  or  less  is  $3.00  per  month 
net. 


MANAWA. 

(Population,  820.) 

lilTTLE  WOLF  RIVER  LUMBER  CO. 

Method  of  generation,-hydraulic  and  purchased. 

Daily  operating  period,  dusk  to  midnight  and  5  a.  m.  to  daylight. 

Commercial  Lighting. 
METEB  Rates: 

Current.  10  cts.  per  kw.  hr. 
Meter  rent,  25  cts.  per  month. 
FrjiT  Rates: 

Residences  35  cts.  per  16  c.  p.  lamp  per  month. 
Business  places,  50  cts.  per  16  c.  p.  lamp  per  month.     10  to  20 
lamps,  35  cts.  each;  20  or  more  lamps,  20  cts.  each. 
No  charge  for  connecting  building  to  line. 

Lamps  rated  at  220-210-200  volts  are  handled  by  the  utility.  The 
first  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  16  c.  p.  lamps  are  sold  at  20  cts.  Tungsten  and 
tantalum  lamps  are  sold  at  about  cost.  The  smallest  size 
Tungsten  lamp  handled  is  40  watt.  Information  regarding 
these  matters  is  given  only  verbally.  No  regular  inspection 
of  the  incandescent  lamps  in  service  is  made. 

Street  Lighting. 

39 — 60  watt,  220  volt,  d.  c.  multiple  Tungsten  lamps  burning  on 
an  every  night  dusk  to  12  p.  m.  and  5  a.  m.  to  daylight 
schedule.     Rate  $7.20  per  lamp  per  year. 

MANITOWOC. 

(Population,  13.027.) 

ELECTRIC  LIGHT  CO. 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 
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Commercial  Lighting. 

Meter  Rates: 

Dwellings,  Offices?  Churches,  and  Schools. 

Bills  up  to    $50  a  year 12  cts.  per  kw.  hr. 

Bills  from    $50  to    $75  a  year.  .  .  .2  cts.  reduction. 
$75  to  $100  a  year.  .  .    3     " 
"     $100  to  $150ayear.  .  .    4      " 

On  bills  over  $150 ,5     " 

Comynercial  Stores,  Hotels,  etc. 

Bills  up  to  $15  a  nionth lO  cts.  per  kw.  hr. 

Bills  from  $15  to  $20  a  month..  .    1  ct.  reduction. 
$20  to  $30  a  month..  .    2   "       " 

Over  $30  a  month 3  " 

Drug  Stores,  Barber  Shops,  and  Stores. 

Open  every  night 8  cte.  per  kw.  hr. 

Bills  over  $30  a  month 1  ct.  reduction. 

Lamps  rated  at  112-118  volts  are  handled  by  the  utility.  The 
first  installation  of  carbon  lamps  is  furnished  free  t)f  charge. 
Carbon  lamps  are  renewed  free  of  charge  when  burned  out 
and  in  addition  consumers  are  given  credit  slips  quarterly  en- 
titling them  to  one  16  c.  p.  lamp  for  each  $5.00  revenue  paid 
in.  These  printed  slips  are  sent  in  with  the  bills  calling  the 
consumer's  attention  to  the  matter  of  renewals.  Tungsten, 
and  tantalum  lamps  are  sold  for  16  cts.  less  the  cost  price. 
The  smallest  size  Tungsten  lamp  handled  is  25  watt.  Infor- 
mation regarding  these  matters  is  given  verbally  and  through 
the  daily  papers.  Tungsten  lamps  are  renewed  free  of  charge 
in  case  they  burn  out  within  a  few  days  after  they  are  pur- 
chased. No  regular  inspection  of  the  incandescent  lamps  in 
service  is  made. 

Commercial  Power. 

Bills  of  $2.00  a  month  or  over 6  cts.  per  kw.  hr. 

"     "    $1.00  to  $2  a  month 10"     *'     "     " 

"     "     less  than  $1.00  a  month....    12  "     "     •*     " 
When  service  is  used  10  hours  a  day  the'  following  rate  applies: 
50  cts.  net  per  active  h.  p.  capacity  per  month,  plus  4  cts.  net 

or  5  cts.  gross  per  kw.  hr. 
Active  horse  power  consists  of  a  fixed  percentage  of  the"  nominal 

rated  capacity  of  the  motor,  as  indicated  on  the  manufac* 

turer's  name  plate.     The  following  percentage  of  such  ca- 
pacity shall  be  deemed  active: 
Where  installations  are  under  10  h.  p.  and  only  one"  motor 

is  used    90% 

Where  installations  are  under  10  h.  p.  and  more  than  one 

motor  is  used    80% 

Where  installations  are  10  h.  p.  or  over  and  less  than  20 

h.  p.,  irrespective  of  the  number  of  motors  ........    70% 

Where  installations  are  20  h.  p.  or  over  and  less  than  50 

h.  p.,  irrespective"  of  the  number  of  motors 60% 

Where  installations  are"  50  h.  p.  or  over  and  less  than  100 

h.  p.,  irrespective  of  the  number  of  motors 55% 

Yearly  contract  basis. 

Minimum  bill  $1.00  per  month  net. 

Street  Lighting. 

35 — 5  ampere,  120  volt,  d.  c.  multiple  enclosed  arcs  burning  4,000 
hours  per  annum  on  an  all  night  every  night  schedule. 
Rate  $75.00  per  lamp  per  year. 
360 — 40  watt,  6.6  ampere,  d.  c.  series  Tungsten  lamps  burning 
3,000  hours  per  annum  every  night  from  dusk  to  12  p.  m. 
on  a  moonlight  schedule.     Rate  $10.00  per  lamp  per  year. 
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iO — 75  watt,  6i.^  ampere,  d.  c.  series  Tungsten  lamps,  same  burn- 
ing schedule  as  the  other  Tungsten  street  lamps.  Rate 
$16.00  per  lamp  per  year. 

MLABINETTE. 

(Population,  14,610.) 
M£NOMIN££  &  MARINETTE  LIGHT  &  TRACTION  CO. 

Method  of  generation,  steam  and  hydraulic. 
Daily  operating  period,  continual. 

Commercial  Lighting. 
Meteb  Rates: 

Minimum  monthly  charge,  $1.00. 

11  cts.  per  kw.  hr.  for  the  first  30  hours*  use  per  month  of  the 

active  connected  load. 
7  cts.  per  kw.  hr.  for  the  second  60  hours'  use  per  month. 

4  cts.  per  kw.  hr.  for  each  additional  hour's  use  per  month. 
The  active  connected  load  or  the  demand  for  residences  shall 

consist  of  45  per  cent  of  the  total  connected  load,  except 
for  consumers  where  the  actual  demand*  is  known.* 
The  active  connected  load  or  the  demand  for  business  or  com- 
mercial lighting  shall  consist  of  60%  of  the'  total  con- 
nected load,  except  in  cases  where  the  actual  demand  is 
known. 

Business  lighting  shall  consist  of  all  retail  and  wholesale  mer- 
cantile establishments,  manufacturing  plants,  banks, 
saloons,  pool  and  billiard  rooms,  nickelodeons,  ofilces. 
studios,  dressmaking  parlors,  opera  houses,  schools, 
depots,  and  all  other  consumers  of  this  character  not  here- 
in otherwise  provided  for. 

The  active  connected  load  for  halls,  lodges,  churches,  hotels, 

clubs,  hospitals,  livery  stables,  libraries,  jails  and  similar 

establishments  shall  consist  of  45   per  cent  of  the  total 

connected  load,  except  where  the  actual  demand  is  known. 

Optional  Readiness-to-Serve  Rate. 

15  cts.  per  month  per  16  c.  p.  lamp  (50  w.)  demanded;  4  cts.  per 
kw.  hr.  for  current  consumed,  the  demand  or  connected 
load  to  be'  the  same  as  under  the  above  schedule. 
Any  customer  electing  this  rate  must  use  same  for  one  year. 

10%  discount  allowed  on  above  rates  if  bill  is  paid  on  or  be- 
fore the  tenth  day  of  the  month  succeeding  that  during 
which  the  charges  were'  incurred. 

No  charge  will  be  made  to  customers  on  the  foregoing  schedule 
for  lamp  renewals  of  8,  16,  24  or  32  c.  p.  carbon  filament 
of  the  regular  clear  glass  type,  upon  the  return  of  burned 
out  lamps  with  the  glass  unbroken.  Lamps  broken,  lost  or 
unaccounted  for  must  be'  paid  for  by  the  consumer. 
Display  Lighting. 

Service  to  be  connected  to  a  circuit  controlled  from  our  sub- 
station, which  is  turned  on  at  dusk  and  turned  off  at  12 
o'clock  midnight. 

5  cts.  per  kw.  hr.  for  current  consumed,  computed  as  follows: 

thef  connected  load  multiplied  by  2000  hours,  equal  annual 

consumption,  mutiplied  by  5  cts.  equal  annual  charge,  to 

be  paid  in  equal  monthly  installments. 
No  lamp  renewals  furnished  or  discount  allowed  on  this  rate. 
This  ratef  to  apply  to  consumers  not  on  this  midnight  ClrcuU* 

who  furnisti  A  time  limit  switcli, 
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WHOhCrSALE  RATK  fob  El^KCTBlC  LlQHTI.NO. 

For  customers  whose  net  lighting  bills  amount  to  $150.00  or 
more  per  month,  2.2  cts.  per  kw.  hr.  will  be  made  subject 
to  a  discount  of  10%  if  paid  on  or  before  the  10th  day  of 
the  month  succeeding  that  during  which  the  charges  were 
Incurred.  $150.00  shall  be  the  minimum  in  all  cases. 
No  free  lamp  renewals  furnished  on  this  rate. 
Flat  Rate  LiOHriNo  fob  Residences. 

1.1  cts.  per  watt  per  month  for  actual  demand,  subject  to  a 
discount  of  10%  if  paid  on  or  before  the  10th  day  of  the 
month  succeeding  that  during  which  the  charges  were  in- 
curred. 
The  actual  demand  to  be  governed  by  an  "excess  indicator"  set 

to  a  stateiT  amount  from  100  to  300  watts. 
The  company  to  furnish  the'  "excess  Indicator"  and  the  con- 
sumer to  furnish  lamps  and  renewals. 
Consumers  under  this  rate  to  contract  for  not  less  than  one 
year. 
Lamps  rated  at  110-112  volts  are  handled  by  the  utility.     Tlie 
first  installation  of  carbon  lamps  is  ^lot  furnished   free  of 
charge.     Carbon    lamps    are    renewed    free    when    returned 
blackened  but  unbroken.     16  c.  p.  lamps  are  sold  at  25  cts.; 
Ave  or  more  at  20  cts.     Tungsten  lamps  are  sold  at  list  price: 
five  or  more  at  less  than  list  price.     The  smallest  size  Tung- 
sten lamp  handled  is  25  watt.     Information  regarding  these 
matters  is  given  through  the  newspapers,   printed  and  dis- 
tributed with  manufacturers*  pamphlets  by  mail  and  at  col- 
lection  office.     Lamp   inspection    made    in    connection    with 
the  checking  of  consumer's  installation. 

Commercial  Power. 

Meter  Rates: 
A  service  charge  of  50  cts.  per  month  for  each  horse  power  of 

nominal  rated  capacity  of  motor  or  less,  and 
3%  cts.  per  kw.  hr.  for  Installations  of  20  h.  t).  or  less. 
3  cts.  per  kw.  hr.  for  installations  of  over  20  h.  p.  and  under 

50  h.  p. 
2%  cts.  per  kw.  hr.  for  installations  of  50  h.  p.  and  over,  and 

under  75  h.  p. 
2  cts.  per  kw.  hr.  for  Installations  of  75  h.  p.  and  over  and 

under  100  h.  p. 

1%  cts.  per  kw.  hr.  for  installations  of  100  h.  p.  and  over,  and 
under  200  h.  p. 

1  ct.  per  kw.  hr.  for  installations  of  200  h.  p.  and  over  and 
under  500  h.  p. 

%  of  a  cent  per  kw.  hr.  for  Installations  over  500  h.  p. 
500  Volt  D.  C.  Power. 

For  all  customers  now  using  500  volt  trolley  current,  50  cts. 
per  month  for  each  h.  p.  of  nominal  rated  capacity  of 
motor  or  less,  and  5  cts.  per  Tew.  hr.  for  curretit  u»ed, 
subject  to  being  disconnected  either  temporarily  or  per- 
manently at  any  time  we  can  not  convenletitly  furnish 
this  current. 

A  minimum  charge  of  $1.00  per  month  will  be  made  in  all 
cases. 

10%  discount  allowed  on  above  rates  If  bills  are  paid  on  or  bef- 
fore  the   10th  (Tay  of  the  month  succeeding  that  during 
which  the  charges  were  incurred. 
Optional  Wholksale  Powkr  Rate. 

For  all  power  customers  paying  $150.00  net  per  month  for  each 
and  every  month  in  the  year,  2  cts.  per  kw.  hr.  net  with 
no  service  charge. 
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street  liiglitlng. 

91 — 6.6  ampere,  d.  c.  series  enclosed  arcs  burning  3,170  hours  per 

annum  on  an  all  night  moonlight  schedule.     Rate  $61.50 

per  lamp  per  year. 
30 — 4  ampere,  d.  c.  series  enclosed  arcs,  same  burning  schedule 

and  rate  as  the  other  arcs. 
1 — 32  c.  p.,  110  volt,  d.  c.  multiple  carbon  Incandescent  lamps, 

same  burning  schedule  as  the-. arcs.     Rate  $23.00  per  lamp 

per  year. 

MABSHFDSLD. 

(Population,  5,783.) 

MARgHFIELD  WATER,  ELECTRIC  LIGHT  ft  POWER  CO. 

Method  of  generation,  steam. 

Daily  operating  period,  continual.  ; 

Commercial  Lighting. 

Meter  Rates: 

Minimum  charge,  11.00  per  month. 
Current,  12  cfta.  per  1000  watt  hours. 

The  following  discounts  will  be  allowed  if  paid  on  or  before 
the  15th  day  of  the  month  of  issue  at  the  electric  light 
office: 

8,000  watt  hours  to    40,000  watt  hours.  10%. 
40,000      "  "     "   100,000   *'        "  25% 

100,000      "  "     "   250.000   "        "  35% 

250,000     "  "     "  and  over  '       50% 

No  charge  for  connecting  building  to  line. 

(Incomplete  report.)  Carbon,  Tungsten  and  tantalum  lamps  are 
handled  by  the  company.  The  first  installation  of  carbon 
lamps  is  not  furnished  free  of  charge.  Carbon  lamps  are  re- 
newed free  when  returned  blackened  but  unbroken.  16  c.  p. 
lamps  are  sold  at  25  cts.  Information  regarding  these  mat- 
ters is  given  only  verbally.  No  regular  inspection  of  the  in- 
candescent lamps  in  service  is  made. 

Commercial  Power. 

Minimum  charge  50  cts.  peT  h.  p.  under  20  h.  p.;  25  cts.  per 
h.  p.  over  20  h.  p. 

For  the  first  50,000  watt  hours 7  cts.  per  M. 

For  the  second  50.000  watt  hours 6  cts.  per  M. 

For  the  third  50,000  watt  hours 5^/6  cts.  per  M. 

Above  250,000  watt  hours  to  1.000,000  w.  h..    4  cts.  per  M. 
1,000,000  watt  hours  to  1,500,000  w.  h.,  3%  cts.  with  5  per 

cent  discount. 
1,500,000  watt  hours  to  3,000,000  w.  h.,  3  Cts.  with  5  per 

cent  discount. 
3,000,000  watt  hours  and  over.  2%   cts.  with  5  per  cent 
discount. 

A  charge  of  50  cts.  will  be  made  for  services  which  are  con- 
nected after  having  been  discontinued  on  account  of  fail- 
ure to  pay  bill  within  specified  time. 

Street  Lightiiig. 

57 — 6.6  ampere,  80  volt,  a.  c.  series  enclosed  arcs  burning  2,912 
hours  per  annum  on  9,  moonlight  schedule.  Rate  $75.00 
per  lamp  per  year, 
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MAUSTON. 

(Population,  1,701.) 
MAUSTON  ELECTRIC  SERVICE  CO.  ^ 

Method  of  generation,  steam  and  hydraulic. 

Daily  operating  period,  every  day  except  Sundays.  <  ''• 

Commercial  Lighting. 

Mi-rrEB  Rates: 

Minimum  monthly  bill,  75  ets. 

Current   12%  cts.  per  kw.  hr.  when  paid  the  5th  of  each  month. 
16%     "  "  "  after  5th 

Flat  Rates: 

No  flat  rate  for  residences. 

8  c.  p.  lamp,  per  month $0.25 

16      "  "  "  50 

32      "  "  "  1.00 

100  watt  Tungsten    "  1.00 

Lamps  rated  at  110  volts  are  handled  by  the  utility.     The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
Carbon  lamps  are  renewed  free  when  returned  blackened  but 
unbroken.      16   c.    p.   lamps   are  sold   at   25    cts.     Tungsten 
I  lamps  are  sold  at  about  cost.     The  smallest  size  Tungsten 

lamp  handled  is  25  watt.  Information  regarding  these  mat- 
ters is  printed  and  distributed  by  the  utility.  No  regular  in- 
spection of  the  incandescent  lamps  in  service  is  made. 

Commerrial  Power.- 

Minimum  charge  per  month  ll.'OO  per  h.  p.,  with  $1.00  for  each 

motor  added. 
8  cts.  per  kw.  hr.  up  to  25  kw.  hrs.  for  each  h.  p.  connected,  and 

6  cts.  per  kw.  hr.  for  each  kw.  hr.  over. 

Street  Ligliting. 

26 — 6.6  ampere,  70  volt,  d.  c.  series  enclosed  arcs  burning  on  a 

dusk  to  1:40  a.  m.  moonlight  schedule. 
650  c.  p.,  incandescent  lamps. 

A  lump  sum  of  $1,782.00  is  received  for  the  above  light- 
ing. 

MAYVILLE. 

(Population,  2,282.) 

THE  NORTHWESTEKN  LIGHT  &  POWER  COMPANY. 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Meter  Rates: 

Minimum  monthly  charge 75  cts. 

For  the  first  100  kw.  hrs 10     " 

"    second   100  "      9     " 

"    third       100  "      8      " 

"    next       300  "      6     " 

For  all  above  600  "      4     " 

Discount  5y<  if  paid  before  10th  of  month. 
No  free  lamp  renewals. 

Lamps  are  not  handled  by  this  utility.     Attention  is  given  to  tho 
lamps    handled   by    dealers    to    see    that   no   overcharges    are 
made.     The  inspections  are  made  incidentally  by  the  electri* 
cian. 
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Commercial  Power. 

For  the. first  100  kw.  hrs 8  cts. 

**    second   100          "      6  " 

"    third       100          "      5  " 

"    next       300          " 4  " 

For  all  above  6  00          "      3  " 

Discount  5%  If  paid  before  10th  of  month. 

Street  Lighting. 

26 — 6.6  ampere,  75  volt,  a.  c.  series  enclosed  arcs  burning  3,102 
hours  per  annum  on  an  all  night  every  night  schedule. 
Rate  $50.00  per  lamp  per  year. 
10 — 6.6  ampere,  75  volt,  a.  c.  series  enclosed  arcs,  same  burning 
schedule  as  the  other  arcs.  Rate  $65.00  per  lamp  per 
year. 

4 — 40  watt,  110  volt,  a.  c.  multiple  Tungsten  lamps  burning  2,920 
hours  per  annum  on  an  all  night  every  night  schedule. 
Regular  commercial  rate. 

1 — 32  c.  p.,  llrO  volt,  a.  c.  multiple  carbon  incandescent  lamps, 
same  burning  schedule  as  the  Tungstens.  Regular  com- 
mercial rate. 

MAZOMANIE. 

(Population.   917.) 

MUNICIPAL    PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  12  p.  m. 

Commercial  Lighting. 

Metkb  Rates: 

Current,  per  kilowatt  hour 11      cts. 

"  ampere'  hour 0.8     " 

lamp  hour 0.55   " 

Plat  Rates: 

16  c.  p.  lamp,  $7.00  per  year. 
Churches,  some  shops,  offices  per  year,  $1.75. 
No  charge  for  connecting  building  to  line". 

Lamps  rated  at  108-110  and  112  volts  are  handled  by  the  utility. 
The  first  installation  of  carbon  lamps  is  furnished  free  of 
charge.  Carbon  lamps  are  renewed  free  when  returned  black- 
ened but  unbroken.  Tungsten  lamps  are  sold  at  about  cost. 
The  smallest  size  Tungsten  lamp  handled  is  25  watt.  Infor- 
mation regarding  these  matters  is  given  only  verbally. 

Street  Lighting. 

48 —  60  watt, 
2 —  80  watt,  and 
6 — 100  watt,  5.5  ampere,  a.  c.  series  Tungsten  lamps  burning  on 

a  moonlight  schedule  from  dusk  to  12  p.  m.     Rate  $12.00 

per  lamp  per  year. 

MEDFORD. 

(Population,   1,846.) 
MEDFORD  LIGHT  &  HKATING  CO. 

Method  of  generation,  steam. 

Daily  operating  period,  sunset  to  sunrise. 

Commercial  Lighting. 

Meter  Rates: 

Minimum  monthly  charge,  $1.00. 

Current,  up  to  30  kw.  hrs.  10  cts.  per  kw.  hr. 
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Current,  from  30  to  50  kw.  hrs.  8  cts  per  kw.  hr. 
Current  over  60  kw.  hrs.  6  cts.  per  kw.  hr. 
Plat  Hates: 

oO  cts.  per  16  c.  p.  lamp,  midnight  service. 
V5  cts.   •'    16  "  all  night 

$1.00      **    32  "  midnight 

$1.50      •'    32  "  all  night 

Arc  lamps,  dusk  to  midnight,  $5.00  per  month. 
Lamps  rated  at  104  to  lib  volts  are  nandled  by  the  utility.  The 
nrst  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  No  lamps  are  renewed  free  of  charge,  except  when 
lamps  are  defective.  16  c.  p.  lamps  are  sold  at  25  cts. — 12.50 
per  dozen.  Tungsten  lamps  are  sold  at  about  list  price.  The 
smallest  size  Tungsten  lamp  handled  is  25  watt,  information 
regarding  these  matters  is  given  only  verbally.  No  regular 
inspection  of  the  incandescent  lamps  In  service  is  made. 

Street  Lighting. 

32 — 6. a  ampere,  75  volt,  d.  c.  series  enclosed  arcs  burning  4,000 
houis  per  annum  on  an  all  night  every  night  schedule. 
Rate  $78.00  per  lamp  per  year. 

mellen: 

(Population,   1,833.)  ^ 

MELLUN  WATER  A  LIGHT  GO. 

Method  of  generation,  steam  and  hydraulic. 

Daily  operating  period,  dusk  to  daylight  and  all  day  Tuesday  and 
Wednesday. 

Commercial  Lighting. 

Mia'ER  Kates: 

Minimum  charge  on  meter  rates  f  1.25  per  month. 

First  50  M  watts 10  cts.  per  1000  watts. 

Next    50        **         8 

Next    60        "         6        "  " 

All  over  150  M  watts 4        "  "  " 

Plat  Ratks: 

Minimum  charge  on  flat  rate  |1.00  per  month  to  any  one  cus- 
tomer. 

24  e.  p.  ail  nigut  light $1.50  per  month. 

16     ••  *'  " 1.00 

8     *•  "  "      50  " 

6      •*  '•  '*      40  " 

For  saloon  and  restaurant  lighting. 
16  c.  p.  from  dark  till  midnight,  75  cts.  per  month. 
For  stores  and  residences  lighting  where  lights  are  used  during 
business  hours  and  till  bed  time  only. 

24  c.  p 75  cts.  per  month. 

16       *    50     " 

8      '*    25      V 

6      •* 20      "  *• 

No  charge  for  connecting  building  to  line. 

An  extra  charge  of  5u  cts.  will  be  made  where'  light  is  required  to 

be  cut  off,  when  reconnected  later. 
Lamps  rated  at  106-108-110  and  112  volts  are  handled  by  the 
utility.  The  flrst  installation  of  carbon  lamps  is  charged,  the 
returned  lamps  credited  and  payment  made  for  shortage. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are 
sold  at  20  cts.;  second  grade  15  cts.  or  two  for  25  cts.  Tung- 
sten and  tantalum  lamps  are  sold  at  about  cost.  The  smal- 
lest size  Tungsten  lamp  handled  is  25  watt.     Information  re- 
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garding  these  matters  is  given  through  newspaper  advertise- 
ments and  Is  printed  and  distributed  by  the  utility.  No  regu- 
lar inspection  of  the  incandescent  lamps  in  service  is  made. 

Street  Lighting. 

6 — 6  ampere,  110  volt,  a.  c.  multiple  enclosed  arcs  burning  3,600 
hours  per  annum  on  an  all  night  every  night  schedule. 
Rate  $84.00  per  lamp  per  year. 
33 — 24  c.  p.  112  volt,  a.  c.  multiple  carbon  incandescent  lamps, 
same  burning  schedule  as  the  arc.  Rate  $19.20  per  lamp 
per  year. 

MENASHA. 

(Population,  6,081.) 

MUNICIPAL    PLANT. 

Method  of  generation,  Diesel  gas  engine. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Meteb  Rates: 

6  cts.  per  kw.  hr. 
Lamp  renewals  free.  , 

Street  Lighting. 

80 — 7  ampere,  a.  c.  series  enclosed  arcs  burning  3,650  hours  per 
annum  on  an  all  night  every  night  schedule.  No  charge 
made. 

MENASHA. 

(Population,  6,081.) 

WISCONSIN  TRACTION  LIGHT,  HEAT  &  POWER  CO. 

Method  of  generation,  current  purchased. 
Dally  period  of  operation,  continual. 

Commercial  Lighting. 

(Appleton  rates  also  apply  to  Menasha.) 

MENOMONEE  FALLS. 

(Population,    919.) 

MENOMONKE   FALLS   ELECTRIC   LIGHT   CO. 

Method  of  generation,  crude  oil  engine. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Metteb  Rates: 

*^urrent,  16  cts.  per  kw.  hr.     Less  discount  of  25%  on  bills  up 

to  $8.00  and  45%  on  bills  over  $8.00. 
Meter  rent,  25  cts.  per  month. 
No  charge  for  connecting  building  to  line. 

Lamps  rated  at  220  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  chargo. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are  sold 
at  20  cts.  Tungsten  and  tantalum  lamps  are  sold  above  cost 
price.  The  smallest  size  Tungsten  lamp  handled  is  40  watt. 
Information  regarding  these  matters  is  given  only  verbally. 
No  regular  inspection  of  the  incandescent  lamps  in  service  is 
made. 
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Street  Lighting. 

16 — 4  ampere,  220  volt,  d.  c.  multiple  enclosed  arcs  burning  2,190 
hours  per  annum  on  an  every  nigtit  dusk  to  12  p.  m.  sched- 
ule.    Rate  112.00  per  lamp  per  year. 

MENOMONIE. 

(Population,  5,036.) 
CHIPPEWA  VALLFA'  RAILWAY  LIGHT  AND  POWER  CO. 

Method  of  generation,  current  purchased. 
Daily  operating  period,  continual. 

(;omniercial  Lighting. 

Classification  of  Service: 

Class  A. — Dwelling  rooms,  flat,  private  rooming  house,  residence. 

Class  B, — Bank,  barber  shop,  billiard  hall,  card  rooms,  depot,  dress- 
making parlors,  express  company,  garage,  halls,  laundry, 
office,  post  office,  store  or  restaurant,  saloon,  theater,  tele- 
phone company,  telegraph  company,  sign,  show  casd  or  sim- 
ilar advertising  purposes,  windows. 

Class  C. — Asylum,  armory,  blacksmith  shop,  church,  convent,  club 
rooms,  factory,  hotel,  hospital,  heating  plant,  lodge  hall, 
livery  stable,  public  building,  rooming  house,  school,  ware- 
house. 

Meter  Rates: 

13  cts.  per  kw.  hr.  for  the  first  30  hours  use  per  month  of  the 
active  connected  load,  eight  cents  per  kw.  hr.  for  the  next 
60  hours  use  per  month  and  4.5  cents  per  kw.  hr.  for  all 
in  excess  of  90  hours  use  per  month. 
If  payment  is  made  at  the  company's  office  on  or  before  the  10th 
day  of  the  month  for  all  current  consumed  for  incandescent 
lighting  and  measured  by  meters  during  the  preceding 
calendar  month,  the  rate  will  be: 

Primary  Rate — 12  cts.  per  kw.  hr.  for  current  used  equivalent 
to  or  less  than  the  first  30  hours  use  per  month  of  active 
connected  load. 

Secondary  Rate — 7  cts.  per  kw.  hr.  for  additional  current  used 
equivalent  or  less  than  the  next  60  hours  use  per  month  of 
active  connected  load. 

Excess  Rate — 4  cts.  per  kw.  hr.  for  all  current  used  in  excess  of 
above  90  hours  use  per  month  of  active  connected  load. 

Class  "A" — Where  the  total  connected  load  is  equal  to  or  less  than 
500  watts  nominal  rated  capacity,  60  per  cent  of  such  total 
connected  load  shall  be  termed  active.  Where  th3  instal- 
lation exceeds  500  watts  nominal  rated  capacity,  33  1-3  per 
cent  of  such  part  of  the  total  connected  load  over  and 
above  500  watts  shall  also  be  termed  active. 

Class  *'B" — In  this  class  80</^  of  the  total  connected  load  shall  be 
termed  active,  except  sign  and  window  lighting,  33  1-3  per 
cent  of  which  are  active. 

Class**C'' — In  this  class  55  per  cent  of  the  total  connected  load  shall 
be  termed  active. 

Minimum  Rates — The  company  shall  be  required  to  furnish  the 
meter  and  shall  be  authorized  to  make  a  minimum  charge 
of  $1.00  per  month  for  each  meter  installed. 

Recon paction  charge. — Where  customers  discontinue  their  electric 
lights,  no  charge  will  be  made  for  such  service,  but  when 
the  service  is  reconnected,  a  charge  of  $1.00  may  be  made 
for  the  same. 
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Lamp  renewals.  Tungsten  lamps  rated  at  110-112  and  114  volts 
are  handled  by  the  utility.  The  first  installation  of  carbon 
lamps  is  not  furnished  free  of  charge.  No  lamps  are  renewed 
free  of  charge  except  where  lamps  are  faulty.  Lamps  are 
sold  at  list  price.  The  smallest  size  Tungsten  lamp  handled  is 
40  watt.  Information  regarding  these  matters  is  occasionally 
given  through  newspapers  and  printed  matter,  although  most 
of  the  information  is  given  verbally.  Lamp  inspections  are 
made  only  incidentally. 

Commercial  Power.  * 

Power  Rates. — 6  cts.  per  kw.  hr.  for  the  first  30   hours  use  of 

maximum  demand  and  3  cts.  per  kw.  hr.  for  all  in  excess. 
The  term  maximum  demand  is  herein  used  to  mean   the  rated 

capacity  of  motors  or  motor  in  horse  power  multiplied  by 

746  watts. 
Customers  having  a  power  installation  of  25  h.  p.  or  more  shall 

have  the  privilege  of  rating  the  installation  on  its  maximum 

demand. 
Minimum  Power  Bill. — The  minimum  power  bill  will  be  75  cts.  per 

h.   p.  per  month   as  above  determined   where  more  than 

1  horsepower  is  installed.     On  lastallations  of  1  h.  p.  or 

less  the  minimum  bill  will  be  $1.00  per  month. 
Whenever  motors  and  lights  shall  •  be  connected  up  on  the  same 

meter,  a  minimum  charge  will  be  made  for  both  motors  and 

lighU. 

Street  Lighting. 

60 — 7.5  ampere,  72  volt,  a.  c.  series  enclosed  arcs  burning  about 
3,600  hours  per  annum  on  an  all  night  every  night  sched- 
ule.    Rate  $75.00  per  lamp  per  year. 

MERRILL. 

(Population,   8.689.) 
.    MERRILL  RAILWAY  AND  LldHTIXG  CO. 

Method  of  generation,  hydraulic. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Metkb  Rates: 

Minimum  monthly  bill,  $1.00. 

Residence  Lightinff. 

10  cts.  per  kw.  hr.,  with  discounts  as  follows:  Monthly  bill  of 
$4.00,  20'/c;  $5.00,  25^^;  $6.00,  30</,;  $7.00,  35%;  $8.00, 
40%;  $9.00,  45%;  $10.00  or  more,  50%. 

Business  Lighting. 

Rate  No.  1,  30  cts.  per  month,  for  each  40  to  45  watt  Tunsrsten, 
tantalum  or  16  c.  p.  carbon  lamp,  and  2  cts.  per  kw.  hr. 

Rate  No.  2,  20  cts.  per  month  per  unit  as  above  and  3  cts.  per 
kw.  hr. 

Rate  No.  3,  10  cts.  per  month  pef  unit  and  5  cts.  per  kw.  hr. 
Flat  Rates: 

The  flat  rate  is  charged  according  to  the  actual  maximum  load. 
If  there  is  any  question  about  such  maximum  load,  a  maxi- 
mum demand  meter  is  used.  The  highest  reading  of  such 
maximum  demand  meter  for  November,  December  and  Jan- 
uary will  povern  the  flat  rate  for  the  following  year. 

The  rate  shown  to  be  the  cheapest  to  the  consumer  will  be 
charged  for  the  entire  year. 
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Lamps  rated  at  125-250  volts  are  handled  by  the  utility.  The  first 
Installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are  sold 
at  25  cts.  Tungsten  and  tantalum  lamps  are  sold.  Tanta- 
lum  lamps  are  sold  below  cost.  Tungsten  lamps  rated  at 
250  volts  are  sold  below  cost.  Tungsten  lamps  rated  at  125 
volts  are  sold  above  cost.  The  smallest  size  Tungsten  lamp 
handled  Is  25  watt.  Pamphlets  printed  by  manufacturers 
are  distributed  with  monthly  bills.  Information  regarding 
these  matters  is  given  also  through  the  ne'wspapers.  No  reg- 
ular inspection  of  the  incandescent  lamps  in  service  is  made. 
Ninety  per  cent  of  the  lamps  used  are  Tungsten  and  tantalum. 

Commercial  Power. 

Rates  for  motors  are  25  cts.  per  horse  power  month,  and*  5  cts. 
per  kw.  hr.  50  ots.  per  horse  power  month  and  3  cts.  per 
kw.  hr.  11.00  per  horse  power  month  and  2  cts.  per  kw. 
hr.  If  over  ten  horse  power,  $1.00  per  horse  power  month 
and  1  ct.  per  kw.  hr. 

Household  cooking,  full  kitchen  equipment,  2%  cts.  per  kw.  hr., 
Apr.  1st  to  Oct.  1st.  Oct.  1st.  to  Apr.  1st,  5  cts.  per  kw. 
hr.  Water  tank  heaters  $2.00  per  month  in  summer,  $4.00 
in  winter.  No.  2  small  flat  irons,  motors,  and  cooking 
utensils,  at  lighting  rates.  Large  flat  irons,  (tailor  shops, 
etc.)  at  motor  rates. 

In  the  case  of  motors  we  give  consumers  the  cheapest  of  the 
three  rates  each  month.  For  instance,  one  month  the 
motor  might  be  used  but  little  and  the  cheapest  rate  would 
be  25  cts.  per  h.  p.  month,  and  5  ots.  per  kw.  hr.  The 
next  month  the  use  of  the"  motor  might  be  increased  so  that 
$1.00  per  h.  p.  month,  and  2  cts.  per  kw.  hr.  would  be 
the  cheapest  rate. 

Street  liightiiM^. 

91 — 250  watt,  7.5  ampere.  Tungsten  lami)s  in  series  of  seven  on 
250  volt  d.  c.  multiple  circuit  Tungsten  lamps'  burning 
about  4,000  hours  per  annum  on  an  all  night  every  night 
schedule.     Rate  $48,00  per  lamp  per  year. 

MERRILLAN. 

(Population,  625.) 

MUNICIPAL    PLANT. 

Method  of  generation,  hydraulic. 

Daily  operating  period,  sunset  to  sunrise. 

Comniereial  Lighting. 

Metkr  Rates: 

Minimum  monthly  bill,  50  cts. 
Current,  6  cts.  per  kw.  hr. 
Fr.AT  Rates: 

30  cts.  per  16  c.  p.  lamp  per  month. 
Incandescent  lamps  are  not  handled  by  this  utility.     No  effort  is 
made  to  regulate  the  sale  of  lamps  by  dealers.     No  regular 
Inspection  of  the  incandescent  lamps  in  service  is  made. 

Street  Lighting. 

4 — 32  c.  p.,  110  volt,  a.  c.  multiple  carbon  incandescent  lamps 
burning  on  an  all  night  every  night  schedule.     Rate  $7.20 
per  lamp  per  year. 
40 — 40  watt,  110  volt,  a.  c.  multiple  Tungsten  lamps,  same  burn- 
ing schedule  as  above.     Rate  $3.60  per  lamp  per  year. 
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MILTON. 

(Population  833.) 

MIIiTON  WATER*  LIGHT  &  POWER  CO. 

Method  of  generation,  gasoline. 
Dally  operating  period  continual. 

Commercial  Lighting. 

Meteb  Rates: 

Current  for  incandescent  lamps,  low  tension  arc  lamps,  etc.. 
20  cts.  per  kw.  hr.  for  the  first  15  kw.  hrs.  and  15  cti.  per 
kw.  hr.  for  all  in  excess  of  15  kw.  hrs.  used  in  a  month. 
Above  rates  are  subject  to  discounts  for  quantity  consumed^  as 

follows : 
Bills  from  $5.00  to  $10.00  per  month    5  per  cent   discount 
"     10.00  "     20.00    *'       "        10    *• 
"     over  20.00  "       "        15    " 

Commercial  Power. 

When  the  total  installation  is  less  than  one  horse  power,  lighting 

rates  will  be  charged. 
When  total  installation  is  one  horse  power  or  more,  10  cts.  per 

kw.  hr.  consumed  will  be  charged. 

MILWAUKEE. 

(Population,  373,857.) 
COLBY-ABBOTT   BUILDING. 

Method  of  generation,  steam. 
Daily  operating  period,  contiaual. 

Commercial  Lighting. 

Mrtek  Rates: 

Minimum  monthly  charge,  $1.00. 

First  100  kw.  hrs 12  cts. 

Second      100        "        10     " 

Third         100         "        8     " 

Next  300         "        6      " 

All  over  the  above  amounts , .  . . .    4     " 

Lamp  renewals  free. 

Commercial  Power. 

Meter  Rates: 

Minimum  monthly  bill,  $2.00  per  month  for  each  motor  of  2 
h.  p.  and  less  (nominal  rated  capacity)  and  $1.00  per 
month  for  each  h.  p.  or  fraction  thereof  in  excess  of  2  h.  p. 

First  100  kw.  hrs 8  cts. 

Second      100        "        6 

Third         100         "        5 

Next  3U0        "        4 

All  over  the  above  amounts 3 


MILWAUKEE. 

(Population,  373,857.) 
COMMONWEALTH  POWER  CO. 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 

STANDARD  RATE. 

To  customers  signing  the  company's  standard  form  of  applica- 
tion providing  for  service  for  one  year  qr  more,  (he  charge 
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for   electric   service'  shall   be  computed   on   the   following 
basis: 
Demand  Charge  (payable  in  equal  monthly  installments): 
$42.00  per  year  for  each  kw.  of  demand  of  the  first  10  kws. 
130.00  per  year  for  each  kw.  of  demand  of  the  next  50  kws. 
124.00  per  year  for  each  kw.  of  demand  in  excess  of  60  kws. 
Energy  Charge: 

5  cts.  per  kw.  hr.  for  the  first  100  kw.  hrs.  consumption  during 

month. 
4  cts.  per  kw.  hr.  for  the  next  900  kw.  hrs.  consumption  during 

month. 
3  cts.  per  kw.  hr.  for  the  next  3,000  kw.  hrs.  consumption  dur- 
ing month. 
2  cts.  per  kw.  hr.  for  the  next  6,000  kw.  hrs.  consumption  dur- 
•  ing  month. 

1  \^  cts.  per  kw.  hr.  for  all  energy  consumed  in  any  month  in 
excess  of  10,000  kw.  hrs. 
.    Lighting  Skbvkk. 

The  foregoing  rate  shall  apply  to  all  customers  utilizing  com- 
pany's electric  service  for  lighting  and  receiving  free  re- 
newals of  company's  standTard  lamps. 
•     POWKR  Sbrvick. 

The  foregoing  rate,  less  %  ct.  per  kw.  hr.,  shall  apply  to  (1)  all 
customers  utilizing  company's  service  for  the'  operation  of 
electric  motors  and  not  receiving  free  renewals  of  com- 
pany's standard  lamps,  and  to  (2)  all  customers  utilizing 
company's  service  for  any  purpose  and  not  receiving  free 
renewals  of  company's  standard  lamps. 
Measitrement  of  Demand. 

In  the  application  of  the  ''demand  rate,"  the  consumers  demand 
shall  be  determined  by  measurement  or  assessment  as 
follows: 

(A)  Lighting  Service. 

(a)  In  installations  of  1  lew.  connected  and  less,  demand  shall 
be  determined  as  100%  of  the  first  300  watts  connected, 
plus  66%'/^  of  connected  load,  in  addition  to  the  first  300 
watts,  except  where  tests  indicate  the  demand  to  be  larger 
than  that  computed  on  this  basis. 

(b)  In  installations  greater  than  5  kw.  connected,  the  demand 
shall  be  measured. 

(B)  Power  Service. 

The  demand  of  a  consumer  using  company's  service  for  power 
shall  be  determined  as  the  maximum  rate  at  which  energy 
is  used  for  any  continuous  period  of  fifteen  consecutive 
minutes,  as  shown  by  integrating  wattmeter. 

Discount  for  Prompt  Payment  on  Demand  Rate.  On  bills  paid  at 
ofiices  of  company  or  its  authorized  collection  agencies 
within  ten  days  of  date'  of  bill,  a  discount  of  5%  of  the  first 
$25.00  of  all  bills  and  VA  on  amounts  in  excess  of  $25.00 
will  be  given,  but  no  payments  for  a  full  month's  service 
shall  be  less  than  $1.00. 
Maximim  Rate  for  Skrvke. 

The  maximum  rate  of  charge  for  energy  consumed  during  any 
month  shall  be  not  greater  than  the  rates  for  energy  that 
would  be  obtained  under  the'  existing  increment  rate  schedr 
ules,  with  the  prompt  payment  discounts  applying  thereto, 
now  in  force,  viz.: 

(1)    Lighting  Hervice. 

First         200  kw.  hrs.  during  any  month,  10  cts.  per  kw.  hr. 
Next  100         "  "  "  8   "  •* 

300         "  "  "  6   **  •* 
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Next  9.400  kw.  hrs.  during  any  month.  4     cts.  per  kw.  hr. 

"   15,000  "  "  "  3.5 

A)l  energy   in   excess  of   25.000   kw.   hrs. 

during  any  month 3 

Power  Service. 

First        lOo  kw.  hrs.  during  any  month,    8  cts,  per  kw.  hr. 
Neit        100         "              "              ••  6 

100         "              "              "  5 

300         "              "              "  4 

All  energy  in  excess  of  600  kw.  hrs.  dur- 
ing  any  month 3 

*^  is  count  for  Prompt  Payment,  Maximum  Rate  for  Service.     On 

bills  paid  at  offices  of  company  or  its  authorized  collection 

agencies  within  ten   (10)   d'ays  of  date  of  bill,  a  discount 

of  5%  will  be  given,  but  no  payment  for  a  full  month's 

w    ^         service  shall   be  less  than   |1.00. 

^^MuM  Monthly  Paymknt: 

'^)  For  lighting  service  a  minimum  payment  of  $1.00  and  in 
addition  thereto.  25  cts.  for  each  glower  of  each  Nernst 
lamp  installed  and  $1.50  for  each  arc  lamp  installed. 
For  power  service'  a  minimum  charge  of  $2.00  for  an  in- 
stallation of  2  h.  p.  or  less,  nominal  rated  capacity,  and  in 
addition  thereto  $1.00  for  each  h.  p.  or  fraction  thereof, 
of  rated  capacity,  in  addition  to  the  first  2  h.  p. 
provisions  for  minimum  monthly  paymelits  are  applicable 
under  all  rates. 

^  FLAT  RATE  DISPLAY  LIGHTING. 

Votnpany  will  sell  service  for  flat  rate  display  lighting  controlled 
by  company  on  yearly  contracts,  on  the  following  basis  of 
monthly  payments: 


(b) 


^t» 


Rated  consumption  of  lamps  installed. 


Dusk  to 


200  watts 

300     ••       

400     •'       

SOO     "       

aoo    '*     

700      •*       

800     *'       

gOQ      •• 

1.0  kilowatts 
1.5 
2.0 
2.5 
3.0 
3.5 
4.0 
4.5 
5.0 
6.0 
7.0 
8.0 
».0 
10.0 


12  p.  m. 


12.55 

3.80 

6.10 

6.40 

7.55 

8.60 

9.70 

10.80 

11.90 

17  35 

22  75 

28.20 

33.65 

39.10 

44.55 

50.00 

55.40 

66.25 

74.25 

83.30 

H2.35 

101. 4Q 


The  foregoing  flat  rates  include  renewals  of  carbon  filament 
lamps  only  and  include  no  other  maintenance. 

Discount  for  Prompt  Payment  on  Display  Lighting  Rate. 

On  bills  paid  at  offices  of  company  or  its  authorized  collection 
agencies  within  ten  days  of  date  of  bill,  a  discount  of  5% 
on  the  first  $25.00  of  all  bills  and  ly^  on  amounts  In  ex- 
cess of  $25.00  will  be'  given,  but  no  payments  for  a  full 
month's  service  shall  be  less  than  $1.00. 
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Renewals  of  Standard  Incandescent  Lamps. 

Upon  return  to  the  company  of  burned  out  incandescent  lamps 
with  bulbs  unbroken,  company  will  supply,  without  charge, 
its  standard  Incandescent  lamps  which  are  listed  as  follows: 


Approximate  watt     consumption    at 
maximum  voliatfu. 

Nominal 
candie  power. 

Filament. 

♦10 

2 

4 

6 

10 

Id 

32 

Carbon 

2u '.. 

•■ 

IBo 

.» 

au 

*. 

50 

*• 

tA) 

Metallzed 

*For  sign  and  decorativf  ligbtlnff  only. 

Lamps  rated  at  116-125  volts  are  handled  by  the  utility.  The 
first  installation  of  carbon  lamps  is  furnished  free  of  charge. 
Carbon  lamps  are  renewed  free  when  returned  blackened, 
but  unbroken.  16  c.  p.  lamps  are  sold  at  18  eta.  Tungsten 
and  tantalum  lamps  are  sold  at  about  cost,  and  renewed  at 
cost  less  cost  of  carbon  renewals.  The  smallest  size  Tung- 
sten lamp  handled  is  16  watt.  Information  regarding  these 
matters  is  given  only  verbally.  Inspections  are  only  made 
incidentally  by  solicitors. 

MILWAUKEE. 

(Population,  373,857.) 

HOMTOR  BOX  CO. 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 
Meter  Rates: 

Minimum  monthly  charge,  110.00. 

First       1,000    kw.    hrs $40.00 

Second   1,000  "  32.50 

Third      1,000         "  30.00 

If  consumption  in  any  one  month  exceeds  3,000  kw.  hrs.  a  flat 

rate  of  3  Mi  cts.  per  kw.  hr.  applies. 
Discount  5%  if  paid  before  the  tenth  of  the  following  month. 

MILWAUKEE. 

(Population.  373,857.) 

PLANKINTON  KLKC^TRIC  LIGUT  &  POWER  CO, 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Mktkr  Rates: 

Minimum  monthly  charge,  $1.00. 

First       50  kw.  hrs.  at  the  rate  of  12  cts. 
Next       50       **  **  "        11    •• 

50        "  "  "        10    " 

"  50        •*  "  "  8    ** 

50        "  **  "  6% 

100        ••  "  "  6    " 

300        "  *•  "  5    " 

300        "  "  "  4% 

AlUn  excess  of  X.OOO  "  «  4    - 
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Discount  f>%  if  paid  within  ten  days  from  date  of  bill. 
Lamp  renewals  free. 

Commercial  Power, 

Minimum  monthly  charge',  11.00.. 

First  300  kw.  hrs.  at  the  rate  of  6  cts. 

All  in  excess  of  300  kw.  hrs.  at  the  rate  of  4  cts. 

Discount  5%  if  paid  within  10  days  from  date  of  bills. 

MILWAUKEE. 

(Population,  373,857.) 

RAILWAY  EXCHANGE   BUILDING   CO. 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 

Cominercial  Lighting. 

Meteb  Rates: 

Minimum  monthly  bill,  25  cts. 

Current,  6  to  10  cts.  per  kw.  hr.* 
Lamp  renewals  free. 

MILWAUKEE. 

(Population,  373,857.) 

THE  MILWAUKEE  ELECTRIC  RAILWAY  &  LIGHT  CO. 

(This  schedule  applies  to  the  city  of  Milwaukee  only.) 
Method  of  generation,  steam  and  hydraulic. 
Daily  operating  period,  continual. 

STANDARD    RATE. 

To  customers  signing  the  ciompany's  standard  form  of  contract 
providing  for  service  for  one  year  or  more  the  charge  for 
electric  service  shall  be  computed  on  the  following  basis: 
Demand  Charge  (payable  in  equal  monthly  installments). 

142.00  per  year  for  eacrh  kw.  of  demand  of  the  first  10  kws. 
3U.0U  per  year  for  each  kw.  of  demand  of  the  next  50  kws. 
24.00  per  year  for  each  kw.  of  demand  in  excess  of  60  kws. 
Energy  Charge. 

5  cts.  per.  kw.  hr.  for  the  first  100  kw.  hrs.  consumption 

during  month. 
4  cts.  per  kw.  hr.  for  the  ne'xt  900  kw.  hrs.  consumption 

during  month. 
3  cts.  per  kw.  hr.  for  the  next  3000  kw.  hrs.  consumption 

during  month. 
2  cts.  per  kw.  hr.  for  the  next  6000  kw.  hrs.  consumption 

during  month. 
1%  cts.  per  kw.  hr.  for  all  energy  consumed  in  any  month 
in  excess  of  10,000  kw.  hrs, 

(a)  Lighting  Sbbvice. 

The  foregoing  rate  shall  apply  to  all  customers  utilizing  com« 
pany's  electric  service  for  lighting  and  receiving  free  re- 
nerwals  of  coihpany's  standard  lamps. 

(b)  POWEB  Sebvice. 

The  foregoing  rate,  less  one-half  cent  per  kw.  hr.,  shall  apply  to 
(1)  all  customers  utilizing  company's  service  for  the  opera- 
tion of  electric  motors  and  not  receiving  any  free  reuawals 
of  company's  standard  lamps,  and  to  (2)  all  mstoraers 
utilizing  company's  service  for  any  purpose'  and  not  receiv- 
ing any  free  renewals  of  company's  standard  lamps. 

If  the  consumer  contracts  to  use  and  uses  the  service  of  the 
company  for  the  period  and  under  the  terma  and  condl« 
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lions  specified  in  the  contract  under  which  such  service  is 

sold,  the  company  agrees  to  allow  the  consumer  discounts 

from    its   present    standard    rate    unlimited    lighting    and 

power  service  selling  prices,  as  follows: 
First  Year — No  discount. 
Second  Year. — 2%  from  current  monthly  bills;  and  at  the  end 

of  the  second  year  2%  on  bills^  paid  during  the  first  year. 
Third  Year. — 6</r  from  current  monthly  bills  and  at  the  end  of 

third  year  3%  on  bills  paid  during  the  first  and   second 

years. 
For  any  years  of  the  term  of  the  contract  beyond  the  third  year 

5%  from  current  monthly  bills. 

(c)  Limited  or  "Off-Peak"  Skrvice. 

The  foregoing  rates,  for  lighting  and  power  service,  respectively, 
lefis  one-half  the  "demand  charge"  shall  apply  to  all 
customers  contracting  to  utilize  and  utilizing  the  com- 
pany's service  at  times  during  the  calendar  days,  other  than 
during  the  hours  of  the  month  specified  as  follows: 

Month  *  Hours  during  which  service 

shall  not  be  used. 

October 5 : 30  p.  m.  to  7  p.  m. 

November    5:00     "     "   "   " 

December 4:30     "     "  "  " 

January    4:40     "     "  "  " 

February    5:20     "     "  "  " 

March 6:00     "     "  "  " 

(d)  "Ten  Seven"  Service. 

The  foregoing  rates,  for  lighting  and  power  sefvice,  respect- 
ively, less  three-quarters  of  the  "demand  charge"  shall 
apply  to  all  customers  contracting  to  utilize  and  utilizing 
the  company's  service  only  during  the  hours  10  p.  m.  to 
the  following  7  a.  m. 
Maximi'm  Rate  For  Service. 

The  maximum  rate  of  charge  for  service  during  any  month 
shall  be  not  greater  than  the  rates  for  service  that  would 
be  obtained  under  the  existing  increment  rate  schedules, 
with  the  prompt  payment  discounts  applying  thereto,  viz.: 

Lighting  Service. 

First       100  kw.  hrs.  during  any  month  12  cts.  per  kw.  hr. 

Second   100   '•        "  "  "        "  10     " 

Third      100   "        *'  *'  "        "  8     " 

Next      300   *'       "  "  "        "  6      " 

Next  14400   "        "  "  "        "  4     " 

Next  15000   "        •*  "  M        «  3^  » 

All   energy  in   excess  of   30,000    kw.    hrs.    during  any  month 
3  cts. 

Power  Service. 

First      100  kw.  hrs.  during  any  month     8  cts.  per  kw.  hr. 
Second   100   "        "  "  "        "  6      " 

Third      100   "        **  **  **        "  5      " 

Next       300   "        "  *•  "        "  4      " 

All  energy  in  excess  of  600  kw.  hrs.  during  any  month,  3  cts. 

The  prompt  payment  discount  hereinbefore  referred  to,  appli- 
cable to  the'  foregoing  maximum  rates,  is  a  discount  of  5% 
for  cash  payment  upon  bills  paid  at  the  company's  oiSce 
within  ten  days  after  their  respective  dates. 
MiNTMtTM  Monthly  Payments. 

Minimum  monthly  payments  by  any  consumer  shall  be  thd 
monthly  installment  of  the  annual  "demand  charge,"  pro- 
vided, however,  that  the  minimum  monthly  payment  in 
any    instance    shall    be   not    greater    than    the   minimum 
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charge  that  would  be  made  und!er  the  existing  schedule, 
'Viz.: 

(a)  For  lighting  service  a  minimum  payment  of  11.00  and 
in  addition  thereto  25  cts.  for  each  glower  of  each  Nernst 
lamp  installed.  11.50  for  each  arc  lamp  installed. 

(b)  For  power  service  a  minimum  charge  of  |2.00  for  an  in- 
stallation of  2  h.  p.  or  less  nominal  rated  capacity,  andl 
in  addition  thereto  $1.00  for  each  h.  p.  or  fraction  there- 
of, of  rated  capacity,  in  addition  to  the  first  two  h.  p. 
The  provisions  for  minimum  monthly  payments  are  appli- 
cable under  all  rates. 

Measubement  of  Demand. 

In  the'  application  of  the  "Standard  Rate,"  the  consumer's 
demand  shall  be  determined  by  measurement  or  assess- 
ment as  follows: 

Lighting  Service. 

(a)  In  installation  of  2  kw.  connected  and  less,  demand  shall 
be'  determined  as  100%  of  the  first  300  watt  connected, 
plus  66%%  of  connected  load  in  addition  to  the  first  300 
watts,  except  where  tests  indicate  the  demand  to  be 
larger  than  that  computed  on  this  basis. 

(b)  In  installations  greater  than  2  lews,  connected,  the  demand 
shall  be  measured. 

Power  Service. 

The  demand   of  a  consumer   using   the  company's  service  for 
power  shall  be  determined!  as  thef  maximum  rate  at  which 
energy  is  used  for  any  continuous  period  of  fifteen  con- 
secutive minutes,  as  shown  by  integrating  watt  meter. 
Residence  Lighting  Service, 

To  customers  contracting  for  service  for  one  year  or  more,  for 
residence  lighting  service  with  free  renewal  of  company's 
standard  lamps,  the  following  rate  shall  be  used: 

(a)  Primary  charge  of  12  cts.  per  kw.  hr.  for 

(1)  The  first  4  kw.  hrs.  consumed  per  month  for  each  of 
the  first  4  active  rooms; 

(2)  The  first  2%  kw.  hrs.  consumed  per  month  for  each 
of  the  active  rooms  in  addition  to  the  first  4. 

All  rooms  except  the  following  shall  be  counted  as 
active:  3  bedrooms,  bathrooms,  basement,  garret, 
closets  and  back  porch. 

(b)  Secondary  charge  of  5  cts.  per  kw.  hr.  for  all  energy  in  ex- 
cess of  that  paid  for  at  the  primary  rate  in  (a),  up  to  ai 
total  of  100  kw.  hrs.  and  4  cts.  per  kw.  hr.  for  the  next 
900  kw.  hrs. 

FLAT   RATE   DISPLAY   LIGHTING. 

Company  will  sell  service  for  flat  rate  display  lighting  con- 
trolled by  company  on  yearly  contracts,  on  the  following 
basis  of  monthly  payments: 


Rated  consumption  of  lamps  installed. 


200wa1tflor  less 

300  watts 

400       ••    

500       "    

600       '•    

700       "    

800       '*    

000       "    

10 


Dusk  to 

11  p.  m. 

12  p.  m. 

12. ?4 

$2.54 

3.35 

3.B0 

4.50 

5.10 

5.60 

6.40 

6.75 

7.55 

7.75 

8  60 

8.75 

9.70 

9.70 

10.80 
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Bated  consumption  of  lamp(»  installed. 


1.0  kilowatt. 

'6.0 

'6.Q 
4.U 
*.3 
S>.U 
u.O 
7.0 

lu.u 


Daskto 


11  p.  m.     1 

12  p.  m. 

10.«5 

11.90 

13.50 

li.as 

Xu.3» 

KS.Jii 

'^.ia 

25.au 

^M 

»d.d5 

M.NI          1 

SM.IU 

39.06 

44.55 

41.50 

5u.W 

itf.do 

a5.4U 

&t*.UO 

«5.k5 

tfT.MI 

74.L* 

itf.UU 

ty.su 

b«.i^ 

yx.do 

VS.Jed 

I01.4«f 

The  foregoing  flat  rates  include  renewals  of  carbon  filament 
lamps  only  and  include  no  other  maintenance. 

The  company  will  supply  and  install  on  yearly  contracts,  re- 
newals of  Mazda  sign  lamps  for  a  flat  monthly  charge  of 
four  (4)  cts.  per  lamp  installed.  The  foregoing  applies 
to  flat  rate  display  lighting  or  to  the  equivalent  display 
lighting  on  a  meter  basis,  providing  service  is  used  not  to 
exceed  2,250  hours  per  year.  Where  such  service  is  used 
in  excess  of  2,250  hours  per  year,  the  renewals  will  be  fur- 
nished at  a  proportionately  increased  monthly  charge  per 
lamp. 

The  eoubumer  shall  purchase  from  the  company  the  first  instal- 
lation of  such  lamps  and  all  increases  thereof  at  the  com- 
pahy's  regular  prices. 
Discount  for  Prompt  Payment. 

On  bills  paid  at  offices  of  company  or  its  authorized  collection 
agencies  within  ten  days  of  date  of  bill,  a  discount  of  59^ 
of  the  first  $25.00  of  all  bills,  and  1%  on  amounts  in  ex- 
cess of  125.00  will  be  given.  This  discount  shall  apply 
only  where  the  prompt  payment  discount  of  5%  provided 
for  in  the  existing  increment  rate'  schedules,  is  not  given. 

SHORT    TIME  RATE. 

To  customers  obtaining  service  for  periods  of  less  than  one  year 
the  charge  for  electric  service  shall  be  computed  according 
to  the  existing  increment  rate'  schedules  with  the  prompt 
paying  discount  applying  thereto,  viz: 
<1)  Lighting  Service, 

First      100  kw.  hrs.  during  any  month,  12  cts.  per  kw.  hr. 
Second    100         "  **  "  10 

Third       100  "  "  "  8 

Next       300  **  "  "  6 

Next  14400  "  "  "  4 

Next  15000  "  "  "  3% 

All  energy  in  excess  of  30000  kw.  hre.  during  any  month,  3 
cts.  per  kw.  hr. 
(2)   Power  Service. 

First      100  kw.  hrs.  during  any  month 
Second  100 
Third     100    *      " 
Next       300 

All  energy  In  excess  of  600  kw.  hrs.  during  any  monthi  8  cti. 
per  kw.  hr, 
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8  crts.  pe'r  kw.  hr. 
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5 

4     " 
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The  prompt  payment  discount  hereinbefore  referred  to,  applica- 
ble to  toe  foregoing  short  time  rates,  is  a  discount  of  5% 
for  cash  payment  uppn  bills  paid  at  company's  office  within 
ten  days  after  their  respective  dates. 

Re:«EWAL8  Ol!'   STANDABD  INCANDESCENT  LAMPS. 

To  entitle  consumers  to  free  renewals  of  carbon  filament  incan- 
descent lamps,  the  first  installation  of  such  lamps  or  any 
increases  thereof  made  after  January  1,  1912,  must  be  pur- 
chased by  the  consumer  from  the  company  at  the  company's 
regular  prices.     The  company  will  receive  baclc  and  allow 
consumers  full  credit  for  all  such  lamps  at  the  termination 
of  contract  for  service,  provided  such  lamps  are  delivered  by 
the  consumer  to  the  company's  office  with  bulbs  unbrolcen, 
and   further    provided    that   the   consumer   has    complied 
with  all  the  terms  and  conditions  of  the  contract  under 
which  service  has  been  furnished  and  free  renewals  had 
been  allowed. 
The  Company  will  deliver  without  charge  carbon  filament  lamps 
for  renewals  to  consumers  entitled  thereto  on  regular  days 
each  week,  providing  consumers  give  company  three  busi- 
,    nesB  days  previous  written  notice  of  the  number  and  kind 
of  lamps  required. 
Lamps  rated  at  113-123  top  voltage  are  handled  by  the  utility. 
.16  c.  p.  lamps  are  sold  at  20  cts.     Tungsten  and  tantalum 
lamps  are  sold  above  cost;  15  cts.  is  allowed  on  cost  of  renew- 
als.    The  smallest  size  Tungsten  lamp  handled  is  5  watt.     In- 
formation regarding  these  matters  is  printed  and  distributed 
by  the  utility,  together  with  manufacturers'  pamphlets  both 
from  house  to  house  and  at  collection  office.     Information  is 
given  also  through  newspaper  advertisements.     No  regular 
inspection  of   the   incandescent   lamps  in   service   is   made. 
Service  of  illuminating  engineer  is  free  upon  request. 


Approximate  watts  cODiiumptlon  at  max!- 
mum  vol  I  aye. 

Nominal  c. 

P. 

Filament. 

♦10 

2 

4 

tf 

10 

16 

40 

Carbon. 

20 

•  • 

X5 

•  » 

30.'. 

ftft 

60. 

»ft 

100 

Metalized. 

♦For  sign  and  decorative  \\ght\ng  only. 

Street  Lighting.    . 

1011 — 9.6  ampere,  50  volt,  d.  c.  series  enclosed  arcs  burning  3,931.41 
hours  per  annum  on  an  all  night  every  night  schedule. 
Rate  $65.00  per  lamp  per  year. 
18 — 6  ampere,  120  volt,  a.  c.  multiple  enclosed  arcs,  same  burning 
schedule  and  rate  as  above. 
1191 — 6.6  ampere,  75  volt,  a.  c.  series  enclosed  arcs,  same  burning 
schedule  and  rate  as  above. 
6 — 6  ampere,  120  volt,  a.  c.  multiple  enclosed  arcs,  same  burning 
schedule  and  rate  as  above. 
89 — 4  ampere,  75  volt,  d.  c.  series  magnetic  enclosed  arcs,  same 
burning  schedule  and  rate  as  above. 
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MILWAUKEE. 

MILWAUKEE  LIGHT,  HEAT  AND  TRACTION  COMPANY. 

This  schedule  applies  to  the  following  places:  Cudahy,  Kast 
Milwaukee,  East  Troy,  Racine,  South  Milwaukee,  Wau- 
kesha, Wauwatosa,  West  Allis,  and  West  Milwaukee^  but 
not  to  the  city  of  Milwaukee. 

I.   STANDARD  RATE. 

To  customers  signing  the  company's  standard  form  of  contract 
providing  for  service  for  one  year  or  more  the  charge  for 
electric  service  shall  be  computed  on  the  following  basis: 
Demand  Charge  (payable  in  equal  monthly  installments). 

$42.00  per  year  for  each  kilowatt  of  demand  of  the  first  10 
kw. 
30.00  per  year  for  each  kilowatt  of  demand  of  the  next  50 

kw. 
24.00  per  year  for  each  kilowatt  of  demand  in  excess  of  60 
kilowatt,  payable  in  equal  monthly  installments. 
All  plus  an  energy  charge  as  follows: 
Energy  Charge. 

5c  per  kilowatt  hour  for  the  first  100  kilowatt  hours  con- 
sumption during  month. 
4c  per  kilowatt  hour  for  the  next  900  kilowatt  hours  con- 
sumption during  month. 
3c  per  kilowatt  hour  for  the  next  3000  kilowatt  hours  con- 
sumption during  month. 
2c  per  kilowatt  hour  for  the  next  6000  kilowatt  hours  con- 
sumption during  month, 
l^c  per  kilowatt  hour  for  all  energy  consumed  in  any  month 
in  excess  of  10,000  kilowatt  hoiirs. 

(a)  Lighting  Service. 

The  foregoing  rate  shall  apply  to  all  customers  utilizing 
company's  electric  service  for  lighting  and  receiving 
free  renewals  of  company's  standard  lamps. 

(b)  Power  Service. 

The  foregoing  rate,  less  one-half  cent  per  kilowatt  hour, 
shall  apply  to  (1)  all  customers  utilizing  company's 
service  for  the  operation  of  electric  motors  and  not 
receiving  any  free  renewals  of  company's  standard 
lamps  and  to  (2)  all  customers  utilizing  company's 
service  for  any  purpose  and  not  receiving  any  free  re- 
newals of  company's  standard  lamps. 

(c)  Limited  or  '^Off-Peak''  Service. 

The  foregoing  rates,  for  lighting  and  power  service,  re- 
spectively, less  one-half  the  "demand  charge"  shall 
apply  to  all  customers  contracting  to  utilize  and  util- 
izing the  company's  service  at  times  during  the  calen- 
dar day,  other  than  during  the  hours  of  the  month 
specified  as  follows: 

Hours  during  which  service 
'  Month.  shall  not  be  used. 

^  October    5 :  30  p.  m.  to  7  p.  m. 

'  November   5 :  00  p.  m.  to  7  p.  m. 

December    4 :  30  p.  m.  to  7  p.  m. 

January    4 : 4  0  p.  m.  to  7  p.  m. 

February 5 :  20  p.  m.  to  7  p.  m. 

March    6 :  00  p.  m.  to  7  p.  m. 
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(d)    "Ten  Seven"  Service. 

The  foregoing  rates,  for  lighting  and  power  service*  re- 
spectively, less  three-quarters  of  the  "demand  charge" 
shall  apply  to  all  customers  contracting  to  utilize  and 
utilizing  the  company's  service  only  during  the  hours 
10  p.  m.  to  tho  following  7  a.  m. 

II.   MAXIMUM  RATE  FOR  SERVICE  AND  MINIMUM  PAYMENTS. 

(a)  Maximum  Rate  fob  Sebvice. 

The  maximum  rate  of  charge  for  service  during  any  month 

shall  be  not  greater  than  the  rates  for  service  that 

would  be  obtained  under  the  existing  Increment  rate 

schedules*  with  the  prompt  payment  discount's  apply- 

,    ing  thereto,  viz.: 

(1)  Lighting  Service, 

First      100  kw.  hrs.  durjng  any  month  12  cts.  per  kw.  hr. 

Second   100          "                     "  10 

'    Third     100          "                     "  8 

Next       300          "                     "  6 

Next  14400          "                     "  4 

Next  15000          "                     "  3% 

All  energy  in  excess  of  30000  kw.  hrs.  during  any  month 
3  cts.  per  kw.  hr. 

(2)  Power  Service. 

First     100  kw.  hrs.  during  any  month  8  cts.  per  kw.  hr. 
Second  100  "  "  6 

Third    100  "  "  5 

Next       300  "  "  4 

All  energy  in  excess  of  600  kw.  hrs.  during  any  month 
3  cts.  per  kw.  hr. 
The  prompt  payment  discount  hereinbefore  referred  to,  ap- 
plicable to  the  foregoing  maximum  rates,  is  a  discount  of 
5  per  cent  for  cash  payment  upon  bills  paid  at  the  com- 
pany's office  within  ten  days  after  their  respective  dates. 

(b)  Minimum  Monthly  Payments. 

Minimum  monthly  payments  by  any  consumer  shall  be  the 
monthly  installment  of  the  annual  "demand  charge" 
provided,  however,  that  the  minimum  monthly  pay- 
ment in  any  instance  shall  be  not  greater  than  the 
minimum  charge  that  would  be  made  under  the  exist- 
ing schedule,  viz.: 

(1)  For  lighting  service  a  minimum  payment  of  $1.00  and  in 

addition  thereto  25  cts.  for  each  glower  of  each  Nernst 
lamp  installed,  |1.50  for  each  arc  lamn  installed. 

(2)  For  power  service  a  minimum  charge  of  $2.00  for  an  in- 

stallation of  2  horse  power  or  less  nominal  rated  ca- 
pacity, and  in  addition  thereto  $1.00  for  each  horse- 
power or  fraction  thereof,  of  rated  capacity,  in  addi- 
tion to  the  first  two  horse  power.  The  provisions  for 
minimum  monthly  payments  are  applicable  under  all 
ratfls 

III.   MEASUREMENT  OF  DEMAND. 
In  the  application  of  the  "Standard  Rate,"  the  consumer's  demand 
shall  be  determined  by  measurement  or  assessment  as  fol- 
lows: 

(A>     LlOITTINO    SERnC'E. 

(1)    Commercial  Lighting. 

(a)  In  installations  of  1  kw.  connected  and  less,  dempnd  shall 
be  determined  as  100  per  cent  of  the  first  300  watt 
connected,  plus  66%  oer  cent  of  connected  lead  in 
additipn  tp  the  first  300  watts,  except  where  te^tQ  Iq- 
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<}icate  the  demand  to  be  larger  than  that  computed 
on  this  basis, 
(b)   In  installations  greater  than  1  kw.  connected,  the  de- 
mand  shall  be  measured. 
(B)   Power  Service. 

The  demand  of  a  consumer  using  the  company's  service 
for  power  shall  be  determined  as  the  maximum  rate  at 
which  energy  is  used  for  any  continuous  period  of 
fifteen  consecutive  minutes,  as  shown  by  integratins 
watt  meter. 

IV.  RESIDENCE  LIGHTING  SERVICE. 

To  customers  contracting  for  service  for  one  year  or  more,  for 
residence  lighting  service  with  free  renewal  of  company's 
standard  lamps,  the  following  rate  shall  be  used: 

(a)  Primary  charge  of  12  cts.  per  kilowatt  hour  for 

(1)  The  first  four  (4)  kilowatt  hours  consumed  per  month  for 

each  of  the  first  four  (4)  active  rooms; 

(2)  The  first  two  and  one-half  (2%)  kilowatt  hours  consumed 

per  month  for  each  of  the  active  rooms  in  addition  to 
the  first  four  <4). 
All  rooms  except  the  following  shall  be  counted  as  active: 
3  bed-rooms,  bathrooms,  basement,  garret,  closets  and 
back  porch. 

(b)  Secondary  charge  of  5  cts.  oer  kilowatt  hour  for  all  energy 

in  excess  of  that  paid  for  at  the  primary  rate  in  (a), 
up  to  a  total  of  100  kilowatt  hours  and  4  cts.  per  kilo- 
watt hour  for  the  next  900  kilowatt  hours. 

V.  FLAT  RATE  DISPLAY  LIGHTING. 

Company  will  sell  service  for  flat  rate  display  lighting  controlled 
by  company  on  yearly  contracts,  on  the  following  basis  of 
monthly  payments: 

Rated  consumption  Dusk  to 

of  lamps  installed.                                       11  d.  m.  12  p.  m. 

300  watts $3.35  $3.80 

400       "        4.50  5.10 

500       *•        5.60  6.40 

600       "        • 6.75  7.55 

700       "         7.75  8.60 

800       "        8.75  9.70 

900       *'        9.70  10.80 

1.0   kilowatt    10.65  11.90 

1.5        "             15.50  17.35 

2.0        "             20.35  22.75 

2.5        "             25.15  28.20 

3.0        **             : 30.00  33.65 

3.5        "             34.85  39.10 

4.0        "             39.65  44.55 

4.5        "             44.50  50.00 

5.0        "             49.35  55.40 

6.0        "             59.00  65.25 

7.0        "             67.90  74.25 

8.0        "             76.00  83.30 

9.0        "             84.15  92.33 

1§.0        "             92.25  101.40 

The  foregoing  flat  rates  include  renewals  of  carbon  fllamept  tampci 
^nly  and  include  no  other  maintenance. 
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VI.   DISCOUNT   FOR   PROMPT   PAYMENT. 

On  bills  paid  at  offices  of  company  or  its  authorized  collection  agen- 
cies  within  ten  (10)  days  of  date  of  bill,  a  discount  of  five 
per  cent  (5  per  cent)  of  the  first  twenty-five  dollars  ($25.00) 
of  all  bills  and  one  per  cent  on  amounts  in  excess  of  twenty- 
five  dollars  ($25.00)  will  be  given.  This  discount  shall  apply 
oniy  where  the  prompt  payment  discount  of  5  per  cent  pro- 
vided for  in  the  existing  increment  rate  schedules,  is  not 
given.  ;    ijj^jd 

VII.     SHORT  TIME  RATE. 

To  customers  obtaining  service  for  periods  of  less  than  one  year 
the  charge  for  electric  service  shall  be  computed  according  to 
the  existing  increment  rate  schedules  with  the  prompt  pay- 
ment discount  applying  thereto,  viz.: 

(1)  Lighting  Service. 

First       100  kw.  hrs.  during  any  month  12  cts.  per  kw.  hr. 

Second   100  "  "  10 

Third      100  "  "  8 

Next        300  "  "  6 

Next  14400  "  **  4 

Next  15000  "  "  3*^ 

All  energy  in  excess  of  30000  kw.  hrs.  during  any  month 
3  cts.  per  kw.  hr. 

(2)  Power  Service. 

First       100  kw.  hrs.  during  any  month  8  cts.  per  kw.  hr. 
Second   100  '*  "  6 

Third      100  "  "  5 

Next       300  "  "  4 

All  energy  in  excess  of  600  kw.  hrs.  during  any  month 
3  cts.  per  kw.  hr. 
The  prompt  payment  discoumt  hereinbefore  referred  to,  applicable 
to  the  foregoing  short  time  rates,  is  a  discount  of  5  per  cent 
for  cash   payment   upon   bills   paid   at  the  company's  ofiice 
within  ten  days  after  their  respective  dates. 

Vir.  RENEWALS  OP  STANDARD  INCANDESCENT  LAMPS. 

To  entitled  consumers  to  free  renewals  of  carbon  filament  incan- 
descent lamps,  the  first  installation  of  such  lamps  or  any  in- 
creases thereof  made,  after  the  first  day  of  April,  1912,  must 
be  purchased  by  the  consumer  from  the  company  at  the  com- 
pany's regular  prices.  The  company  will  receive  back  and 
will  allow  consumers  full  credit  for  all  such  purchased  lamps 
at  the  termination  of  contract  for  service,  provided  such 
lamps  are  delivered  by  the  consumer  to  the  company's  offlco 
wfth  bulbs  unbroken:  and  further  provided,  fhnt  the  con- 
sumer has  complied  with  airthe  terms  and  conditions  of  the 
contract  under  which  service  has  been  furnished  and  free  re- 
newals had  been  allowed. 
Approximate  Nominal 

watts  consumption  candle 

at  maximum  voltage  power  Filament 

•10  2  carbon 

20  4 

25  « 

30  10 

50  16 

100  40        ^  MetaUzed 

t  For  sign  and  decorative  lights  QUly. 
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MILWAUKEE. 

(Population,   373.857.) 
WELLS  POWER  CO. 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Current  consumed  in  offices  above  the  first  floor  in  office  build- 
ings at  the  rate  of  10  cts.  per  kw.  hr.     Minimum  charge, 
25  cts.  per  month. 
In  all  other  cases  current  for  lighting  at  the  following  schedule 
of  rates  per  kw.  hr.  used  in  one  month: 
First     100  kw.  hrs.  at  the  rate  of     8  cts. 
Second  100        "  "  "  6    " 

Next      200        "  "  "  5% 

200        "  "  "  5     ** 

200        "  ••  "  4% 

800        "  *'  "  4    *' 

"     1,400        "  •*  "  3% 

All  in  excess  of  3.000    "  "  3    ** 

Minimum  charge,  50  cts.  per  month. 

The  forego:  ng  rate's  shall  apply  to  customers  using  the  com- 
pany's service  for  lighting  where  company  furnishes  free 
renewals  of  its  standard  lamps. 
A  reduction  of  one-half  cent  per  kw.  hr.  will  be  made  from  fore- 
going rates  to  customers  using  the  company's  service  for 
lighting   where  company  does  not   furnish   free  rene'wals 
of  its  standard  lamps. 
Lamps  rated  at  120-126   volts  are  handled  by  the  utility.     The 
first  installation  of  carbon  lamps  is  furnished  free  of  charge. 
Carbon  lamps  are  renewed  free  when  returned  blackened  but 
unbroken.     16  c.  p.  lamps  are  sold  at  20  cts.     Tungsten  and 
tantalum  lamps  are  sold  at  cost,  renewals  at  less  than  cost. 
The  smallest  size  Tungsten  lamp  handled   is  25   watt.     In- 
formation regarding  these  matters  is  printed  and  distributed 
by  the  utility  from  collection  office.     Annual  inspection  of  all 
lamps  is  made. 


Commercial  Power. 

Minimum  monthly  charge.  50  cts. 

First     200  kw.  hrs.  at  the  rate  of 

6  cts. 

Second  200 

r>    *• 

Next      200 

3% 

•              «                    9QQ 

2% 

All  in  excess  of  1,500     ** 

2  4/10  cts. 

MINERAL  POINT. 

(Population,   2,925.) 

MINERAL  POIXT  PUBLIC  SERVICE  CO. 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Mktkr  Ratks: 

Minimum  monthly  bill,  $1.00. 

16  cts.  per  kw.  hr.  subject  to  the  following  discounts: 

13.00 in  one  month  10  per  cent. 

4.00 •.  .      "  *•       15 

5.00   tp   ?7.U0.  .,  .      "  "20 
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17.00  to  $10.00.  .  .  .}n  one  month,  25  per  cent. 


10.00  to     15.00.  .  . 

14 


«<  ** 


15.00  to  20.00.  .  . 

20.00  to  25.00.  .  . 

25.00  to  30.00.  .  . 

Above  30.00... 


4* 


30 

35 

40 

45 

50 

5%  additional  if  not  paid  within  10  days  of  date  of  bill. 
Rates  for  electric  cooking  and  heating. 

First         20  kw.  hrs.  used  during  month,  10  cts.  per  kw.  hr. 
Second      20         **  "  "  8    " 

Third        20  "  "  *'  6    " 

All  above  60  "  "  "  5    " 

Lamps  rated  at  106-112  volts  are  handled  by  the  utility.  The 
first  Installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps 
are  sold  at  25  cts.  Tungsten  and  tantalum  lamps  are  sold 
slightly  above  cost.  The  smallest  size  Tungsten  lamp  handled 
is  40  watt.  Information  regarding  these  matters  is  printed 
and  distributed  by  the  utility  at  the  office  and  from  house  to 
house.  Only  incidental  inspection  of  the  incandescent  lamps 
in  service  Is  made. 

Commercial  Power. 

Minimum  monthly  charge,  50  cts.  per  month  per  h.  p.  of  motors 
installed. 

Day  load  only         2  h.  p.  and  over         Per  kw.  hr. 
1  to       100  kw.  hrs.  used  during  month,  10  cts. 
101  to       200         "  "  "  6    " 


201  to     5000 

5001  to     6000 

6001  to  25000 

25001   to   50000 

50001  or    more 


II  II 

II  K 

II  41 

II  II 

II  II 


5     " 
4    " 
3    " 
2% 
2    •• 


5%  additional  if  paid  within  10  days  of  date  of  bill. 

Street  Lighting. 

8 — 6.6  ampere,  a.  c.  series  enclosed  arcs  burning  on  a  moonlight 
schedule  to  12  p.  m.     Rate  $75  per  lamp  per  year. 
132 — 50  watt,  6.6  ampere,  a.  c.  series  Tun&rsten  lamps,  same  burn- 
ing schedule  as  the  arcs.     Rate  $15  per  lamp  per  year. 

MISHICOT. 

(Population,  .) 

MISHICOT    ELECTRIC    LIGHT   &   POWER    PLANT. 

Method  of  generation, 
Daily  operating  period, 

CTommercial  Lighting. 

Meteb  Rates: 

Minimum  monthly  bill,  75  cts. 

Current,  15  cts.  per  kw.  hr.  with  following  discounts  if  bill  is 
paid  before  the  10th  of  the  following  month: 

Up  to  $5.00 10  per  cent. 

$5.00    "     7.50 15 

7.50    "   10.00 20 

10:00    "   12.50 25 

12.50  and  over 33% 

Meters  are  furnished  and  installed  by  company. 


II 
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Street  Lighting. 

8 — 60  watt,  Tungsten  lamps  burning  1825  hours  per  annum  on 
an  every  night  dusk  to  12  p.  m.  schedule.  Rate  $15  per 
lamp  per  year. 

1 — 100  watt,  Tungsten  lamps,  same  burning  schedule  as  above. 
Rate  $25  per  lamp  per  year. 

MONDOVL 

(Pop^ilation,   1.325.) 
THE  MONDOVI   LIGHT  &  POWER  CO. 

Method  of  generation,  hydraulic  and  steam. 

Daily  operating  period,  dusk  to  11:15;  Saturdays  to  12:00. 

Commercial  Lighting. 

Meteb  Rates: 

Minimum  monthly  charge,  75  cts. 

Current,  10  cts.  per  kw.  hr.  for  first  200  kw.  hrs.  used;  5  cts. 
per  kw.  hr.  for  all  additional  current  used. 
Plat  Rates: 

Incandescent  Business, 

One  to  ten  16  c.  p.  lamps  from  dusk  to  10  o'clock,  each  per 

month,  60  cts. 
One'  to  ten  16  c.  p.  lamps  from  dusk  to  11  o'clock,  each  per 

month,  70  cts. 
For  over  ten  16  c.  p.  lamps,  5  cts.  per  lamp  discount. 
Incandescent  Residence. 

Each  16  c.  p.  lamp  in  kitchen,  dining-room,  living-room,  par- 
lor, library  or  hall  In  any  dwelling  house,  per  month,  50  cts. 
Each  16  c.  p.  lamp  in  sleeping  room,  bath  room,  stable,  (not 
liveTy,  feed  or  sale  stable)  such  lamps  to  be  turned  off  when 
not  in  use,  per  month,  30  cts. 
Churches.     Each  lamp  installed,  per  month,  10  cts. 
Arc  lamps,   5   ampere,    (or   its  equivalent)   enclosed,  each   per 
month,  $6.00. 
Lights  will  be  turned  on  mornings  (except  Sunday)  from  Nov.  15tb 
to  March  1st.     Wiring,  wiring  material,  fixtures,  lamps,  etc., 
furnished  customers  at  cost.     Meters  furnished  at  cost.     Cus- 
tomers discontinuing  the  use  of  electric  service  may  return 
meters  to  company  at  cost  less  20  cts.  per  month  for  time 
meter  was  used. 
Lamps  rated  at  102-120  volts  are  handled  by  the  utility.     The 
first  installation  of  carbon   lamps   is  not   furnished   free  of 
charge.     No   lamps   are  renewed   free  of   charge.     16    c.   p. 
lamps  are  sold  at  25  cts.     Tungsten  and  tantalum  lamps  are 
sold  at  about  cost.     The  smallest  size  Tungsten  lamp  handled 
is  25  watt.     A  few  manufacturers'  pamphlets  are  distributed 
at    the   ofilce.     No    regular   inspection    of   the    incandescent 
lamps  in  service  is  made. 

Street  Lighting. 

12 — 5  ampere.  110  volt,  d.  c.  multiple  enclosed  arcs  burning  on  a 
moonlight  schedule  from  dusk  to  11  p.  m.     Rate  $65  per 
lamp  per  year. 
8 — 60  watt,  110  volt,  d.  c.  multiple  Tungsten  lamps,  same  burn- 
ing schedule  as  the  arcs.     No  rate  given. 
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MONROE. 

(Population,  4,410.) 
MONROE  EliEGTRIC  CO. 

Method  of  generation,  steam. 

Daily  operating  period,  continual,  except  Sunday. 

Commercial  Lighting. 

Meteb  Rates: 

Minimum  monthly  bill,  $1.00. 
Residences: 

Ist        20  kw.  hrs 15  ots.  per  kw.  hr. 

20  to  24  "       ;.$3.00 

24  to  39         •'       12  %  cts.  per  kw.  hr. 

39  -to  48  •*       $4.80 

48  kw.  hp.  and  over ; . .     .10  cts.  per  kw.  hr. 

Business  places: 

Less  than  fifty  16  c.  p.  lamps  installed,   • 

Ist  50  kw.  hrs 10  cts.  per  kw.  hr. 

All  over   6     " 

More  than  fifty  16  c.  p.  lamps  installed, 

1st  100  kw.  hrs 10  cts.  per  kw.  hr. 

All  over 6     " 

Saloon  and  residence  lights  combined. 

Up  to  60  kw.  hrs 10  cts.  per  kw.  hr. 

,  Balance    6     " 

Power  and  light,  business  and  residence  combined, 

up  to  -25  kw.  hrs 10  cts.  per  kw.  hr. 

Balance    6     " 

Light  and  heat,  business  and  residence  combined, 

Up  to  25  kw.  hrs 10  cts.  per  kw.  hr. 

Balance    6     ** 

Light  and  heat,  business, 

Up  to  10  kw.  hrs 10  cts.  per  kw.  hr. 

Balance   6     " 

Heating  and  cooking 6  cts.  per  kw.  hr. 

LAmps  rated  at  108-113  volts  are  handled  by  the  utility.  The 
first  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  No  lamps  are  renewed  free  of  charge.  16  c.  p. 
lamps  are  sold  at  20  cts.  Tungsten  and  tantalum  lamps  are 
sold  approximately  at  cost.  The  smallest  size  Tungsten  lamp 
handled  i«  25  watt.  Pamphlets  printed  by  manufacturers  are 
distributed  at  collection  office  and  with  monthly  bills.  Some 
information  is  given  through  newspaper  advertisements.  In- 
spections are  made  only  incidentally. 

CommerciAl  Power. 

Minimum  monthly  charge,  50  cts.  per  h.  p.  installed. 
All  power,  5  cts.  per  kw.  hr. 

Bills  amounting  to  $20 5%  discount. 
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60 15% 
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btreet  Lighting. 

69 — 4  ampere,  a.  c.  series  open  arcs  burnlngabout  2000  hours  per 
annum  on  a  moonlight  schedule  from  dusk  to  12:30  a.  m. 
Rate  $65  per  lamp  per  year. 
5 — 40  watt,  4  ampere,  a.  c.  series  Tungsten  lamps,  same  burning 
schedule  as  the  arcs.     Rate  $18  per  lamp  per  year. 
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8 — 40  watt,  4  ampere,  a.  c.  series  Tungsten  lamps  burning  al>out 
4000  hours  per  year  on  an  all  night  every  night  schedule. 
Rate  $24  per  lamp  per  year. 

MONTELLO. 

(Population,   1,104.) 
MONTEIiliO  GRANITE  CO. 

Method  of  generation,  steam. 

Daily  operating  period,  sunset  to  12  p.  m.  *- 


t 


(i 


Commercial  Lighting. 

Meter  Rates: 

8  cts.  per  kw.  hr.  for  first  50  kw.  hra. 

6  '*  ••  *•      next  25 

4   ••  "  '•      over  75 

Plat  Rates: 

Business  Houses 40  cts.  each  for       16  c.  p. 

Residences 40    "  "  first  16  c.  p. 

20    "     others. 

Marquette  County  (contract). 

1  arc  lamp $60.00  per  annum. 

3-16  c.  p 14.40 

14-16  c.  p 25.50 

Lamps  rated  at  100  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are  sold 
at  25  cts.  No  Tungsten  and  tantalum  lamps  are  handled. 
Information  regarding  these  matters  is  given  only  verbally. 
No  regular  inspection  of  the  incandescent  lamps  in  service  is 
made. 

Street  Lighting 

18 — 7.5  ampere,  105  volt,  a.  c.  multiple  enclosed  arcs  burning 
2292  hours  per  annum  on  an  every  night  midnight  schedule. 
Rate  $60  per  lamp  per  year. 

MONTICELLO. 

(Population,  671.) 

MUNICIPAL  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  11  p.  m. 

Commercial  Lighting. 

Meter  Rates: 

Current,  10  cts.  per  kw.  hr. 
Meter  rent,  10  cts.  per  month. 
No  lamps  are  handled  by  the  utility.     No  attempt  is  made  to  recru- 
late  the  sale  of  lamps  by  the  dealers.     Information  regard- 
ing these  matters  is  given  only  verbally. 

Street  Lighting. 

20 — 6.6  ampere,  a.  c.  series  enclosed  arcs  burning  on  a  moonlight 
schedule  to  11  p.  m.     Rate  $50  per  lamp  per  year. 
2 — 32  c.  p.  lamps,  same  burning  schedule  as  the  arcs.     No  charge 
made. 
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MT.  HOREB. 

(Population,  1.048.)  i 

MT.  HOREB  ELECTRIC  LIGHT  CO. 

Method  of  generation,  steam. 

Bally  operating  period,  sundown  to  11  p  m.;  Saturdays  11:30  p.  m. 

Commercial  Lighting. 
Meteb  Rates: 

Current,  10  and  12  cts.  per  kw.  hr. 
Flat  Rates:  f 

1  lamp  32  c.  p $1.00  per  month. 

1     "     16    " 50 

Tungsten  60  watt 60 

40     "      50  " 

26      "      35  •♦ 

Lamp  renewals  free. 

Street  Lighting. 

39 — 32  c.  p.,  220  volt,  d.  c.  multiple  carbon  incandescent  lamps 
burning  on  a  moonlight  schedule  to  lip.  m.  Rate  |12  per 
lamp  per  year. 


MUSCOOA. 

(Population,  798.) 

MUNICIPAL  PLANT. 

Method  of  generation,  hydraulic. 
I>aily  operating  period,  dusk  to  12:00. 

Commercial  Lighting. 

Meter  Rates: 

Minimum  monthly  bill,  75  cts. 
Current.  8  cts.  per  kw.  hr. 
F'i.at  Rates: 
Residences: 

Up  to  5  16  e.  p.  lamps,  30  cts.  per  lamp  per  month. 

5  or6  "     " 

7  to  10  "     ** 

11  "   13  "     " 

14  "   16  "     " 

17  "   19  "     •• 

20  ••   22  "      " 

23  "   25  **     " 

Business  Places: 

30  cts.  per  16  c.  p.  lamp  burned  until  9  o'clock. 

No  lamps  are  handled  by  the  utility.  No  attempt  is  made  to  regu- 
late the  sale  of  lamps  by  dealers.  Information  regarding 
these  matters  is  given  only  verbally.  No  regular  Inspection  of 
the  incandescent  lamps  in  service  is  made. 

Street  Lighting. 

7 — 5  ampere,  110  volt,  a.  c.  multiple  enclosed  arcs  burning  from 
dusk  to  12  p.  m.  on  a  moonlight  schedule.  Rate  $50.00 
per  lamp  per  year. 

4 — 150  watt,  110  volt,  a.  c.  multiple  Tungsten  lamps,  same  burn- 
ing schedule  as  above.     Rate  150.00  per  lamp  per  year. 

2 — 260  watt,  110  volt,  a.  c.  multiple  Tungsten  lamps,  same  burn« 
ing  schedule  m  above.    Rate  $5Q,0Q  per  lamp  per  year. 
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6 — 120  watt,  110  volt.  a.  c.  multiple  carbon  incandescent  lamps. 
same  burning  schedule  as  above.  Rate  $9.60  per  lamp  per 
year. 

8 — 60  watt,  110  volt,  a.  c.  carbon  incandescent  lamps,  same  burn- 
ing schedule  as  above.     Rate  15.80  per  lamp  per  year. 

NECEDAH. 

(Population,  1.054.) 

NECEDAH  MILIiING  AND  ELECTRIC  CO. 

Method  of  generation,  steam  and  hydraulic. 

Daily  operating  period,  sundown  to  sunrise,  Saturday  to  12  p.  m. 

Commercial  lilghting. 

Meteb  Ratks: 

Minimum  monthly  bill,  $1.00. 

Current,  15  cts.  per  kw.  hr.  for  the  first  50  kw.  hrs.  _ 

10  cts.  per  kw.  hr.  for  elLcess. 
Meter  rent.  25  cts.  p6r  month. 
Flat  Rates: 
Residences. 

First  2  lightR.  32  c.  p.  $1.00  each;  16  c.  p.,  50  cts.  each; 

8  c.  p.,  30  cts.  each. 
Next  4  lights.  32  c.  p.,  70  cts.  each;  16  c.  p.,  35  cts.  each; 

8  c.  p..  25  cts.  each.^ 
Above  6  lights,  32  c.  p.,  40  cts.  each;  16  c.  p.,  20  cts.  e^ch; 
8  c.  p..  25  cts.  each. 
Stores  and  Other  Places. 

8  c.  p.  incandescent  lamps 30  cts.  each  per  month. 

16  c.  p.  incandescent  lamps 50  cts.  each  per  month. 

32  c.  p.  incandescetit  lamps $1.00  each  per  month. 

Carbon  lamps  rated  at  220  volts  are  handled  by  the  utility. 
Tungsten  lamps  rated  at  110-112  volts  are  handled  by  the 
utility.  The  first  installation  of  carbon  lamps  is  not  furnished 
free  of  charge.  No  lamps  are  renewed  free  of  charge.  16 
c.  p.  carbon  lamps  are  sold  at  25  cts.  and  32  c.  p.  carbon 
lamps  are  sold  for  40  cts.  Tungsten  and  tantalum  lamps 
'  are  sold  slightly  above  cost.  The  smallest  size  Tungsten 
lamp  handled  is  25  watt.  Information  regarding  these  mat- 
ters is  given  only  verbally.  No  regular  inspection  of  the 
incandescent  lamps  in  service  is  made. 

Street  Lighting. 

4 — 5  ampere.  110  volt,  d.  c.  multiple  enclosed  arcs  burning  about 
1,650  hours  per  annum  on  a  moonlight  midnight  schedule. 
Rate  $55.00  per  lamp  per  year. 

NEENAH. 

(Population,  5,734.) 

WISCONSIN  TRACTION,  LIGHT,  HEAT,  &  POWER  CO. 

Method  of  generation,  hydraulic  plant,  steam  auxiliary  at  Appleton. 
Daily  operating  period,  continual.  ^ 

(Appleton  rates  apply  in  Neenah.) 

Street  Lighting. 

92 — ^6.6  ampere,  72  and  80  volt,  a.  c.  series  enclosed  arcs  burn- 
ing 4,000  hours  per  annum  on  an  all  night  every  night 
schedule.     Rate  $65.00  per  lamp  per  year. 
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NEILLSVILLE. 

(Population,  1,957.) 

N£ILLiSVILL£  KL6CTRIC  CO. 

Method  of  generation,  steam.  -^  , 

Daily  operating  period,  sunset  to  sunrise. 

Commercial  liighting. 

Meteb  Rates: 

First  100  kw.  hrs.,  12  cts.  per  kw.  hr. 
Next     50  "     "       10     "       "     " 
Next     50  "     "  8     "       "     ** 

Over  200  "     "  6     "       *'     " 

Meter  rent,  25   cts.  per  month.     This  is  rebated  if  customer 
pays  over  $18.00  for  current  from  Jan.  1  to  the  following 
Jan.  1. 
F^AT  Rates: 

Incandescent  Lighting. 

Incandescent  lamps  for  Indoor  Hirhtinf?.    On  bns*»  of  16  mndle 
power  lamps  ner  month:   1,  70  cents;   2,  $1.32;   3,  $2.04; 
4.  $2.68;   5,  $3.30;  6,  $3.90;  7.  $4.48;  8.  $5.04;  9.  $5.58; 
10,  $6.10;  11,  $6.60;  12,  $7.08;  13,  $7.54;   14,  $7.98;  15, 
J«.40-    16.    $8.80:    17.    $9.18;    18.    $9.54:    19.    $9.88:    20, 
$10.20.     For  each  additional  lamp  over  20,  35  cents  per 
month  each. 
For  offices  such  as  dentists,  attorneys,  real  estate  nnd  insur- 
ance, when  only  used  for  such  ournoses.  until  7:30  o'clock 
p.  m.  per  month:  1,  50  cents:  2,  90  cents,  3.  $1.20.     Each 
additional  lamp  over  three,  25  cts.  per  month. 
I^mn  renewals  free. 
Arc  Lighting. 

Arc  lamps  on  incandeFcent  circuit.  "ntU  9  o'clock  '^.  ra.:    1, 
$5.00;  2.  $9.50;  3,  $13.50;   4,  $17.00;  over  4,  $3.50  each 
per  month. 
Until  11  o'clock  [t    m.:      1.  $6.00;   2.  $11.00;   3.  $16.50;   4, 

$21.00;  over  4.  ^4.50  each  ppr  month. 
Arc  lamns  not  used  to  excepd  thrre  nl^btfi  p  weok  tintil  9:30 
o'clock  p.  m.:     1,  $4.00;  2.  $7.50;  3,.  $10.00;  4,  $13.50;  all 
over  4.  $2.50  each. 
Miscellaneous. 

For  chRrping  motor  batteries  not  le^s  than  one  dollar,  wnd  for 
each  hour  over  tweTty-four  hours  it  takes  to  charge  the  bat- 
tery, six  cents  per  hour. 
(Incomplete  Report.)      Cflrbon  filament  lamns  pre  handled  by  the 
company.     The  first  installation  of  carbon  lamps  is  furnished 
free  of  charge.     Carbon  lamns  are  renewod   free  when   re- 
^  turned  blackened  but  unbroken.      16  c.  n.  lamps  are  sold  at 

15  cts.  Tungsten  and  tantalnm  lamns  nre  soM  by  local  deal- 
ers at  list  price,  renewals  at  J-^  cfs.  below  list  nrlce.  The 
compiny  pays  15  cts.  each  to  the  dealprs  for  Tnnp^sten  and 
tantalum  renewals.  No  regular  Inspection  of  the  Incandes- 
cent lamps  In  service  Is  made. 

Street  Lighting. 

26 — 9.5  ampere,  60  volt.  d.  c  series  enclosed  arcs  burning  on  a 
nioonli|;ht  schedule.     R^t9  $75.00  per  lamp  per  year. 
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NESHKOBO. 

(Population,  379.) 

NKSHKORO  LIGHT  &  POWER  GO. 

Method  of  generation,  hydraulic. 

Daily  operating  period,  7  p.  m.  to  midnight  and  5  a.  m.  to  daylight. 

Commercial  Lighting. 

Meter  Rates: 

First         100  kw.  hrs.  per  month,  10  cts.  per  kw.  hr. 
All  over  100        "  "  5   " 

Discount  2  cts.  per  kw.  hr.  on  the  first  100  kw.  hrs.  if  paid  by 
the  15th  of  the  month. 
Lamps  rated  at  110-115  volts  are  handled  by  the  utility.  The 
first  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  No  lamps  are  renewed  free  of  charge.  16  c.  p. 
lamps  are  sold  at  25  cts.  Tungsten  and  tantalum  lamps  are 
sold  at  10%  above  cost.  The  smallest  size  Tungsten  lamp 
handled  is  25  watt.  Pamphlets  printed  by  manufacturers  are 
distributed  at  collection  office.  No  regular  inspection  of  the 
incandescent  lamps  in  service  is  made. 

Commercial  Power, 

(Same  rate  as  lighting.) 

Street  Lighting. 

6 — 6  ampere,  110  volt,  a.  c.  multiple  enclosed  arcs  burning:  on  a 
moonlight  schedule  from  dark  to  midnight.  Rate  $60.00 
per  lamp  per  year. 

NEW  OLARUS. 

(Population,  708.) 
MUNICIPAL  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  11:15  p.  m.  and  5  a.  m.  to  daylight. 

Commercial  Lighting. 

Meter  Rates: 

8  cts.  per  kw.  hr. 

Meter  rent,  25  cts.  per  month. 

No  free  lamp  renewals. 

Street  Lighting. 

16 — 6.6  ampere,  220  volt,  d.  c.  series  enclosed  arcs  burning  about 
1,200  hours  per  annum  on  a  moonlight  schedule  to  11.15 
p.  m.  Rate  $50.00  per  lamp  per  year. 
6 — 32  c.  p.,  3  ampere,  220  volt,  d.  c.  series  multiple  carbon  in- 
candescent lamps,  same  burning  schedule  as  the  arcs. 
Rate  $12.00  per  lamp  -per  year. 

N2W  LONDON. 

(Population,   3.383.) 
MUNICIPAL  PLANT, 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Meter  Rates: 

Minimum  monthly  bill,  75  cts. 
Current,  10  ct9,  per  kw.  hr,  j 
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Flat  Rates: 

Onef,  two,  or  three  lamps  only,  16  c.  p.,  10  o'clock  service,  60 

cts.   per  lamp   per   month;    1   o'clock  service,   75   cts.   per 

lamp   per  month;    all   night  service,   $1.25    per  lamp   per 

month. 

Discount  10%  on  all   bills  over  75  cts.  paid  before'  15th  of  the 

month. 
Lamps  rated  at  110-108  and  106  volts  are  handled  by  the  utility. 
The  first  installation  of  carbon  latnps  is  not  furnished  free  of 
charge.  Carbon  lamps  are  renewed  free  when  returned 
blackened  but  unbroken.  16  c.  p.  lamps  are  sold  at  18  cts. 
Tungsten  and  tantalum  lamps  are  sold  to  consumers  only 
below  cost  and  are  renewed  at  a  price  less  cost  of  carbon 
renewals  approximately.  The  smallest  size  Tungsten  lamp 
handled  is  25  watt.  Information  regarding  these  matters  is 
printed  on  the  consumers'  bills  and  distributed  by  the  utility. 
Pamphlets  printed  by  manufacturers  are  distributed  by  mail. 
Regular  house  to  house  inspection  is  made. 

Street  ljig;hting, 

51 — 150  c.  p.,  110  volt,  a.  c,  multiple  Tungsten  lamps  burning  on 

a  moonlight  schedule. 
10 — 250  c.  p.,  110  volt,  a.  c.  multiple  Tungsten  lamps  burning  on 
a  moonlight  schedule. 
4 — 40  watt,  110  volt,  a.  c.  multiple  Tungsten  lamp  burning  on  a 
moonlight  schedule. 

A  total  charge  of  $3,780.00  is  made  for  the  above  light- 
ing. 

NEW  RICHMOND. 

(Population,   1,988.) 

MUMCIPAL  PLANT. 

Method  of  generation,  current  purchased. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Meter  Rates: 
Residences. 

Minimum  monthly  bill,  $1.00. 
First  7-16  c.  d.  lights.  20  cts.  each  per  month. 

Next  5-16      "  "       15     " 

Each  added  16     "  "      10    " 

Plat  Rates  : 

Business  Places, 

Arc  lights,  $50.00  per  year. 

Stores,  etc.,  incandescent  lights,  25  cts.  each  i:er  month. 
Hotels,  incandescent  lights,  20  cts.  each  per  month. 
Churches,  Halls,  and  Public  Buildings. 

10  lights  or  under $1.00  per  month. 

lights 1.50 

2.00 

2.50 

2.75 

3.00 

Each  added  light 05 

No  lamps  are  handled  by  the  utility  and  no  attempt  is  made  to 
regulate  the  sale  of  lamps  by  dealers.  Information  regarding 
these  matters  is  given  only  verbally.  No  regular  inspection 
of  the  incandescent  lamps  in  service  is  made. 
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Street  Lighting. 

7 — 6.6  ampere,  110  volt,  a.  c.  multiple  enclosed  arcs  burning 
5.650  hours  per  annum  on  an  all  night  every  night  sched- 
ule.    Rate  $50.00  per  lamp  per  year. 

3 — 7.5  ampere,  110  volt.  a.  c.  multiple  enclosed  arcs,  same  burn- 
ing schedule  and  rate  as  above. 
75 — 32  .c.  p.,  220  volt,  a.  c.  multiple  carbon  incandescent   lamps 
burning  3,650  hours  per  annum  on  an  all  night  every  night 
schedule.     Rate  $10.00  per  lamp  per  year. 

NEW  RICHMOND. 

(Population,   1,988.) 
NEW  HICHMOND  POWKR  CO. 

Method  of  generation,  current  purchased. 
Daily  operating  period,  continual. 

Comniercial  l*ower.» 

For  electrical  current  to  be"  used  for  lighting  and  power 
purposes,  for  24  hours'  service,  subject  to  tem- 
porary discontinuance  of  service  to  make  nec^^sary 
repairs  without  deduction  on  account  of  such  neces- 
sary interruption,  and  based  upon  the  maximum 
demand  of  the'  customer  at  the  time  of  the  peak 
of  the  load,  in  quantities  of  25  h.  p.  or  more,  to  be 
measured  on  the  second'ary  terminals  of  the  trans-* 
formers  supplying  customers,  per  h.  p.  per  year.  .    $36.00 

For  electrical  current  for  elevating  and  cleaning  grain, 
grinding  feed,  to  be  used  mostly  during  daylight, 
and  including  the  use'  of  a  motor,  in  quantities  of 
10  h.  p.  or  more,  per  h.  p.  per  year 35  .  00 

For  electrical  current  to  drive  ventilating  fan,  8  ft. 
in  diameter,  220  revolutions  per  minute,  the  fan 
to  render  service  as  the  one  this  date  installed  In 
the  public  high  school  building  in  New  RichmoncJ, 
and  to  be  run  in  a  substantially  similar  manner 
and  times,  not  exceeding,  however,  7^  h.  p.,  per 
year    26  2,50 

Fof  electrical  current  to  drive  machinery  such  as  is  now 
installed  in  the  creamery  belonging  to  Superior 
Creamery  Co.,  including  the  use  of  a  5  h.  p.  motor, 
service  to  be  rendered  during  daylight  only,  per 
year    175.00 

For  electrical  current  to  operate  wood  working  factory 
containing  machinery  similar  to  that  now  owned 
and  operated  by  W.  H.  Burrowes,  and*  during  day- 
light only  and  doing  no  more  work  than  done  by 
said  Burrowes,  per  year 75  .  00 

For  current  to  operate  machine  shop  with  machinery  in 
same'  substantially  the  same  as  that  now  operated 
by  Duer  &  Armstrong,  mostly  by  daylight  and  with- 
out any  motor,  per  year 100.00 

For  current  to  operate  sausage  machines  in  meat  mar- 
ket,  per   year 25.00 

For  current  to  drive  ventilating  fans,  not  more  than  18 

inches  in  diameter,  per  year 24 . 00 

For  current  to  operate  X-ray  machines  in  doctors'  of- 
fices, per  year 12 .  00 

For  current  to  operate  dental  machines,  per  year 12.00 

For  current  to  operate  ventilating  fans,  not  over   16 

ipches  \u  diameter,  per  year 12.00 
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For   current   to   operate   coffee   grinding   machines    in 

stores,  per  year $12.00 

For  current  to  operate  blowerp  for  blacksmith  shop,  trip 

hammer,  drill  press,  not  over  1  h.  p.  motor,  per  year.     50  .00" 

For  current  to  operate  1  h.  p.   motor  at  intervals  on 
•  any  location  in  the  city  where  special  lines  on  the 

street  are  not  required,  per  year 50.00 

For  current  to  operate    %    h.  p.  motor  as  above,  per 

year    25.00 

For  electric  curretit  to  be  used  during  daylight  only 
from  March  15th  to  November  15th  following, 
5  h.  p.,  per  year 100.00 

For  current  to  operate  cylinder  presses,  linotype,  job 
presses,  paper  folding  machines,  substantially  the 
same  in  size  and  number  as  now  operating  in  the 
printing  office  of  the  New  Richmond  News  and  Re- 
publican Voice,   per   year 62.00 

For  electric  current  to  heat  tailor's  goose  for  use  in 
tailor's  shop,  each  goose  to  consume  approximately 
700  watts,  rate  per  each  goosed,  per  year 30.00 

For  electric  current  to  drive  1  h.  p.  motor  to  be  used  in 
operating  a  mixer  in  a  bakery  for  kneading  dough 
for  bread  making,  rate,  per  year 24  .  00 

To  any  customer  desiring  5  h.  p.  or  less  and  whose  plant  is  lo- 
cated 1,600  feet  or  more  distant  from  our  lines  which  have 
a  capacity  to  serve  him,  we  will  furnish  free  current  for  two 
years,  provided  customer  will  erect  our  transmission  line  at 
his  own  expense,  putting  in  a  weather-proof  line  with  not 
more  than  10%  drop,  the  current  to  be  used  between  March 
15th  and  December  1st  annually  during  daylight  only. 

NORTH  FREEDOM. 

(Population,  647.) 
NORTH  FRKKDOM  ELECTRIC?  LIGHT  CO. 
Method  of  generation,  gas.  i 

Daily  operating  period,  dusk  to  11  p.  m.       i 

Commerrial  Lighting?.  T 

Mbtkb  Rates:  -^      | 

Minimum  monthly  bill,  $1.00.  ., 

Current,  15  cts.  per  kw.  hr.  ' 

Lamps  rated  at  110  volts  are  handled  by  /the  utility.  The  first  in- 
stallation of  carbon  lamps  is  not  fi  irnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are  sold 
at  25  cts.  Tungsten  and  tajitalum  lamps  are  sold  slightly 
above  cost.  The  smallest  sisse  Tunj  sten  lamp  handled  is  25 
watt.  Information  regarding  these  matters  is  given  only  ver- 
bally. No  regular  inspection  of  th  e  incandescent  lamps  in 
service  is  made. 

f^treet  lAghting, 

21 — 40  watt,  118  volt,  d.  c.  multiple  Tunigi  sten  lamps  burning  about 
1,500  hours  per  annum  on  a  mooit  light  schedule  from  dusK 
to  11  p.  m.     Rate  $15.96  per  laii^ij    per  year. 

NORTH  MILWAUKl  'E. 

(Population,   1,860.) 

NORTH  MILWAUKEE  OGHT  &■  ^  POWER  CO. 

[Method  of  generation,  current  purchased.        \ 
X:>ally  operating  period,  continual.  i 
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Coininerclal  lAghting;. 

MifHER  Ratks: 

Minimum    monthly   bill,    $1.00. 

First       100  kw.  hrs :  .12  cts. 

Second   100        "         10     *' 

Third      100        "         8      " 

Ne^t       300        "         6      " 

All  over  above  amounts 4     " 

4  to  8  and  16  c.  p  carbon  lamps  renewed  free,  or  applied  on 
price  of  any  lamp. 
Nernst  lamps  loaned*  at  25  cts.  per  glower  per  month. 
Arc  lamps  loaned  at  $1.50  per  month. 
Discount  5%  if  paid  before  10th  of  the  month. 
Lamps  rated  at  108-110-112   and   220   volts  are  handled   by  the 
utility.     The   first   installation   of  carbon  lamps  is  charged, 
the  returned  lamps  credited  and  payment  made  for  shortage. 
Carbon  lamps  are  renewed  free  when  returned  blackened  but 
unbroken.      16    c.    p.    lamps   are  sold    at    20    cts.     Tungsten 
and  tantalum  lamps  are  sold  above  cost  and  are  renewed  at 
a  discount  of  20  cts.  below  cost.     The  smallest  size  Tungsten 
lamp  handled  is  25  watt.     The  smallest  size  tantalum  lamp 
handled  Is  40  watt.     Information  regarding  these  matters  is 
printed  and  distributed  by  the  utility.     Lamps  are  inspected 
only  on  complaint. 

Commercial  Power. 

MiTTER  Rates: 

For  motors  of  one  h.  p.  or  over,  a  minimum  charge  of  $1.00  shall 
be  paid  for  each  h.  p.  or  fraction  thereof  of  the  nominal 
rated  capacity  of  the  motor. 

First      100  kw.  hrs 8  cts. 

Second   100        "         6      " 

Third      100        "         5      " 

Ne^t       300        "         4      " 

All  over  above  amounts 3      " 

Discount  5%  if  paid  before  10th  of  the  pionth. 

Charge  for  disconnecting  and  reconnecting  services,  $2.00. 

Street  liii^litinff. 

35 — 6.6  ampere,  75  volt,  d.  c.  series  enclosed  arcs  burning  3,931.4 
hours  ner  annum  on  an  all  night  every  night  schedule. 
Rate  $80.00  per  lamn  ner  year. 

23 — 100  watt.  6.6  amnere.  d.  c.  series  Tuncsten  lamps,  same  burn- 
ing schedule  as  above.     Rate  $25.00  per  lamp  per  year. 

OGONOMOWOG. 

(Population,   3.054.) 

MUNICIPAL  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  daylight. 

Commercial  Lighting. 

MirrEB  Rates: 

Minimum  monthly  charge,  $1.00. 

Current  will  be  charged  at  the  rate  of  10  cts.  per  1.000  watt 

hrs..  equal  to  about  Vi  ct.  per  16  c.  p.  50  watt  lamp  hr. 
Bills  of  $5.00  to  $10.00,  lOr^r  discount. 
Bills  of  $10.00  to  $20.00.  15^^  discount. 
Bills  of  $20.00  or  over,  20%  discount. 
All  bills  payable  on  the  10th  of  each  month. 
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Rate  for  short  time  use:  20  cts.  per  1,000  watt  hrs.  equal  to  about 
1  ct.  per  16  c.  p.  50  watt  lamp  hr. 
L.ainps  rated  at  110  volts  are  bandied  by  the  utility.  The  first 
installation  of  carbon  lamps  is  charged,  the  returned  lamps 
credited  and  payment  made  for  shortage.  No  lamps  are  re- 
*  moved  free  of  charge.  16  c.  p.  lamps  are  sold  at  20  cts. 
Tungsten  and  tantalum  lamps  are  sold  at  cost.  The  smallest 
size  Tungsten  lamp  handled  is  25  watt.  Pamphlets  printed 
by  manufacturers  are  distributed  by  mall.  Lamps  are  in- 
spected at  least  once  a  year. 

Street  Xjighting. 

49 6.6   ampere,   65  volt,  a.  c.  series  arcs  burning  2,400   hours 

per  annum  on  an  all  night  moonlight  schedule.  Rate 
$96.00  per  lamp  per  year. 

19 6.6  ampere,  a.  c.  series  Tungsten  lamps,  same  burning  sched- 
ule as  the  arcs.     Rate  $24.00  per  lamp  per  year. 

OCONTO. 

(Population,  5,629.) 

OCONTO  ELKCTRIC  CO. 

Metbod  of  generation,  steam  and  Diesel  gas  engine. 
I>ally  operating  period,  continual. 

C  Commercial  liigbting. 
Meter  Rates: 
Jtesidenceg. 

1  to    50  kw.  hrs 7      cts.  per  kw.  hr. 

50   "100        "         '.  .6.5   " 

100  and  over 6      " 

Business  Places. 

1  to  250  kw.  hrs 5    cts.  per  kw.  hr. 

250  "350        "      4.75        "      "      " 

350"   450        "      4.5  "      "      " 

450  "   500        "      4.25        "      "      " 

500  and  over  "      4  "     "     " 

Hotels  and  saloons 4  "     "     " 

Lamps  rated  at  110-220  volts  are  handled  by  the  utility.  The 
first  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  Carbon  lamps  are  renewed  free  when  returned 
blackened  but  unbroken.  16  c.  p.  lamps  are  sold  at  20  cts. 
Tungsten  and  tantalum  lamps  are  sold  at  list  price.  The 
smallest  size  Tungsten  lamp  handled  is  40  watt.  Pamphlets 
printed  by  manufacturers  are  distributed  by  mail.  No  regu- 
lar inspection  of  the  incandescent  lamps  in  service  is  made. 

C'onmiercial  Power. 
Meter  Rates: 

On  motors  of  1  h.  p.  and  less,  5  cts.  per  kw.  hr.  min.  chg.,  $2.00 

per  mo. 
On  motors  from  1  to  5  h  p.  and  less,  4.5  cts.  per  kw.  hr.  mln. 

chg.  $3.00  per  mo. 
On  motors  from  5  to  15  h  p.  and  less,  4  cts.  per  kw.  hr.  min, 

chg.,  $5.00  per  mo. 
On  motors  from  15  to  20  h.  p.  and  less,  3.5  cts.  per  kw.  hr.  min. 

chg.,  75  cts.  per  h.  p. 
On  motors  of  25  h.  p.,  $2.00  per  h.  p.  per  month  flat. 
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OCONTO. 

(Population,  5,629). 
PEOPLKS  LAND  AND  MANUFACTURING  CO. 

Method  of  generation,  current  purchased. 
Dally  operating  period,  continual. 

Commercial  Lighting*. 

Meikk  Rates: 
Kcaidenves. 

1  to     no  kw.  hrs.,       7  cts.  per  kw.  hr. 
50  •*   100      *•      '•  6.5  "     '•     ••     " 

100  and  over  t>      "      **     "     ** 

Business  Plat  rs. 

1  to  250  kw.  hrs 5       cts.  per  kw.  hr. 

250  **    3i30   "         •'    4.75 '      ** 

350  "    450    *'         "    4.5      "        '*      "      " 

450*'    500    "        *•    4.25    *'        *'      "      " 

500  and  over  4         "        *'     "     " 

Lamps  rated  at  100-102  volts  are  handled  by  the  utility.  The 
first  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  Carbon  lamps  are  renewed  free  when  returned 
blackened  but  unbroken.  16  c.  p.  lamps  are  sold  at  25  cts. 
Tungsten  lamps  are  handled  at  cost.  Information  regarding 
these  matters  is  given  only  verbally.  No  regular  inspection 
of  the  incandescent  lamps  in  series  is  made. 

Commercial  Power. 

Mki'kr  Ratks: 

Klotors  under  1  h.  p.,  5  cts.  per  kw.  hr.  min.  chg.  $1.00  per  mo. 
Motors  from  1  to  15  h.  p.,  5  cts.  per  kw.  hr.  min.  chg.  $2.00  per 

month. 
Motors  from   15   to  20   h.  p,   3.5  per  kw.  hr.  min.  chg.    75   cts. 
per  h.  p. 
Flat  Rati-^s: 

Motors  of  25  h.  p.,  $2.00  per  h.  p.  per  month. 

Street  Lighting. 

69 — 4  ampere,  75  volt,  d.  c.  series  enclosed  magnetic  lamps  burn- 
ing 4.000  hours  per  annum  on  an  all  night  every  night 
schedule.     Rate  $47.00  per  lamp  per  year. 

OCONTO  PALLS. 

(Population,   1,427.) 
MUNICIPAL  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  mic^ight  and  5  a.  m.  to  daylight. 

Commercial  Lighting. 

Mktkr  Ratks: 

Minimum  charge,  $12.00  per  year. 

Current,  first  50  kw.  hrs.,  10  cts. 

All  over  50  kw.  hrs.  8  cts. 

Meter  rent,  25  cts.  per  month. 

Discount,  5'/<   if  paid  before  the  10th  of  the  month,  but  if  not 

paid  by  the  10th  an  additional  charge  of  2%  is  made. 
Re-connecting  same  consumer  on  same  premises,  $2.00. 
Lamps  rated  at  110  volts  are  handled  by  the  utility.     The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.     16  c.  p.  lamps  are  sold 
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at  20  cts.  Tungsten  and  tantalum  lamps  are  sold  at  cost. 
The  smallest  size  Tungsten  lamp  handled  is  25  watt.  The 
smallest  size  tantalum  lamp  handled  Is  40  watt.  Information 
regarding  these  matters  is  given  only  verbally.  No  regular 
inspection  of  the  incandescent  lamps  in  service  is  made. 

Street  I^istiting. 

11 — 6.6  ampere,  110  volt,  a.  c.  multiple  enclosed  arcs  burning 
1,023  hours  per  annum  on  a  dusk  to  midnight  moonlight 
schedule.  Rate  $60.00  per  lamp  per  year. 
7 — 100  watt,  110  volt,  a.  c.  multiple  carbon  incandescent  lamps 
burning  2,723  hours  per  annum  on  a  dusk  to  midnight 
schedule. 

1 40  watt,  110  volt,  a.  c.  multiple  Tungsten  lamp  burning  2,723 

hours  per  annum  on  a  dusk  to  midnight  schedule. 
12 — 30  watt,  110  volt,  a.  c.  multiple  carbon  incandescent  lamps 
burning  2,723  hours  per  annum  on   a  dusk  to   midnight 
schedule. 

A  flat  rate  of  $150  per  year  is  paid  for  the  above  incan- 
descent street  lighting  and  6-60  carbon  lamps  in 
the  village*  hall  and  one  100  carbon  lamp  in  the 
clerk's  office. 

OBISO. 

(Population,  1,285.) 
OMRO  ELKCTTRIC  LIGHT  CO. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  midnight. 

Comineroial  Lighting. 

Meter  Rates: 

Current,  1.5  cts  per  kw.  hr.  plus  meter  rent  of  25  cts.  per  month. 
Discount  10^^  on  church  bills 

10%  **   residence  bills  of  $4.00  or  over 

5%  '*   business  '*  5.00  to  $10.00 

10%  "        ♦*  "        10.00  to    15.00 

15%  "        *'  "        15.00  to    20.00 

B*i-AT  Rates: 
Residences. 

1-16  c.  p.  carbon  lamp,  per  month,  $0.50 

2   **     "  '•  •*        "  *'  .90 

6   "      "  *•  "        "  •'  1.80 

10   "      ••  "  '*        "  "  2.50 

12   "      "  "  '*        '•  "  3.00 

Business  Places. 

1-16  c.  p.  carbon  lamp,  per  month  $0.7 '»  until  midnight 
1-16      "  *•  ••  ••        "  .50      "        10  p.m. 

2-16      **  "  1.25      *'      midnight 

2-  8      "  "  "  "       "  .50  each  10  p.  m. 

8-16      "  "  "  "        "  3.75  each  10  p.  m. 

9  or  mere  16  c.  p.  carbon  lamps,  per  month  .45  each  10  p.  m. 
1  or  more  16  c.  p.  carbon  lamps,  per  month  .25  each  6  p.  m. 
No  charge  for  connecting  building  to  line. 

I^amps  rated  at  240-230-220  210  and  115  volts  are^handled  by 
the  utility.  The  first  Installation  of  carbon  lamps  is  not  fur- 
nished free  of  charge.  No  lamps  are  renewed  free  of  charge. 
16  c.  p.  lamps  are  sold  at  25  cts.  Tungsten  and  tantalum 
lamps  are  sold  at  list  price.  The  smallest  size  Tungsten  lamp 
handled  is  25  watt.  The  smallest  size  tantalum  lamp  han- 
dled is  40  watt.  Information  regarding  these  matters  is 
given  only  verbally,     inspection  is  made  only  Incidentally. 
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street  Lighting. 

1 — 3.5  ampere,  240  volt,  d.  c.  multiple  enclosed  arcs  burning  on 

a  moonlight  midnight  fichedule.     Rate  $48.00  per  lamp  per 

year. 
18 — 16  c.  p.,  240  volt,  d.  c.  multiple  carbon  incandescent  lamps, 

same  burning  schedule  as  the  arcs.     Rate  $9.60  per  lamp 

per  year. 
68 — 32  c.  p.,  240  volt,  d.  c.  multiple  carbon  incandescent  lamps. 

same  burning  schedule  as  above.     Rate  $14.40  per  lamp 

per  year. 

ONALASKA. 

(Population,   1,146.) 

LA  OnOSSE  WATER  POWER  CO. 

Method  of  generation,  current  purchased. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Mktek  Rates: 

Minimum  monthly  charge,  75  cts. 

Serv.ce  charge  on  all  lighting  and  installations,  $1.80  per  year 

per  16  c.  p.  lamp,  or  equivalent  demand,  on  li\  of  connected 

installation,  or  when   Y^  of  the  connected  installation  -is 

considered  to  be  the  demand. 
Rate  for  a  consumption  equivalent  to  60  hrs.  or  leiss  per  month 

per  each  Installation,  7%  cts.  per  kw.  hr. 
Rate  for  a  consumption  equivalent  to  more  than  60  hrs.   per 

month  per  each  installation  6  cts.  per  kw.  hr. 
Rate  for  "patrolled'  service"  or  for  signs  and  other  installations 

with  fixed  hours  of  use,  5  cts.  per  kw.  hr. 

Commercial  Power. 

Mktek  Rates: 

Minimum  monthly  bill,  75  cts. 

Service  charge  on  all  motor  installations,  $27.00  per  year  per 
h.  p.  demanded  on   %  of  connected  installation,  or  when 
Ml  of  the  connected  installation  is  considered  to  be  the  de- 
mand. 

Rate  for  less  than  5  hrs.  per  day  per  h.  p.  demanded,  5  cts.  per 
kw.  hr. 

Rate  for  over  5  hrs.,  but  not  exceeding  8  hrs.  per  day  h.  p.  de- 
manded, 3  cts.  per  kw.  hr. 

Rate  for  over  8  hrs.  per  day,  but  not  exceeding  10  hrs.  per  day 
per  h.  p.  demanded,  2  cts.  per  kw.  hr. 

Rate  for  over  10  hrs.  per  day  and  not  exceeding  15  hrs.  per  day 
per  h.  p.  demanded,  1  Mi  cts.  per  kw.  hr. 

Special  rates  for  over  15  hrs.  per  day  per  h.  p.  demanded,  and 
on  installations  of  200  h.  p.  or  over,  taking  service  at  2300 
volts. 
Maxi  m  n  m  Charge. 

Ordinance  No.  348,  in  effect  1901,  provides  that  the  charge  for 
electric  light  and  power  shall  never  exceed  10  cts.  per  1000 
watts  net  to  the  consumer. 

Re-setting  meter  after  disconnection  for  non-payment,  a  charger 
of  $1.00  is  made. 

Street  Lighting. 

8 — ..'  0.  p.,  6.6  ampere,  a.  c.  series  Tungsten  lamps*  burning  on 
an  all  night  every  night  schedule.  Rate  $20.00  per  lamp 
1  er  year. 
41 — 40  c.  p.,  6.6  ampere,  a.  c.  series  Tungsten  lamps,  burning  on 
a  midnight  every  night  schedule.  Rate  $9.12  per  lamp 
per  year. 
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OSCEOLA. 

(Population,  634.) 
WISCONSIN  lMPKO\'KMKNT  CO. 

Method  of  generation,  hydraulic  plant  at  St.  Crojx  Falls. 
Daily  operating  period,  continual. 

Commercial  Ijighting. 

Meter  Rates: 

Minimum  monthly  bill,  $1.00. 
Current,  10  cts.  per  kw.  hr. 
Lamps  rated  at  110  volts  are  handled  by  the  utility.     The  first  in- 
stallation of  carbon  lamps, is  furnished  free  of  charge.     Car- 
bon lamps  are  renewed  free  when  returned  blackened  but  un- 
broken.    16  c.  p.  lamps  are  sold  at  20  cts.     The  utility  does 
not  handle  Tungsten  and  tantalum  lamps.     No  information 
in  regard  to  these  matters  is  given  except  through  newspaper 
advertisements.     The  utility  attempts  to  regulate  the  sale  of 
lamps  by  .dealers  insofar  as  the  sale  price  of  the  lamps  is 
concerned  by  handling  the  lamps  when  dealers'  price  is  ex- 
cessive.    No  regular  inspection  of  the  incandescent  lamps  in 
service  is  made. 
Commercial  Power. 

7*4  cts.  per  kw.  hr.  for  the  first  52  hrs.  use  of  connected  load; 
2  ^  cts.  per  kw.  hr.  for  all  excess. 

Street  Lignting. 

100  watt  tungsten, lamps  burning  from  dusk  to  3  a.  m.  on 

a  moonlight  schedule.     Rate  10  cts.  per  kw.  hr.  less  25  per 
cent. 

08HK0SH. 

(Population,   33,062.) 
THE  OSHKOSH  UAH  LIGHT  CO. 

Method  of  genetation,  steam. 
Daily  operating  period*,  continual. 

Commercial  Liichtiiig. 

Meter  Rates: 

Minimum  monthly  bill,  $1.00 

Rate  per  1000  watt  hours,  12  cts. 

Schedule  of  discounts  allowed  for  quantity  of  curretit  consumed: 

On  bills  of  less  than  $5.00  per  month,  no  discount. 

Per  month.  Discount. 

On  bills  of  $5.00  and  less  than  $10.00 10% 

10.00  "  15.00 15% 

15.00  "  20.00 20% 

20.00  "  30.00 25% 

30.00  •'  50.00 30% 

50.00  "  75.00 33>/:.% 

75.00  "  100.00 33V.  &  10% 

100.00  *•  200.00 33V&20% 

200.00  **  300.00 40  &  20% 

300.00  "  400.00 45  &  20% 

400.00  "  500.00 50  &  20% 

500.00  and  over 60  &  5% 


NOTK  (a>-  Tho  nhovn  m<«ntlfir''d  discounts  aiv  not  applicable  to  cxistinj;  con- 
tracts ••Tocntf'cl  prior  to  .Vpri'   1,  11H)7. 

NOTJ*3  'I)) — .\  cash  discount  of  ,"i''f  allowf.d  on  r\\  bills  paid  at  the  oflico  of 
thr  rnniimn.v  on  or  i-cforo  rlio  10th  driy  of  tb'*  month. 

NOTK   (D- rro-paymont  olcctric  meters  arc  set  at    10   ct.   rato. 

vri^lT  •#•»-  i'i*»'i'iT»t  used  lv  PMifoi*  iristallanon  In  the  {iirirr«'s.'af«'  of  lcs«<  tb"n 
one  h.  p.  and  by  fans  i.s  classified  and  charj^ed  for  under  tho  fore;;oinK  s<liednle. 
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Sign  Lighting.  » 

Prices  are  based  on  kw.  hrs.  to  be  used  during  one  month.  We 
turn  on  and  off.  The  number  and  size  of  lami)8  and*  hours 
to  run  goveTn  rate. 

Rates  are: 

Where  the' consumption  Is  less  than  150  kw.hrs,  per  month, 
7  cts. 

Where  it  is  150  kw,  hrs.  and  less  than  250  kw.  hrs.  per  month, 
6V^  cts. 

Where  it  is  250  kw.  hrs.  and  over,  6  cts. 

Upon  condition  that  bills  are  paid  at  the  office  of  the  company 
on  or  before  the  10th  of  the  month.     When  not  so  paid,  h^/o 
additional  will  be  charged. 
BYat  Ratbis: 

Where  the  amount  of  current  consumed  is  so  small  that  It  cannot 
be  registered  by  the  meter  with  reasonable  accuracy,  or 
where  the  consumption  is  unquestionably  less  than  the  fixed 
charges  for  maintenance  of  apparatus  in  readiness  for 
service,  a  flat  rate  will  be  charged  and"  collected,  calculated 
upon  the  terms  and  limitations  of  the  foregoing  schedules. 
b^/f  to  be  added  to  these  bills  if  not  paid  at  the  officfe  of  the 
company  on  or  before  the  10th  of  the  month. 

Lamps  rated  at  110-115-130-220  and  230  volte  are  handled  by 
the  utility.  The  first  installation  of  carbon  lamps  is  not  fur- 
nished free  of  charge.  Carbon  lamps  are  renewed  free  when 
returned  blackened  but  unbroken.  16  c.  p.  lamps  are  sold 
at  20  cts.  and  22i/(.  cts.  Tungsten  and  tantalum  lamps  are 
sold  above  cost.  The  smallest  size  Tungsten  lamp  handled 
is  25  watt.  Some  information  in  regard  to  these  matters  is 
printed  and  distributed  by  the  utility  and  manufacturers' 
pamphlets  are  sent  with  the  bills  and  distributed  from  house 
to  house.  Some  information  is  given  through  newspaper  ad- 
vertisements,    hamp  inspections  are  made  every  six  months. 

Commercial  Power, 

Meter  Ratks: 

Unlimited  Hours. 

Rate'  per  1000  watt  hours.  10  cts. 

Schedule  of  discounts  allowed  for  amount  of  current  con- 
sumed: 
On  bills  of  less  than  $5.00  per  month,  no  d'iscount. 

Per  month.  Discount. 

On  bills  of  $5.00  and  less  than  $10.00 lO';^ 

15.00  "  20.00 209f 

>/ 

f'C 

7c 


10.00  *•  15.00 150'r 

15.00 

20.00  ••  50.00 25r^ 

50.00  ••  100.00 30% 

100.00  "  150.00 35% 

150.00  "  200.00 407r 

**  on  A    A  A  << 

<< 


200.00  ••  300.00 50% 

300.00  "  500.00 50  &  lO^^r 

500,00  "  1,500.00 50  &  20% 

"      1,500.00  and  over 60  &  20% 

Limited  Hovvr. 

Rate  per  1000  watt  hours.  8  cts. 

Schednl"  of  discounts   allowed   for  amount  of  current  con- 
sumed: 
On  bills  of  less  than  $5.00  per  month,  no  d'iscount. 

Per  month.  Discount. 

pn  bills  of  S5.00  and  less  than  $10.00 10% 

^*  10.00  "  15.00 15% 
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On  bills  of  $15.00  and  less  than  $20.00 20</r 


II 


4< 


CI 


<< 


41 


<( 


<< 


20.00 
50.00 
100.00 
150.00 
200,00 
300.00 
500.00 
850.00 


<< 


If 


4* 


H 


H 


It 


50.00 25% 

100.00 30% 

150.00 35% 

200.00 40% 

300.00 50% 

500.00 50  &  J0% 

850.00 50  &  20% 

1,000.00 60  &  20% 


"      1,000.00  and  over 60  &  30% 

NOTK  (a)—  A  cash  disconnt.  of  .">';;  will  bo  allowed  on  all  blils  at  the  office  of 
thf»  company  on  or  l'»»ff»ro  the  10th  of  tho  month. 

NOTK  (h)-  KJPVHtor  and  hrkk'P  motors  arc  subject  to  a  minimum  charpe  of 
*1.00  per  h.  p.  per  month,  and  all  <jthcr  power  motors  to  a  minimum  charge  of 
50  cts    per  h.  p.  per  month. 

NOTK  (c»-I{at*»s  for  power  current— limited  hours,  are  made  only  whore 
tho  consumer  agrees  to  diMcontlnue  us--  upon  vi;;nal  according  to  the  following 
time  schedule  for  motors  running  on  limited   hour  rate  : 


n.  m. 
Jan.  ir»  to  Fob.  la — From  6:00  to 
Fob.   15  to  March  15.      "      0:00  *• 
Mar.    15   to  Apr.   15.      "      6:00  •♦ 
April    15  to  May   15. 
May    15    to  .Fnno  15, 
June  15  to  July  15.. 


K 


6:00 
6:00 
6:00 


p.  m. 
4:80 
n  :00 

5  :;m 

6  :00 
0  :00 
6:00 


a.  m. 


p.  m. 


July  15  to  Aug.  15— From  6:00  to  6:00 


Aug.  15  to  Sep.  15 
Sep^  15  to  Oet.  15 
OfM.  15  to  Nov.  15 
Nov.  15  to  Doc.  15 
Dec.   15   to  Jan.    15 


rt  :00 
6  :00 
0  :00 
R:00 
6:00 


(••  :00 
5  :30 
5  -.00 
4  ::iO 
4.00 


Street  Lighting. 

412 — 6.6  ampere,  a.  c.  series  enclosed  arcs  burning  on  a  moonlight 
schedule.     Rate  $60.00  per  lamp  per  year. 

OWEN. 

(Population,    745.) 

JOHN  S.  OWKX  LUMBER  CO. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  dawn. 

Commercial  Lighting. 

Meter  Rates: 

Current,  13  cts.  per  kw.  hr. 

Discount  1  et.  per  kw.  hr.  if  paid  within  10  days  of  date  of  bill. 
Lamps  rated  at  106  108  and  110  volts  are  handled  by  the  utility. 
The  first  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  No  lamps  are  renewed  free  of  charge.  16  c.  p. 
lamps  are  sold  at  25  cts.  Tungsten  lamps  are  sold  above 
cost.  The  smallest  size  Trngsten  lamp  handled  is  25  watt. 
Pamphlets  printed  by  manufacturers  are  distributed  at  col- 
lection office.  Inspection  is  made  monthly  at  the  time  the 
•  meter  Is  read. 

Street  Lighting. 

15 — 6.5  ampere,  a.  c.  series  enclosed  arcs  burning  on  an  all  night 
moonlight  schedule.  Rate  $75.00  per  year  for  each  of  the 
first  ten  lamps  and  $65.00  per  year  for  each  additional  lamp. 


PAEDEEVILLE. 

(Population,   987.) 

PAKDEKVILLK  ELFX:TRIC  LKiHT  PLANT. 

Method  of  generation,  steam. 

Dally  operat.ng  period,  sunset  to  noon  with  interruptions  after  sun- 
rise. 
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Commercial  Lighting. 

Mkter  Rate8: 

Minimum  monthly  bills,  50  cts. 

First  60  hrs.  use  of  connected  load  per  month,  10  cts.  per  kw.  hr. 

Next  60  hrs.  use  of  connectefd  load  per  month,  8  cts.  per  kw.  hr. 

All  excress,  6  cts.  per  kw.  hr. 

Discount  10%  if  paid  before  3d  of  the  month. 
Lamps  rated  at  110-114-210  and  225  volts  are  handled  by  the 
utility.  The  first  installation  of  carbon  lamps  is  not  fur- 
nished free  of  charge.  No  lamps  are  renewed  free  of  charge. 
16  c.  p.  lamps  are  sold  at  25  cts.  Tungsten  and  tantalum 
lamps  are  sold  at  cost.  The  smallest  size  Tungsten  lamp 
handled  is  25  watt.  Manufacturers*  pamphlets  are  distrib- 
uted from  house  to  house.  Lamp  inspection  is  made  once 
a  month. 

Commercial  Power. 

Same  rate  as  for  lighting. 

Street  Lijorhting. 

2 — 5  ampere,  110  volt,  d.  c.  series  enclosed  arcs  burning  on  a 
moonlight  schedule.     Rate  $70.00  per  lamp  per  year. 
39 — 32  c.  p.,  220  volt,  d.  c.  multiple  carbon  incandescent  lamps 
burning  on  a  moonlight  schedule  from  dusk  to  11  p.  m.     Rate 
$12.00  per  lamp  per  year. 

PARK  FALLS. 

(Population,    1.972.) 
PARK  FALLS  WATKR,  LIGHT  &  POWER  CO. 

Method  of  generation,  hydraulic. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Metkb  Ratks: 

Minimum  monthly  charge,  $1.00. 

Business  places,  residences,  etc.,  regular  lighting,   12   cts.   per 

1000  watts. 
Churches,  halls,  lodges,  etc.,  irregular  lighting,  15  cts.  per  1000 

watts. 
For  quant  ty  consumed,  the  following  discounts  will  be  allowed: 
Bills  of  from     $5.00  to     $10.00  per  month,     5%  discount. 

10.00  ••        20.00  "  10% 

20.00   "        30.00  "  15% 

30.00   "        40.00  "  20% 

40.00  "        50.00  "  25% 

50.00  "        75.00  "  30% 

75.00  *'      100.00  "  35% 

100.00   "      125.00  *•  40% 

125.00   *•      150.00  **  45% 

150.00  and  over  "  '  50% 

5%  cash  discount  allowed  for  all  of  above  rates  if  bill  is  paid 
within  ten  days. 
A  deposit  from  $2.00  to  $10.00,  which  will  bear  interest  .at  6%. 

may  be  required  to  secure  payment  of  bills. 
Lamps  rated  at  98-112  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
Carbon  lamps  are  renewed  free  when  returned  blackened 
but  unbroken.  16  c.  p.  lamps  are  sold  at  25  cts.  Tungsten 
and  tantalum  lamps  are  sold  above  cost.  The  smallest  size 
Tungsten  lamp  handled  is  25  watt.  The  smallest  size  tanta- 
lum lamp  handled  is  40  watt.     Information  reg;ardln^  thesQ 
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matters  is  printed  and  distributed  by  the  utility  and  is  mailed 
together  with  manufacturers'  pamphlets  and  with  monthly 
bills. 

Street  Lighting. 

24 — 5  ampere,  110  volti  d.  c.  enclosed  arcs  burning  2,737  hours 
per  annum  on  an  every  night  dusk  to  1  a.  m.  schedule.  Rate 
;^  100.00  per  lamp  per  year  for  the  tirst  10  lamps  and  f90.00 
per  lamp  per  year  for  the  balance. 

PE8HTIG0. 

(Population,  1,975.) 

THE  PESHTIGO  liUMBRR  CO. 

Method  of  generation,  hydraulic. 
Daily   operating  period",  continual. 

Commercial  LightiBg. 
Metteb  Rates: 

Minimum  monthly  charge,  $1.00. 

10  cts.  per  kw.  hr.  for  the  first  30  kw.  hrs.  use. 
7     *'  *•  **     second  60 

4     "  **  "     all  above  the  first  90  kw.  hrs. 

Flat  Rates: 

Interior  Lighting, 

First  10  lamps  in  residence,  20  cts.  per  month;  all  over  10, 
15  cts.  each  per  month. 

Railway  otllces 35  cts.  per  month. 

Other  offices 25     *• 

Stores,  saloons,  and  business  places.  . .  .40     **         " 

Churches 6     " 

Society  halls 10     " 

Private  barns 20     " 

Livery  barns 25 

Signs,  inclosed,  for  business  places 40 

Signs,  inclosed,  for  society  halls 15 

These  rates  are  for  night  service  only.  All  above  lights  to  be 
60  watts  or  less. 
Lamps  rated  at  110-125  volts  are  handled  by  the  utility.  The 
first  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps 
are  sold  at  25  cts.  Tungsten  and  tantalum  lamps  are  sold 
at  list  price.  The  smallest  size  Tungsten  lamp  handled  is 
25  watt.  Information  regarding  these  matters  is  given  only 
verbally.  No  regular  inspection  of  the  incandescent  lamps  in 
service  is  made. 


it  II 

If  << 

II  << 
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Commercial  Power. 

Meter  Rates: 

A  service  charge  of  50  cts.  per  month  for  each  h.  p.  of  nominal 
rated  capacity  for  motor  or  less,  and 
3%  cts  per  kw.  hr.  for  installations  of  20  h.  p.  or  le"ss; 
3  cts.  per  kw.  hr.  for  installations  of  over  20  h.  p.  and  under 

50  h.  p.; 
2^  cts.  per  kw.  hr.  for  installations  of  50  h.  p.,  and  under 

75  h.  p.; 
2  cts.  per  kw.  hr.  for  installations  of  75  h.  p.  and  under  200 
h.  p. 
Meters  furnished  by  the  company,  but  the  cost  of  installation 
must  be'  paid  by  the  consumer. 
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Additional  Poweb  Rates: 

Rate  for  current  taken  at  high  tension  switch  board  for  trans- 
mission is  %  of  a  ct.,  ana  1  ct.  per  kw.  hr. 
Electric  flat  irons,  50  cts.  per  month. 
Electric  fans  in  residences  (8"  to  12"),  50  cts.  per  month. 

Street  Lighting;. 

12 — 6  ampere,  127  volt,  a.  c.  multiple  enclosed  arcs  burning  on 

an  all  night  moonlight  schedule.     Rate  $50.00  per  lamp 

per  year. 

27 — 120  watt,  127  volt,  a.  c.  multiple  carbon  incandescent  lamps, 

same  burning  schedule  as  the  arcs.     Rate  $10.00  per  lamp 

per  year. 

PEWAUKEE. 

(Population  749.) 

MIIAVAUKKK  LIGHT,  HKAT  &  TRACTION  COMPAXY. 

Method  of  generation,  steam  and  purchased. 
Daily  operating  period,  continual. 

I.   RESIDENCE   LIGHTING   SERVICE. 

To  consumers  contractiijg  for  service  for  one  year  or  more  and 
purchasing  the  first  installation  of  carbon  filament  incan- 
descent lamps  or  any  Increases  thereof  from  the  company  at 
the  company's  regular  prices,  the  following  rate  shall  ap* 

ply: 

(a)  Primary  charge  of  twelve  (12)   cents  per  kilowatt  hour  for 

1.  The  first  four  (4)  kilowatt  hours  consumed  per  month 

for  each  of  the  first  four  (4)  active  rooms. 

2.  The  first  two  and  one-half   (2i^)   kilowatt  hours  con- 

sumed per  month  for  each  of  the  active  rooms  in  ad- 
dition of  the  first  four. 

(b)  Secondary  charge  of  six  (6)   cents  per  kilowatt  hour  for  all 

energy  in  excess  of  that  paid  for  at  the  primary  rate. 

All  rooms  except  the  following  shall  be  counted  as  active:  three 
bed  rooms,  bath  rooms,  basement,  garret,  closets  and 
back  porch. 

The  company  will  renew  all  plain  carbon  filament  incandescent 
lamps  which  have  been  purchased  by  the  consumer  from 
the  company  and  used  in  connection  with  the  company's 
service  and  which  are  returned  by  the  consumer  to  the 
ofilce  of  the  company  exhausted  and  with  bulbs  unbroken. 

II.   COMMERCIAL  LIGHTING  SERVICE. 

The  charges  for  commercial  lighting  service  to  consumers  con- 
tracting* with  the  company  for  periods  of  one  year  or  more 
shall  be  computed  in  accordance  with  the  following  incre- 
ment schedule: 

First  100  kw.  hrs.  consumed  during  any  month,  12  cts.  per 
kw.  hr. 

Second  100  kw.  hrs.  consumed  during  any  month,  10  cts.  per 
kw.  hr. 

Third  100  kw.  hrs.  consumed  during  any  month  8  cts.  per 
kw.  hr. 

Next  300  kw.  hrs.  consumed  during  any  month,  6  cts.  per 
kw.  hr. 

Next  14,400  kw.  hrs.  consumed  during  any  month,  4  cts.  per 
kw.  hr. 

Next  15.000  kw.  hrs.  consumed  during  any  month,  3*4  cts.  per 
kw.  hr. 
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All  energy  in  excess  of  30,000  kw.  hrs.  consumed  during  any 
month,  3  cts.  per  kw.  br. 

Motors  of  not  more  than  one  horse  power  total  nominal  rated 
capacity  will  be  supplied  with  service  in  conjunction  with 
lighting  service  under  the  above  schedule  of  rates. 

The  company  will  renew  all  plain  carbon  filament  incandescent 
lamps  purchased  by  the  consumer  from  the  company  at 
the  company's  regular  prices  which  are  used  by  the  con- 
sumer in  connection  with  the  service  of  the  company  and 
which  are  returned  to  the  office  of  the  company  by  the  con- 
sumer exhausted  and  with  bulbs  unbroken. 

III.  COMMERCIAL  POWER  SERVICE. 

The  charge  for  commercial  power  service  to  consumers  con- 
tracting with  the  company  for  periods  of  one  year  or  more 
shall  be  computed  in  accordance  with  the  following  incre- 
ment schedule: 

First  100  kw.  hrs.  consumed  during  any  month  8  cts.  per 
kw.  hr. 

Second  100  kw.  hrs.  consumed  during  any  month  6  cts.  per 
kw.  hr. 

Third  100  kw.  hrs.  consumed  during  any  month,  5  cts.  per 
kw.  hr. 

Next  300  kw.  hrs.  consumed  during  any  month,  4  cts.  per 
kw.  hr. 

All  energy  in  excess  of  600  kw.  hrs.  consumed  during  any  one 
month,  3  cts. 

IV.  MINIMUM  MONTHLY  PAYMENTS. 

The  minimum  monthly  payments  to  be  made  by  any  consumer 
shall  be: 

(A)  Residence  lighting  service,  ^1.00  per  month. 

(B)  Commercial  lighting  service,  $1.00  per  month. 

(C)  Commercial  power  service,  $2.00  per  month  for  and  installa- 

tion of  two  (2)  horse  power  or  less  nominal  rated  ca- 
pacity and,  in  addition  thereto,  $1.00  for  each  horse  power 
or  fraction  thereof  of  rated  capacity  in  addition  to  the 
first  two  (2)   horse  power. 

V.   PROMPT   PAYMENT  DISCOUNT. 

On  all  bills  for  electric  service  paid  at  the  office  of  the  company 
or  at  any  authorized  collection  agency  within  ten  (10) 
days  from  date  of  bill,  a  discount  of  five  (5)  per  cent  on 
the  first  $25.00  and  one  (1)  per  cent  on  any  amount  in 
excess  of  $25.00  will  be  allowed. 

VI.   SHORT  TIME  RATE. 

To  consumers  desiring  to  use  residence  lighting,  commercial 
lighting  or  commercial  power  service  for  periods  of  less 
than  one  year,  the  foregoing  rates  shall  apply,  provided 
the  consumer  shall  reimburse  the  company  for  the  cost 
of  connecting  and  disconnecting  its  service  and  installing 
and  removing  necessary  meters  and  transformers. 

Street  liiKhting. 

6.5  ampere,  a.  c.  enclosed  arcs,  burning  on  a  dusk  to  mid- 
night schedule.     Rate  $60.00  per  lamp  per  year. 

6.5  ampere,  a.  c.  enclosed  arcs,  burning  on  a  dusk  to  dawn 

schedule.     Rate  $75.00  per  lamp  per  year. 

50  c.  p.  incandescent  lamps  burning  On  a  dusk  to  dawn 

schedule.     Rate  $21.00  per  lamp  per  year. 
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PHILLIPS. 

(Population,   1.948.) 

PHILLIPS   LIGHT,   WATER,   HEAT  &  POWER  CO. 

Method  of  generation,  steam. 
Daily   operating   period,   continual. 

Comnierciul  Lighting. 

Meter  Rates: 

Minimum  monthly  bill  $1.00,  plus  meter  rent  25  cts. 

Current,  12  cts.  per  kw.  hr.  for  regular  lighting,  1.  e.,  business 

places,  residences,  etc. 
Current,  1 1)  cts.  per  kw.  hr,  for  irregular  lighting,  i.  e.,  churchefs, 
halls,  lodges,  eta 
Flat  Ratks  : 

Business  Places,                                    Residences, 
Office 50  cts.  Bed  room 15  cts. 

«<  or       <(  o^mI^m  ir       •• 


25     "  Parlor 15 


Barber   shop    ....65      "  Basement    15 

Confectionety  ...  .65     "  Woodshed! 15 


Store,  6  p.  m 40     *'  Bath  room 15      *' 

8      "      50     "  Closet 15     " 

€t 
«< 

Saloon    75     "  Porch 15     " 

Livery  stable 65     "  Pantry 15     " 

«i 

«i 

«« 


Hotel 60  "        .  Store  room 15 

Blacksmith  shop.  .50  "  Xaundry    15 

Barn    15  "  Barn , 15 

Warehouse Id  "  Dining   room 40 


<< 


Sheds    15      **  Kitchen 50 

Hall    60     ••  Sitting  room    60 

Basement    15      **  Hall     60 

All  night $1.00  Library    60      " 

Sign    11.00  All  night $1.00 

Discount  as  follows,  applies  if  payment  is  made  at  the  office  by 
the  15th  of  the  month. 

Monthly  bill  $1.00  to  $5.00 discount     5% 

5.00   '•     10.00 "  10% 

10.00   "     15.00 "  15% 

15.00   ••     20.00 "  207o 

20.00   *•     25.00 "  25% 

25.00   "     30.00 "  30% 

30.00   "     35.00 "  35% 

35.00    "     40.00 "  40% 

40.00   "     45.00 "  45% 

45.00    "     50.00 "  50% 

50.00  and  over "         50% 

Lamps  rated  at  110  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are 
sold  at  25  cts.,  or  five  for  $1.00.  Tungsten  and  tantalum 
lamps  are  sold  slightly  above  cost.  The  smallest  size  Tung- 
sten lamp  handled  is  25  watt.  Pamphlets  printed  by  manu- 
facturers are  distributed  at  collection  office.  Information  is 
given  occasionally  through  newspaper  advertisements.  No 
regular  inspection  of  the  incandescent  lamps  in  service  is 
made. 

Street  Lighting. 

22 — 6.6  ampere,  73  volt,  a.  c.  series  enclosed  arcs  burning  2,250 
hours  per  annum  on  an  every  night  dusk  to  midnight  4:30 
to  daylight  schedule.     Rate  $85.00  per  lamp  per  year. 
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PLAINFIELD. 

(Population,   723.) 

8TARKS  &  SKKKL. 

Method  of  generation,  gas  power. 
Daily  operating  period,  dusk  to  midnight. 

Commercial  Lighting. 

MeTEB  fwATES: 

Current,  16  cts.  per  kw.  hr. 
(Incomplete  report.)  Lamps  rated  at  110  volts  are  handled  by 
the  utility.  The  first  installation  of  carbon  lamps  is  not  fur- 
nished free  of  charge.  Carbon  lamps  are  renewed  free  when 
returned  blackened  but  unbroken.  16  c.  p.  lamps  are  sold  at 
25  cts.  Information  regarding  these  matters  is  given  only 
verbally.  No  regular  inspection  of  the  incandescent  lamps  in 
service  is  made. 

Street  Lighting. 

17 — 5  ampere,  110  volt,  a.  c.  multiple  enclosed  arcs  burning  on 
a  moonlight  schedule  from  dusk  to  12  p.  m.  Rate  $70.00 
per  lamp  per  year. 

PLATTEVILLE. 

(Population, '4,452.) 
INTERSTATE    LIGHT   &   IH)WER    CO. 

Method  of  generation,  steam  plant  at  Galena,  111. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

SCHEDULE  "A." 

These  rates  are  for  commercial  lighting  and  small  power  users 
having  a  connected  motor  load  of  ^/^  h.  p.  or  less,  and  any 
miscellaneous  electrical  devices  (indud'ing  cooking  or  heat- 
ing devices)  connected  to  lighting  circuits. 

15  cts.  for  the  first  20  kw.  hrs.  used  during  any  one  month. 

12     "         ••       next  30         "  "         "       the  same     " 

•tf\         **  (t  ii  r/\  <<  i€  it  If  •« 

8     "    for  all  in  excess  of  100  kw.  hrs.  used  during  the  same 

month. 
Subject  to  a  discount  of  10%  if  paid  on  or  before  the  10th  day 

of  the  month  succeeding  that  in  which  current  is  consumed. 
The  minimum  charge  is  $1.00  per  month. 

SCHEDULE "B" 

Abc  Lamps  for  Stores  and  Bi'sinkss  Pr.ACEs: 

This  schedule  provides  for  the  installation  and  maintenance  of 
arc  lamps  by  the  company  (not  including  wiring).  Arc 
lamps  can  be  used  on  the  same  circuits  with  other  light- 
ing, small  power  loads  having  a  connected  motor  load  of 
%  h.  p.  or  less,  and"  any  miscellaneous  elecftrical  services. 
15  cts.  for  the  first  20  kw.  hrs.  used  during  any  one  month. 


12 

«i 

i( 

next  30 

<i 
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8  cts.  for  all  in  excess  of  100  kw.  hrs.  used  during  any  one 
month. 
Subject  to  a  discount  of  10%  if  paid  on  or  before  the  10th  day 
of  the'  month  succeeding  that  in  which  current  is  consumed. 

12 
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The  minimum  charge  for  current  consumed  under  ttiis  schedule 
is  $2.00  per  month  per  arc  lamp  installed. 

In  addition  to  the  above  charges  and  monthly  minimum  guar- 
anties for  current  consumed,  a  net  charge  of  50  cts.  per 
arc  lamp  installed  is  made  monthly,  to  cover  the  cost  of 
maintenance  and  trimming. 

SCHEDULE  "C" 

Window  Lighting. 

This  schedule  is  for  yearly  contracts  with  lamps  burning  from 
dusk  until  10:00,  10:30.  or  11:00  at  night,  where  the 
lamps  are  turned  on  and  off  by  the  company,  and'  a  sep- 
arate circuit  with  switch  is  provided  for  same  by  the  con- 
sumer. This  schedule  is  based  on  an  average  of  5,  5^, 
and  6  hours  of  burning  every  night  throughout  the  year, 
and  upon  the  following  watt  rating  of  lamps: 

Varbon  Lamps.     Tungsten  Lamps, 

2  c.  p 14  watts       25  watts 

4  c.  p 20  watts       40  watts 

8  c.  p 32  watts        60  watts 

16  c.  p 56  watts     100  watts 

32  c.  p 110  watts 

This  special  rate  is  made  only  to  consumers  who  use  the  com- 
pany's service  for  lighting  the  interior  of  the  same  store  or 
office. 
Current,  7V^  cts.  per  kw.  hr. 

Subject  to  a  discount  of  10%  if  paid  on  or  before  the  10th  day 
of  the  month  succeeding  that  in  which  current,  is  consumed. 
The  minimum  charge  is  $1.00  per  month. 

In  cases  where  the  consumer  does  not  use  the  company's  serv- 
ice for  lighting  the  interior  of  the  same  store  or  office,  the 
consumer  will  be  charged  for  window  lighting  as  per 
schedule  "A." 
No  free  retiewals  of  any  kind  of  incandescent  lamps  are  fur- 
nished und'er  this  schedule. 

.  SCHEDULE  "D" 

I LLU M I N ATEI)  SlO  N  S : 

*'D — /"  Company  Furnishes  ISigns: 

Under  this  schedule,  the  company  furnishes  and  Installs  the 
sign  and  after  24  months  continuous  use  the  sign  be- 
comes the  property  of  the  consumer.  The  company  fur- 
nishes free  lamp  renewals  and  turns  sign  on  at  dusk 
and  off  at  11:00  o'clock  every  night  d'uring  the  entire 
year. 

SECTIONAL  T-ETTFni  SIGNS: 

2  c.  p.  carbon  lamps,  18  cts.  per  month  per  lamp. 

4  c.  p.  carbon  or  Tungsten  lamps,  20  cts.  per  month,  per 
lamp. 

PANEL  signs: 

4  c.  p.  carbon  or  Tungsten  lamps,  36  cts.  per  month  per 

lamp. 
8  c.  p.  carbon  lamps,  50  cts,  per  month  per  lamp. 
Subject  to  a  discount  of  lOVr    if  paid  on  or  before  the  10th 
day  of  the  month  succeeding  that  in  which  current  is 
consumed. 
After  24  months  continuous  use  of  sign,  consumer  pays  for 
current  consumed  as  per  Schedule  •*D-2." 
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•*Z> — 2''    Consumer    Owvs    Sign,      Company   Furnishes    Free   Lamp 
Renewals. 
Under  this  schedule  the  consumer  furnishes  and  installs  his 
own  sign  and  the  company  turns  sign  on  at  dusk  and  off 
at  eleven  o'clock  every  night  the  entire  year.     The  com- 
pany furnishes  free  lamp  renewals  and  charges  consumer 
for  current  at  the  following  rates: 
2  c.  p.  carbon  lamps,  12  cts.  per  month  per  lamp. 
4  e.  p.  carbon  or  Tungsten  lamps,  14  cts.  per  month  per 

lamp. 
8  c.  p.  carbon  lamps,  20  cts.  per  month  per  lamp. 
Subject  to  a  discount  of  10%  if  paid  on  or  before  the  10th 
day  of  the  month  succeeding  that  in  which  current  is 
consumed. 

SCHEDULE "E" 

Cooking  and  Heatix<;  by  Elkctkicity: 

For  the  benefit  of  consumers  desiring  to  use  electricity  for 
cooking  and  heating  purposes,  the  company  furnishes 
current  at  the  following  very  low  rate,  provided  the 
consumer  arranges  his  wiring  for  such  purposes  on  a 
se'parate  circuit  direct  from  the  house  service  in  such  a 
manner  that  the  company  can  install  a  separate  meter 
for  the  same. 
Current,  7  cts.  per  kw.  hr. 

Subject  to  a  discount  of  10%  if  paid  on  or  before  the  10th 
day    of    the    month    succeeding    that    in    which    current  la 

consumed. 
The  minimum  charge  is  $1.50  per  month. 
Lamps  rated  at  110-114  volts  are  handled  by  the  utility.  The 
first  installation  of  carbon  lamps  is  charged,  the  returned 
lamps  credited  and  payment  made  for  shdrtage.  Carbon 
lamps  are  renewed  free  when  returned  blackened  but  un- 
broken. 16  c.  p.  lamps  are  sold  at  20  cts.  Tungsten  and 
tantalum  lamps  are  sold  at  cost.  The  smallest  size  Tungsten 
lamp  handled  is  25  watt.  The  smallest  size  tantalum  lamp 
handled  Is  40  watt.  Pamphlets  printed  by  manufacturers  are 
distributed  at  collection  ofilce.  Information  is  given  at  va- 
rious times  through  newspaper  advertisements.  No  regular 
inspection  of  the  Incandescent  lamps  In  service  is  made. 

Commercial  PoWer. 

SCHEDULE "F" 
Wholesalk  Power  Rates: 

To  Mines,  Factories,  Villages,  Etc^  for  Monthly  Consumption  of 

Electricily. 
Quantities.  Rates  per  kw.  hr. 

Up  to  100  kw.  hrs.  inclusive |0.08 

For  excess  over  100  and  up  to  300  kw.  hrs.     |0.07 

For  300  kw.  hrs .0735 

For  excess  over  300  and  up  to  500  kw.  hrs..  .  .06 

For  500  kw.  hrs .068 

For  excess  over  500  and  up  to  700  kw.  hrs..  .  .05 

For  700  kw.  hrs .0628 

For  excess  over  700  and  up  to  1,000  kw.  hrs.  .  .04 

For  1,000  kw.  hrs .056 

For  excess  over  1,000  and  up  to  5,000  kw.  hrs  .035 

For  5,000  kw.  hrs .0392 

For  excess  over  5,000  and  up  to  15,000  kw.hrs.  .03 

For  15,000  kw.  hrs .033 

For  excess  over  15,000  and  up  to  30,000  kw.hrs.         .025 

For  30,000  kw.  hrs .  .029 
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•  For  excess  over  30,000  and  up  to  50,000  kw.  hrs.  $0.0238 

For  50,000  kw.  hrs $0.0269 

For  excess  over  50,000  and  up  to  80,000  kw.  hrs.      .0225 

For  80,000  kw.  hrs .0253 

For  excess  over  80,000  kw.  hrs 02 

The  rates  in  this  schedule  are  not  subject  to  any  discount.  The 
minimum  monthly  charge  is  |1.00  per  h.  p.  of  motors  in- 
stalled. 

Street  Lighting. 

14 — 6.6  ampere,  a.  c.  series  enclosed  arcs  burning  2,372  hours  per 

annum  on  an  every  night  dusk  to  1  a.  m.  schedule.     Rate 

$62.00  per  lamp  per  year. 
195 — 40  watt,  3.ij  ampere,  a.  c.  series  Tungsten  incandescent  lamps^ 

same  burning  schedule  as  above.     Rate  $17.00  per  lamp  per 

year. 
120 — 8  c.  p.,  110  volt,  a.  c.  carbon  incandescent  lamps  arranged  in 

six  arches  of  20  lamps  each  burning  556  hours  per  year 

from  dusk  to  11  p.  m.  but  not  every  night.     Rate  4  cts.  per 

arch  per  year. 

PLYMOUTH. 

(Population,  3,094.) 

MlTXiriPAIi  PLANT. 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 

Comniercial  Lighting. 

Mkteb  il\ii:s: 

Minimum  monthly  bill,  $1.00. 
Current,  10  cts.  per  kw.  hr. 

10%  is  adaed  to  bill  if  not  paid  by  the  15th  of  month. 
Lamps  rated  at  112  volts  are  handled  by  the  utility.  The  first  in- 
stallation of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  tree  of  charge.  16  c.  p.  lamps  are  sold 
at  18  cts.  Tungsten  and  tantalum  lamps  are  sold  slightly 
above  cost.  The  smallest  size  Tungsten  lamp  handled  is  25 
watt.  Information  regarding  above  matters  is  printed  on  con- 
sumers' bills.  Pamphlets  printed  by  manufacturers  are  dis- 
tributed with  monthly  bills.  Inspection  of  lamps  only  inci- 
-  dental. 

Commercial  Power.  > 

Mp:tkr  Ratks: 

Minimum  monthly  charge,  $1.00. 
Current,  10  cts.  per  kw.  hr. 

Following  discount  applies  if  bill  is  paid  before  10th  of  the 
month. 

Up  to        10  kw.  hrs 5%  discount. 

11   "  25        "       5  and  6% 

26   "  50        ••       7  and  5% 

61**  75        "       10and5% 

76   "        100        "       15  and  5% 

101"        150        ••       20  and  5% 

151"        200        "       25  and  5% 

201"        350        "       30  and  5% 

351"        750        "       35  and  5% 

751"     1,000        "       40  and  5% 

1,001"     1,500        "       45  and  5% 

1,501   "    2,000        "       50  and  5% 

2.000  and  over,  special  rates. 
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Street  Lighting. 

64 — 4  ampere,  75  volt,  a.  c.  series  enclosed  arcs  burning  about 
2,592  hours  per  annum  on  an  all  night  moonlight  schedule. 
Rate  approximately  $55.10  per  lamp  per  year. 

PORTAOE. 

(Population,  5,440.) 

PORTAGE  ELECTRIC  LIGHT  CO. 

Method  of  generation,  current  purchased. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Meteb  Ratks: 

Business  Houses  Using  Light  Until  40  and  12  (yrlork: 

First  30,000  watts 10  cts.  per  1,000  watts. 

Second    30,000    watts 8        **        1,000 

Over  60,000  watts 6        *'        1,000 

Business  Houses  Using  Light  Until  S  and  0  O'clock: 

First  30,000  watts 10  cts.  pef  1,000  watts. 

Second    30.000    watts 9        "        1,000 

Over  60,000  Witts 8        "        1,000 

Factory  Lighting: 

First  30,000  watts 12  cts.  per  1.000  watts. 

Second    30,000    watts 11        **        1,000       " 

Third  30,000   watts 10        "        1,000       " 

90,000  to  200,000  watts 9        "        1,000       " 

200,000   to  400.000   watts 8        "        1,000       " 

Over  400.000  watts ^        *'        l.<>^^<»       " 

Halls,  Churches,  Lodge  Rooms,  School  Houses,  Residences: 

First  30,000  watts 12  cts.  per  1,000  watts. 

Second  30.000   watts 11        "        1,000       " 

Over  60,000  watts 10        "        1,000      " 

Electric  *'TheMters'\' 

Current  10  cts.  per  kw.  hr. 
Flat  Iron  Rate  in  Laundries  and  Factories: 

Service  charge  of  50  cts.  per  month  per  500  watts  installation 
plus  a  charge  for  current  of  5  cts.  per  kw.  hr. 
Lamps  rated  at  110-112-114  volts  are  handled  by  the  utility.  The 
first  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  Carbon  lamps  are  renewed  free  when  returned 
blackened,  but  unbroken.  16  c.  j).  lamns  are  sold  at  30  cts. 
Tungsten  and  tantalum  lamps  ^m  pold  at  list  nrice.  The 
smallest  size  Tungsten  lamp  handled  is  40  watt.  Information 
is  given  verbally  to  all  customers,  and  manufacturers'  nam- 
phlets  are  distributed  from  house  to  house  and  are  available 
at  the  office.  No  regular  inspection  of  incandescent  lamps  in 
service  is  made. 

Commercial  Power. 

Meteb  Ratks: 

Service  charge: 

$1.00  per  h.  p.  per  month  for  maximum  amount  of  power  de- 
manded. 
Current  charge: 

First  500  kw.  hrs 4 '^  cts.  per  kw.  hr. 

Second       500        "        4 

Third  500        *'        3 14    " 

All  over  1500        "        3        " 

The  above  rate  applies  to  1  h.  p.  maximum  demand  and  over. 
Small  motors  on  regular  lighting  circuits,  regular  lighting 
rates. 
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Street  Lighting. 

70 — 6.6  ampere,  72  and  74  volt.  a.  c.  series  enclosed  arcs  burning 
about  4,000  hours  per  annum  on  an  all  night  every  night 
schedule.     Rate  $70.00  per  lamp  per  year. 

43 — 80  watt,  6.6  ampere,  a.  c.  series  Tungsten  incandescent  lamps, 
same  burning  schedule  as  above.  Rate  $30.00  per  lamp 
per  year. 
3—120  watt,  110  volt,  a.  c.  multiple  carbon  incandescent  lamps, 
same  burning  schedule  as  above.  Rate  $30.00  per  lamp 
per  year. 

PORT  EDWARDS. 

(Population.    758.) 
NEKOOSA-£DW.4RDS  PAPER  CO. 

Method  of  generation,  hydraulic. 
Dally  operating  period,  continual. 

Cominercial  Lif^hting. 

Mkter  Rates: 

5  cts.  per  kw.  hr. 

Lamps  rated  at  220  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are  sold 
at  18  cts.  Tungsten  and  tantalum  lamps  are  sold  10 Or  above 
cost.  Information  regarding  these  matters  is  given  only  ver- 
bally. Inspection  of  lamps  is  made  in  connection  with  meter 
reading. 

Street  Iiighting. 

32 — 100  c.  p.,  220  volt,  d.  c.  multiple  Tungsten  lamps  burning 
2,920  hours  per  annum  on  an  all  night  moonlight  schedule. 
Rate  5  cts.  per  kw.  hr. 

PORT  WASHINGTON. 

(Population,  3,792.) 
MUNICIPAL  PLANT. 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Meter  Ratks: 

M  nimum  monthly  bill,  75  cts. 

Residences,  8  cts.  i)er  kw.  hr. 

Business,  7  cts.  per  kw.  hr. 

Meter  rent,  10  cts.  per  month. 
Lamps  rated  at  lir>  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
Carbon  lamps  are  renewed  free  when  returned  blackened, 
but  unbroken.  16  c.  p.  lamps  are  sold  at  20  cts.  Tungsten 
lamps  are  sold  at  cost.  The  smallest  size  Tungsten  lamp 
handled  is  25  watt.  Information  regarding  above  matters 
is  printed  on  consumers'  bills.  No  regular  inspection  of  in- 
candescent lamps  in  service  is  made. 

Commercial  Power. 

Metkr  Ratks: 

Less  than         150  kw.  hrs.  per  month,  7  cts.  pet  kw.  hr. 

From  150  to      250  "  **  6     " 

**      250  to      500  "  "  5  " 

*'      500  to  1,000  "  "  4  " 

pxreeding      1,000  "  "  3  "          '? 
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Street  Lighting. 

40 — 6.6  ampere.  77  volt,  a.  c.  series  enclosed  arcs  burning  4015 
hours  per  annum  on  an  all  night  every  night  schedule. 
Rate  $70  per  lamp  per  year. 

30 — 80  watt,  6.6  ampere,  a.  c.  series  Tungsten  lamps,  same  burn- 
ing schedule  as  above.     Rate  $12  per  lamp  per  year. 

PRAIRIE  DU  CHIEN. 

(Population,  3,149.) 

PRAIRIK  CITY  KLKCTRIC  CO. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  daylight. 

Commercial  Lighting. 

Meter  Rates: 

Minimum  monthly  charge  as  follows: 

Installations  less  than       25  lamps,  $1.00  per  month. 

from  25  to    40        "  1.50 

••       40  to  100        "  2.50 

•*     100  to  200        "  4.50 

"     200  to  300        '*  5.50 

Patrons  owning  their  own  meters  will  be  charged  25  cts.  less 

per  month  on  above  rating. 
Rates  for  current: 

Residences,  10  cts.  per  kw.  hr. 

Business  places,  10  cts.  per  kw.  hr.,  or  8  cts.  per  kw.  hr.  if 
three  or  more  lights  are  used  all  night. 
Following  discounts  apply  if  bills  are  paid  before  the  10th  of  the 
month: 

Bills  from      $5.00  to   $10.00 5% 

10.00   "        15.00 10% 

15.00    '•        20.00 15% 

over     20.00  ', 20% 

Lamps  rated  at  100-110-115-120  200-220  volts  are  handled  bv 
the  utility.  The  first  installation  of  carbon  lamps  Is  not 
furnished  free  of  charge.  No  lamps  are  renewed  free  of 
charge.  16  c.  p.  l:imps  are  sold  at  20  cts.  Tungsten  and 
tantalum  lami?s  are  sold  above  cost.  The  smallest  size  Tung- 
sten lamp  handled  is  25  watt.  Manufacturers'  pamphlets 
are  occapionallv  distributed  from  house  to  house.  Inspection 
only  incidental. 

Street  Lighting. 

37 — 6.6  ampere.  80  volt,  a.  c.  series  enclosed  arcs  btirnine:  2522 
hours  ppr  annum  on  a  moonlight  schedule.  Rate  $75  per 
lamp  per  year. 

PRESCOTT. 

(Population,    936.) 

iuvp:r  falls  powkr  co. 

Method  of  generation,  steam. 

Daily  operating  period,  continual  afler  September  1. 

Commercial  L'^htin^. 

MKTKK    R.\TR.S! 

First  two  hours  per  day,  1"  cts.  per  kw.  hr.,  third  hour,  10  cts. 
pe»*  kw.  hr.:   all  over  3   hoi»r«3  i-pr  day.   7  cts.  per  kw.  hr. 
10%  added  to  bill  if  not  paid  by  15th  of  month. 
Flat  Rates: 

50  cts.  per  16  c.  p.    lamp  per  mppth. 


It         << 

it 
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Tungsten  and  tantalum  lamps  rated  at  120-122  volts  are  handled 
by  the  utility.  Carbon  filament  lamps  are  not  handled  by 
the  company.  Tungsten  and  tantalum  lamps  are  sold  above 
cost.  The  smallest  size  Tungsten  lamp  handled  is  25  watt. 
Information  regarding  these  matters  is  given  only  verbally. 
No  regular  inspection  of  the  incandescent  lamps  in  service  is 
made. 

Commeroial  Power, 

Mkteb  Rates: 

Rate  based  on  total  rated  capacity  of  the  consunjer's  equipment, 
viz.: 

One  hour  per  day,  8  cts.  per  kw.  hr.;  2  hours,  6  cts.;  3  hours, 
5  cts.;  5  hours,  4  cts.;  6  hours  3  V6  cts.;  7  hours,  3  V4  cts.; 
8  houcs  or  over,  per  day,  3  cts.  per  kw.  hr. 

1V%  added  if  not  paid  by  the  15th  of  the  month. 

PRINCETON. 

(Population,  1,269.) 
MUNICIPAL  PLANT. 

Method  of  generation,  hydraulic. 

Daily  operating  period,  dusk  to  12  p.  ni.  and  5  a.  m.  to  daylight. 

Commerrial  Lighting. 

Mktku  Ratks: 

First  60  kw.  hrs.  12  cts.  per  kw.  hr. 

All  over  60  kw.  hrs.  11  cts.  per  kw.  hr. 

Meter  rent,  25  cts.  per  month  to  consumers  not  owning  their 

own  meters. 
Discount.  4  cts.  per  kw.  hr.  if  paid  on  or  before  the  15th  of  the 
following  month. 
Flat  Ratks  : 

Business  places,  1  d.  per  watt  installation  per  month  on  yearly 
contract. 
A  charge  oi'  $1.00  is  made  for  connecting  building  to  line. 
Lamps  rated  at  110  volts  are  handled  by  the  utility.     The  first 
installation  of  carbon  lamps  Is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.      16  c.  p.  lamps   are 
sold  at   25  cts.     Tungsten  and   tantalum   lamps  are  sold   at 
list  price.      Information  regarding  these  matters  is  given  only 
verbally.     No  regular  inspection  of  the  incandescent  lamps 
in  service  is  made. 

Street  LifflitinK. 

18 — 6.6  ampere.  85  volt,  a.  c.  series  enclosed  arcs  burning  1587 
hours  per  annum  on  a  dusk  to  midnight  moonlight  sched- 
ule.     Rate  $40  per  lamp  per  year. 

10 — 400  watt.  6.6  ampere,  a.  c.  series  Tungsten  lamps,  same  burn- 
ing schedule  as  the  arc«.      Rate  $40  per  lam.)  per  year. 

10 — 110  volt,  a.  c.  multiple  carbon  incandescent  lamps  burning 
2300  hours  t>er  annum  on  an  every  night  dusk  to  midnight 
schedule.     Rate  $20  per  lamp  per  year. 

RACINE. 

(Population,  38,002.) 
MILWAUKKK  LKiHT,   HKAT  «  TRACTION  CO, 

Method  of  generation,  steam. 
Daily  operating  period,  continual, 
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Commercial  Light ing  and  Power. 

(See  schedule  of  this  rompany  under  Milwaukee.) 

Street  Lighting. 

285 — 4  ampere.  75  volt,  d.  c.  series  enclosed  magnetic  arcs  burn- 
ing 3931.41  hours  per  annum  on  an  all  night  every  night 
schedule.     Rate  $72  per  lamp  per  year. 

156 — 75  watt,  4  ampere,  d.  c.  series  Tungsten  lamps,  same  burning 
schedule  as  the  arcs.     Rate  $21  per  lamp  per  year. 

RANDOLPH. 

(Population.  937.) 

MUNICIPAL  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  12  p.  m. 

Commercial  Lighting. 

Mkteb  Rates: 

Minimum  monthly  charge,  75  cts. 

Current,  10  cts.  per  kw.  hr. 
Flat  Rates  : 

50  cts.  per  month  per  IG  c.  p.  lamp. 

75   *•        "        •*  **     32     **  " 

Lamps  rated  at  220  volts  are  handled  by  the  utility.  The  first  in- 
stallation of  carbon  lamps  Is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are 
sold  at  25  cts.  Tungsten  and  tantalum  lamps  are  sold  at 
cost.  The  smallest  size  Tungsten  lamp  handled  is  40  watt. 
Information  regarding  these  matters  is  given  only  verbally. 
No  regular  Inspection  of  the  incandescent  lamps  in  service 
is  made. 

Street  Lighting. 

6 — 3  ampere,  220  volt.  d.  c.  multiple  enclosed  arcs  burning  about 
1000  hours  per  annum  on  a  moonlight  schedule  from  dusk 
to  12  p.  m. 
52 — 32  c.  p.,  220  volt,  d.  c.  multiple  carbon  incandescent  lamps, 
same  burning  schedule  as  the  arcs. 
Flat  charge  of  $1200  per  year  Is  made  for  street  lighting. 

RANDOM  LAKE. 

(Population.  408.) 

RANDOM  LAKK  KLK(^TUI(^  LIGHT  &  POWKR  CO. 

Method  of  generation,  gasoline. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Meter  Rates: 

Minimum  monthly  bill,  $1.00. 

Current,  15  cts.  per  kw.  hr. 

Discount,  16%  if  paid  on  or  before  the  10th  of  the  month. 

Company  may  require  a  deposit  of  money  as  security  for  the 
payment  of  electricity  intended  to  be  consumed,  to  secure 
itself  against  loss. 

The  company  reserves  the  right  to  deolino  to  furnish  electricity 
to  anyone,  unless  such  person  deposit  with  the  company  in 
advance  a  sum  sufhcient  to  cover  the  cost  of  making  con- 
nections. 
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street  Lighting. 

— 100  watt,  110  volt,  d.  c.  multiple  Tungsten  lamps  same  burn- 
ing on  an  every  night  dusk  to  11  p.  m.  schedule.  Rate  $21 
per  lamp  per  year. 

'  BED  GRANITE. 

(Population,  1,521.) 

NE8HKORO  LIGHT  &  POWER  CO. 

Method  of  generation,  hydraulic  plant  at  Neshkoro. 

Daily  operating  period,  7  a.  m.  to  midnight  and  5  a.  m.  to  daylight. 

Commercial'  Ligliting. 

Met  BR  Ratks: 

First  100  kw.  hrs.  per  month,  10  cts.  per  kw.  hr. 
All  over  100  kw.  hrs.  per  month,  5  cts.  pet  kw.  hr. 
Discount,  2  cts.  per  kw.  hr.  on  the  first  100  kw.  hrs.  if  paid  by 
the  loth  of  the  month. 
For  practice  of  this  company  in  regard  to  lamp  renewals  and  in- 
spection of  incandescent  lamps,  see  Neshkoro. 
Commercial  Power. 

Same  rate  as  lighting. 

Street  Lighting. 

16 — 6  ampere,  110  volt,  a.  c.  multiple  enclosed  arcs  burning  on  a 
moonlight  schedule  from  dusk  to  midnight.  Rate  $60  per 
lamp  per  year. 

RHINELANDER. 

(Population,  5,637). 
RHIXELAXDKR  LIGHTING  CO. 

Method  of  generation,  current  purchased'. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Mktfir  Rates: 

Minimum  monthly  bill,  $1.00. 
Current,  10  cts.  per  kw.  hr. 
Sign  Lighting. 

On  meter  same  rate  as  motor  on  meter. 
Hotel  Lighting. 

8  cts.  per  1000  watts  with  the  following  d  scounts: 
Monthly  bills  less  than  $5.00,  no  discount. 

•*     of  $   5.00  and  less  than  $10.00  10%  discount. 
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15.00 
20.00 
25.00 
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15.00  15% 
20.00  20% 
25.00  25% 
30.00  30% 
35.00  35% 
40.00    407o 


Flat  Ratks: 

Business  Peaces. 

Stores  and  offices 50  cts.  per  month. 

saloons,  re-staurants  and'  all  night  lights,  75  cts.  per  month. 

Churches  lodge  halls  and  schools 25  cts.  per  month. 

Blacksmith  shops,  50  cts.  per  light  per  month,  6  months  of 
the  year,  balance  of  the  year  no  charge  is  made. 
Residence  Lighting. 

1  light $0.75  per  month 

2  •'     1.25 
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3  lights $1.50  per  month 

4  " 1.75      " 

5  •'     2.00      " 

For  the  next  5  addTitional  lights.    0.35      "        "        each 
"FoT  the  next  5             "             *'        0.30 
All  over  15  lights 0.25 

The  above  Is  based  on  16  c.  p.  carbon  filament  lamps. 
All  persons  using  light  on  flat  rate  may  substitute'  a  40  watt 
Tungsten  lamp  for  each  16  c.  p.  carbon  lamp  used,  or  any- 
other  sizes  in  Tungsten  lamps  at  the  same  ratio. 
No  free  lamp  renewals. 
Special  Rates: 

1.  Brown  Bros.  Lbr.  Co.  for  lighting  three  residences,  planing 

mill,  sawmill,  and  sawmill   offlce,   5  cts.   per  kw.  hr.  and 

other  valuable  considerations. 

No  lamps  are  bandied  by  the  utility  and  no  attempt  is  made  to 

regulate    the   sale    by    dealers.     Information    regarding    the 

above  matters  is  printed  on  the  consumers'  bills.     Inspection 

only  inoidental. 

Commercial  Power. 

Meter  Rates: 

Minimum  monthly  charge  of  $8.00  for  the'  first  h.  p.  and  $1.00 

for  each  additional  h.  p.  up  to  5  h.  p. 
Current,  8  cts.  per  kw.  hr.,  with  following  discounts: 
Monthly  bills  less  than  $5.00  no  discount. 

'*     of  $5.00  and  less  than  $10.00,  10%  discount. 
"      "   10.00         ••         *•  15.00,   15% 

"      "   15.00         "         ••  20.00,   20% 

"      •*   20.00  "         "  50.00,   25% 

"      ••    50.00  "         "  100.00,   30% 

*'     larger  than  $100.00  special  discount. 
Flat  Rates: 

When  motor  is  less  than  %  h.  p.,  $1.00  per  month. 
Minimum  rate'  when  on  meter,  $1.00  per  month. 
"When  motor  is  %  h.  p.  and  less  than  1  h.  p.,  $2.00  per  month. 
Minimum  rate  when  on  meter,  $2.00  per  month. 
Miscellaneous  Rates  for  Power. 

Tailors'  iron  11  lbs $1.50  per  month. 

Fan  motors 1.00     *' 

Barbers'  massage  machine 1.00     **  " 

Dental  motors 1.00     "  ' 

1  h.  p.  motor 3.0u     " 

Street  Ligliting. 

71 — 6.6  ampere,  70  volt,  a.  c.  series  enclosed  arcs  burning  on  an 
all  night  every  night  schedule.     Rate   $72  per  lamp  per 
.  'year. 

RIB  LAKE. 

(Population,  1,018.) 

MUMCIPAL  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  midnight. 

Commercial  Lifi;hting. 

Meter  Rates: 

Minimum  monthly  bill,  75  cts. 

Current,  10  cts.  per  kw.  hr. 
Lamps  rated  at  110  volts  are  handled  by  the  utility.     The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
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No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are  sold 
at  20  cts.  Information  regarding  these  matters  is  given  only 
verbally.  No  regular  inspection  of  the  incandescent  lamps  la 
service  is  made. 

Street  liighting. 

21 — 6  ampere,  110  volt,  a.  c.  series  enclosed  arcs  burning  on  a 
dusk  to  midnight  moonlight  schedule.  Rate  $60  per  lamp 
per  year. 

RICE  LAKE. 

(Population,  3,968.) 
RED   CEDAR   VALLEY    ELECTRIC    CO. 

Method  of  generation,  hydraulic. 
Daily  operating  period,  continual. 

CoiiiinercJal  Lighting. 

Meter  Rates: 

Minimum  monthly  charge,  50  cts. 

Illuminating  service,  including  all  heating  and  poweT  appliances 
consuming  less  than  500  watts  per  unit,  9  cts,  per  kw.  hr. 
Discount  10%  if  paid  on  or  before  the  10th. 

Lamps  rated  at  110  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
Carbon  lamps  are  renewed  free  when  returned  blackened,  but 
unbroken.  16  c.  p.  lamps  are  sold  at  20  cts.  Tungsten  and 
tantalum  lamps  are  sold  above  cost.  The  smallest  size 
Tungsten  lamp  handled  is  25  watt.  Information  regarding 
these  matters  is  given  only  verbally.  No  regular  inspection 
of  the  incandescent  lamps  in  service  is  made. 

Coinniercial  Power. 

Meter  Rates: 

A  fixed  charge  of  $1.00  per  month  per  h.  p.  for  motors  of  1  h.  p. 
and  less  than  5  h.  p.,  and  80  cts.  per  month  per  h.  p.  for 
motors  of  5  h.  p.  or  more',  plus  a  iheter  rate  of  2  cts.  per 
kw.  hr.  for  all  current  used. 

Discount  of  10%  for  prompt  payment. 

Street  Lighting. 

26 — 6.6  ampere,  a.  c.  series  enclosed  arcs  burning  3730  hours  per 
annum  on  an  all  night  every  night  schedule. 
1 — 3.83  ampere,  110  volt,  a.  c.  multiple  enclosed  arcs,  same  burn- 
ing schedule  as  above. 
3 — 50  c.  p.,   110  volt,  a.  c.  multiple  carbon  incandescent  lamps 
burning   8760   hours  per  annum   on  an  all  day  all   night 
schedule. 
The  company  has  a  contract  with  the  city  to  furnish  current  for 
street  lighting  and  the  lighting  of  all  municipal  buildings  for 
1 1,5 4 8  per  year. 

RICHLAND   CENTER. 

(Population,  2,652.) 

MITNICIPAL  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  continual,,  except  Sunday,  dusk  to  daylight. 

Commercial  Lighting. 

Meter  Wates: 

Minimum  monthly  charge.  50  cts. 
Current,  8  cts.  per  kw.  hr. 
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Ponalty  of  2  cts.  per  kw.  hr.  if  bill  is  not  paid  by  the  25th  of  the 
month. 

A  charge  of  $2.00  is  made  for  re-connecting  the  same  consumer 
to  the  same  premises. 

Lamps  rated  at  108-112  volts  are  handled  by  the  utility.  The 
first  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  No  lamps  are  renewed  free  of  charge.  16  c.  p. 
lamps  are  sold  at  20  cts.  Tungsten  and  tantalum  lamps  are 
sold  above  cost.  The  smallest  size  Tungsten  lamp  handled 
is  25  watt.  Pamphlets  printed  by  manufacturers  are  dis- 
tributed at  collection  office.  No  regular  inspection  of  the 
incandescent  lamps  in  service  is  made. 

Street  Lighting. 

12 — 6.6  ampere,  a.  c.  series  enclosed  arcs  burning  on  an  all  night 
moonlight  schedule.     Rate  $80  per  lamp  per  year. 

47 — 6.6  ampere,  a.  c.  series  incandescent  lamps  burning  on  a 
moonlight  12  p.  m.  schedule.  Rate  $65  per  lamp  per  year. 
5 — 350  c.  p.,  6.6  ampere,  a.  c.  series  Tungsten  lamps  burning  on 
a  moonlight  12  p.  m.  schedule.     No  rate  given. 

RIO. 

(Population,  704.) 

RIO  KLECTIUC  LIGHT  PLANT. 

Method  of  getieration,  steam. 

Daily  operating  period,  dusk  to  11  p.  m.  and  Saturday  to  12  p.  m. 

Commercial  Lighting. 

Meter  Rates: 

Current,  15  cts.  per  kw.  hr. 

Meter  rent,  25  cts.  per  month  if  bill  amounts  to  lejss  than  $1.00. 
Plat  Rates: 

50  cts.  per  month  per  16  c.  p.  lamp. 
Lamps  rated  at  100-102-104  volts  are  handled  by  the  utility. 
The  first  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  No  lamps  are  renewed  free  of  charge.  16  c.  p. 
lamps  are  sold  at  25  cts.  Tungsten  lamps  arc  sold  at  list 
price.  The  smallest  size  Tungsten  lamp  handled  is  25  watt. 
Information  regarding  these  matters  is  given  only  verbally. 
No  regular  inspection  of  the  incandescent  lamps  in  service  is 
made. 

Street  Lighting. 

14 — 6.6  ampere,  104  volts,  a.  c.  multiple  enclosed  arcs  burning  on 
a  moonlight  schedule  from  dusk  to  12  p.  m.  Rate  $72  per 
lamp  per  year. 

RIPON. 

(Population,  3,729.) 

RIPOX  lilGHT  &  AVATER  CO. 

Method  of  generation,  steam. 

Daily  operating  period,  continual,  except  noon  to  dusk  Sundays. 

Commercial  Lighting. 

Meter  Rates: 

For  all  lighting  service  furnished  residences  and  business 
houses  (hereinafter  specifically  referred  to  as  classes  A, 
B,  C,  D  and  E),  including  such  incidental  use  of  appliances 
for  heating  or  power  used  on   lighting  circuits  and  passing 
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through  the  same  meter  and  meusured  hy  a  meter  or  metefs 
owned  and  installed  by  the  company,  a  charge  of: 

Primary  rate,  16  cts.  net  or  17.75  cts.  gross  per  kw.  hr.  for  cur- 
rent used  equivalent  to  or  less  than  the  first  60  hrs.  use  per 
month  of  the  active  connected  load. 
c  Secondary  rate,  9  cts.  net  or  10  cts.  gross  per  kw.  hr.  for  all  cur- 
rent used  in  excess  of  the  above*  60  hrs.  use  per  month  of 
the  active  connected  load. 

Active  connected  load  shall  in  each  case  be  a  fixed  percentage  of 
the  total  connected  load,  consisting  of  lamps,  appliances, 
etc.,  installed  on  the  consumers'  premise's. 

Class  A  includes  residences,  flats,  private  rooming  houses,  nub- 
ile buildings  and  Ripon  College  buildings,  for  all  of  which 
40%  of  the  total  connected  load  shall  be'  considered  active. 
Class  B  includes  schools,  churches  and  industrial  establishments 
which  close  not  latet*  than  6  p.  m.,  for  which  class  ^b% 
of  the  total  connected  load  shall  be  considered  active. 
Class  C  Includes  livery  stables,  hotels  and  library  buildings,  la. 
which  class  60%  of  the  total  connected  load  is  to  be  consid- 
ered active. 
Class   D   includes  stores,   offices,  club   rooms,   banks,  theaters, 
saloons  and  depots  and  all  other  consumers  not  herein  sp^ 
cifically  provided  for,  for  which  class  75%  of  the  total  con- 
nected load  shall  be  considered  active. 
In  class  E  are  included  signs,  hallways  and  festoons  for  street 
ligl^ting  purposes,  of  which  class  100%  of  the  total  con- 
nected load  shall  be  considered  active. 
Minimum  Bill,     The  minimum   bill   for  lighting  use  is   75   cts. 

net  per  month. 
Discount.     The  comnany  will  bill  all  consumers  of  electricity  for 
commercial  lighting  and  power  purposes  at  the  gross  rate 
and  will  grant  thereon  a  discount  of  10%  for  prompt  pay- 
ment, that  ip.  if  the  Mil  is  naid  on  or  before  the  tenth  day 
of  the  month  following  the  month  during  which  the  bill 
v;as  incurred. 
Lamps  rated  at  110-115  volts  are  handled  by  the  utility.     The 
first  installation   of  carbon   lamps   is  not  furnished   free  of 
charge.     No   lamps   are    renewed   free   of  charge.      16    c.   p. 
lamps  are  sold  at  20  cts.     Tungsten  and  tantalum  lamps  ar« 
sold  at  list  price.     The  smallest  size  Tungsten  lamp  handled 
is    25    watt:    information    with    regard    to    these   matters    is 
nrinted  by  the  utility  and  is  distributed  together  with  manu- 
facturers'  pamnhlets  from  house  to  housp  and  through  the 
mail.     Also   some   information    is   given    through   newspaper 
advertising.     No  regular  inspection  of  the  incandescent  lamps 
in  service  is  made. 

Com  mercJHl  Power.  -  .—,__, 

Meter  Rates: 

For  the  first  60  hrs.  use  per  month  of  active  h.  p.  capacity,  10 

cts.  per  kw.  hr. 
All  over  60  hrs.  use  per  month  of  active  h.  p.  capacity,  5  cts. 

per  kw.  hr. 
Active'  horse  powder  shall  consist  of  a  fixed  percentage  of  the 
nominal  rated  capacitv  of  the  motors  or  appliances,  as  In- 
ri^oafpH  on  the  manufp<*turer*8  name  nlate. 
The  following  percentage"  of    such    capacity    shall    he    deemed 
active: 
Wherp  an  in*<tallation  through  one  meter  is: 

Less  than  3  h.  p 100% 

3  h.  p.  to  10  h.  p.,  one  motor  only R5«5^ 

3  h.  p.  to  10  h.  p.  more  than  one  motor 75% 
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10  h.  p.  to  50  h.  p.,  Irrespective  of  No.  of  motors  65<7o 
r>0  h.  p.  and  over  *'  **  *'  55% 

Dificoiint  10</J  if  paid  by  the  10th  of  the  month. 

The  net  minimum  rate  for  power  service  shall  be  as  follows: 

For  4  h.  p.  or  less,  nominal  rated  capacity,  |2.00  per  month. 

Each  h.  p.  or  fraction  thereof  over  4,  rated  capacity,  $0.50  per 
month. 

Street;  Lighting. 

116 — 200  watt,  6.8  ampere,  a.  c.  Tungsten  lamps  burning  on  a 
moonlight  schedule  fiom  dusk  to  12  p.  m.  Rate  $35  per 
lamp  per  year. 
12 — 250  watt,  110  volt,  a.  c.  multiple  Tungsten  lamps  burning  on 
an  every  night  dusk  to  12  p.  m.  schedule.  Rate  $39  per 
lamp  per  year. 
5 — 16  c.  p.,  110  volt,  a.  c.  multiple  carbon  incandescent  lamps 
burning  on  an  every  ni^ht  12  p.  m.  to  daylight  schedule. 

Rate  $18  per  lamp  per  year. 

f — 
» 

SIVER  FALLS. 

(Population,   1,991.) 

MUNICIPAL  PLANT. 

Method  of  generation,  hydraulic. 
Dally  operating  period,  continual. 

Commercial  Lighting. 

Mkter  Ratks: 

Minimum  bill:  In  places  using  less  than  the  amount  of  $8.00 
per  anni'm.  a  meter  rate  will  bp  charged  of  $1.00  per  an- 
num. If  the  bill  Is  less  than  $9.00  but  more  than  $8.00  th0 
charge  will  be  $9.00  for  the  year. 

Rate   for  current:      One-half   cent  per   lamp-hour   of  55   watt- 
hours  or  9  cts.  per  kw.  hr. 
Fi.AT  Ratks: 

Regular  rate  for  unlimited  use,  50  cts.  per  month  for  each  16 
c.  p.  incandescent  lamn  or  its  equivalent  where  lamps  of 
different  power  are  used. 

Commutation  Rates. 

On  yearly  contracts  in  places  of  business  habitually  closing  after 
nine  o'clock  p.  m.  and  not  later  than  12  o'clock  p.  m.,  10 
cts.  per  month  for  each  16  c.  p.  incandescent  lamp  or  its 
equivalent  where  lamps  of  d'ifferent  power  are  used  upon 
the  express  condition,  that  the  bills  are  payable  quarterly 
in  advance  and  that  no  rebate  is  to  be  given  for  non-use  of 
the  current. 

In  places  of  busineps  habHuallv  closin'?  not  later  than  nine 
o'clock  p.  m.  on  yearly  contracts,  bills  payable  quarterly 
in  advance,  $4.00  per  annum  for  each  16  c.  n.  incandescent 
lamp  or  its  equivalent  where  lamps  of  different  power  are 
used.  No  rebate  being  allowed  for  non-use  of  electric 
current. 

Arc  Tjomps. 

For  arc  lamps  of  1200  nominal  c.  p.  $4.50  per  month.     For  arc 
lamps    of    different    power    a    proportionate"    rate    will    be 
charged.     All  arc  lamps  to  be  shut  off  not  later  than  1^ 
!  p.  m. 
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Privilege. 

In  places  of  business  permission  is  granted  to  use  one  16  c.  p. 
lamp  all  night  If  so  placed  to  allow  a  convenient  inspec- 
tion of  the  interior  of  the  room  where  used. 

In  places  of  business  if  meters  are  used,  a  rebate  will  be  allowed 
from  9  p.  m.  until  6  a.  m.  on  one  16  c.  p.  lamp  consuming  55 
watts.  This  rebate,  however,  is  to  be  canceled  if  the  lamp 
is  not  left  burning  each  night  or  a  smaller  lamp  installed 
instead. 

For  reconnecting  the  service  after  lines  have  been  cut  for  default 
of  payment  or  any  other  abuse  of  service  by  the  consumer,  a 
charge  of  $1.00  will  be  made. 

No  free  lamp  renewals. 

The  utility  does  not  handle  lamps  and  makes  no  attempt  to  regu- 
late the  sale  of  lamps  by  dealers.  A  few  manufacturers* 
pamphlets  are  distributed  to  the  customers.  No  regular  in- 
spection of  the  incandescent  lamps  in  service  is  made. 

Commercial  Power. 

Meteb  Rates:  » 

4  cts.  per  kw.  hr. 
Flat  Rates: 

$30.00  per  annum  per  h.  p.  rating  of  motor. 

Street  Lif^htinj;. 

30 — 5.6  ampere,  75  volt,  d.  c.  series  enclosed  arcs  burning  1600 
hours  per  annum  on  a  moonlight  schedule  from  dusk  to 
12:30  a.  m.  Rate  $60  per  lamp  per  year. 
8 — 6  ampere,  110  volt,  a.  c.  multiple  enclosed  arcs  burning  438 O 
hours  per  annum  on  an  every  night  all  night  schedule. 
Rate  $80  per  lamp  per  year. 

ST.  CROIX  FALLS. 

(Population,  569.) 

ST.  CROIX  FALLS  MIXXI^SOTA  IMPROYKMKNT  CO. 

Method  of  generation,  hydraulic. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

METFnt  Rates: 

Minimum  monthly  charge.  $1.00. 

Current,  11.1  cts.  per  kw.  hr. 

Discount  10%  if  bills  are  paid  within  10  days  from  their  date. 

Free  lamp  renewals. 

Company  has  right  to  require  deposit  of  double  monthly  bill 
to  secure  performance  of  contract. 
Lamps  rated  at  110  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  furnished  free  of  charge.  Car- 
bon lamps  are  renewed  free  when  returned  blackened,  but 
unbroken.  16  c.  p.  lamiis  are  sold  at  20  cts.  No  Tungsten 
nor  tantalum  lamps  are  handled  by  the  utility.  Information 
regarding  these  matters  is  given  verbally.  Some  information 
is  given  through  newspaper  advertising.  Inspection  only  in- 
cidental. 

Commercial  Power. 

Meter  Rates: 

Minimum  charge,  $1.00  per  h.  p. 

7  5/^   cts.  per  kw.  hr.   for  the  first  52  hours  use  per  month  of 

maximum  demand. 
2  cts.  per  kw.  hr.  for  excess. 
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Discount  on  monthly  bills  from  $50  to  $100....   5% 

••  "  "  100  "    150 10% 

••  •*  150  "    200 15% 

••  "  200  •'    250 20% 

"  '•  •*  250  and  over..  .25% 

In  addition  to  the  above  a  discount  of  10%  is  allowed  if  bills 

are  paid  on  or  before  10  days  after  their  date. 
City  Pumping. 

Special  contract  with  the  village  of  St.  Croix 'Falls  for  pump- 
ing water,  at  the  rate  of  5  cts.  per  kw.  hr. 

Street  liiichting. 

4 — 6.6  ampere,  80  volt,  a.  c.  series  enclosed  arcs  burning  3750 
hours  per  annum  on  an  all  night  every  night  schedule. 
Rate  $72  per  lamp  per  year. 
36 — 30  c.  p.,  6.6  ampere,  a.  c.  series  carbon  Incandescent  lamps, 
same  burning  schedule  as  above.  Rate  $20  per  lamp  per 
year. 

ST.  NAZIANZ. 

(Population, .) 

OSLO  POWER  &  lilGHT  CO. 

(For  rates  of  this  company  see  Valders.) 

SAUK  CITY. 

(Population,  867.)  '    '  ' 

MUNICIPAL  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  11  p.  m. 

Oommbrclal  Lighting. 

Meter  Ratks: 

Current,  12  cts.  per  kw.  hr. 

Meter  rent,  $3.00  per  year  if  amount  used  is  less  than  $12.00 
per  year. 
Flat  Rates: 

8  c.  p.  Incand'escents.  25  cts.  per  month. 
16     "  "  50    " 

Lamps  rated  at  110-220  volts  are  handled  by  the  utility.  The 
first  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  Lamps  are  renewed  free  of  charge.  16  c.  p.  lamps 
are  sold  at  25  cts.  Tungsten  and  tantalum  lamps  are  sold 
10%  above  cost.  The  smallest  size  tantalum  lamp  handled 
is  40  watt;  the  smallest  size  Tungsten  is  25  watt.  Informa- 
tion regarding  these  matters  is  given  only  verbally.  No  regu- 
lar inspection  of  the  incandescent  lamps  in  service  is  made. 

SEYMOUR. 

(Population,  1,109). 

SEYMOUR  ELECTRIC  CO. 
Method  of  generation,  steam. 
I>aily  operating  period,  dusk  to  midnight,  5  a.  m.  to  daylight. 

Commercial  Liglitlng. 

Meteb  Rates:     - 

Prom      1  to      5  kw.  hrs 16  cents  per  kw,  hr. 

Prom      5  to    20       "         15        **.  •* 

Prom    20  to    50       "         12%   "  " 

13 
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From     50  to  100  kw.  hrs 10  cts.  per  kw.  hr. 

From  100  to  200        '*        .8 

All  peak  load  not  exceeding  1  hour.  ...  16       " 
Meter  rent,  25  cts.  per  month. 
ITlat  Rates: 

16  c.  p.  incandescent,  50  cts.  per  month. 

Commercfial  arcs,  $48  per  year  for  interior  Tghting,  dusk  to 
midnight. 
Lamps  rated  at  106-108-110  volts  are  handled  by  the  utility. 
The  first  installation  of  carbon  lamps  is  furnished  free  of 
charge.  No  lamps  are  renewed  free  of  charge.  16  c.  p. 
lamps  are  sold  at  25  cts.  Tungsten  lamns  are  sold  slightly 
above  cost.  The  smallest  size  Tungsten  lamp  handled  is  40 
watt.  Information  regarding  these  matters  is  given  only 
verbally.  No  regular  inspection  of  the  incandescent  lamps 
in  service  is  made. 

Street  Liffhtin^;. 

12 — 6.5  ampere,  110  volt,  a.  c.  multiple  enclosed  arcs  burning 
1400  hours  per  annum  on  a  moonlight  dusk  to  midnight 
schedule.     Rate  $50  per  lamp  per  year. 

10 — 32  c.  p.,  110  volt,  a.  c.  carbon  incandescent  lamps,  same  burn- 
ing schedule  as  above.     Rate  $14.50  per  lamp  per  year. 

11 — 50  c.  p.,  110  volt,  a.  c.  multiple  carbon  incandescent  lamps, 
same  burning  schedule  as  above.  Rate  $22.50  per  lamp 
per  year. 

SHAWANO. 

(Population,  2,923.)  ^ 

MUNICIPAL  PLANT.  -  ~  - . 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Meter  Rates: 

Minimum  rate,  $12.00  per  year. 

Rate  for  current:      Sliding  scale,  first  100  kw.  hrs.,  8  cts.  per 

kw.  hr.;  all  over  600  kw.  hrs.,  3  cts.  per  kw.  hr. 
Discount.  5%  if  paid  before  the  10th  of  the  month. 
Lamps  rated  at  110  volts  are  handled  by  the  utility.  The  first 
Installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are 
sold  at  20  cts.  Tungsten  and  tantalum  lamps  are  handled. 
The  smallest  size  Tungsten  lamp  handled  is  25  watt.  Infor- 
mation regarding  these  matters  is  given  only  verbally.  In- 
spection only  incidental. 

Street  Lighting. 

40 — 6.6  ampere,  70  volt,  a.  c.  series  enclosed  arcs  burning  on  a 
moonlight  schedule.     No  rate  given. 
1 — 200  c.  p.,  6.6  ampere,  a.  c.  series  Tungsten  lamps  burning  on 
a  moonlight  schedule.     No  rate  given. 

SHEBOYGAN. 

(Population,  26.398.) 

SHKBOYGAN  RAILWAY   &  ELECTRIC  CO. 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 
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Commercial  Lif^htiiij;;. 

Meter  Ratks: 

Minimum  monthly  bill,  $1.00. 
Current,  15  cts.  per  kw.  hr. 
Discount: 
Residences: 

On  bills  amounting  to 

$2.00  or  less 16%% 

$2.00   to    $5.00 25% 

$5.00   to   $10.00 33Mt% 

$10.00  and"  over 40% 

Mercantile  housed:    factories,  saloons,  shopB,  offices,  churches, 

schools,  public  buildings: 
On  bills  amounting  to 

$5^.00  or  less  per  month .^  .  10% 

$5.00  to  $7.50  peT  month 12^% 

$7.50  to  $10.00  per  month 16%7c 

$10.00  to  $15.00  per  month 25% 

$15.00  or  over  per  month 33Mj% 

Economy  Rate. 

Opional  rate  for  exclusive  lighting  under  contract  for  onci 

year,  as  follows: 
For  each  16  c.  p.  lamp,  or  its  equivalent,  a  fixed  charge  of 
10  cts.  i)er  month,  plus  following  rates  for  all  current 
measured  by  meter: 

First  1500  kw.  hrs 6  cts.  per  kw.  hr. 

1500  to  3000  kw.  hrs 5      "        «     «     «« 

All  over  3000  kw.  hrs 4     "        "     "     " 

Discount,  5%  if  paid  before  the  16tii  of  the  current 
month. 
All  night  rate. 

Prices  for  electric  current  for  all  night  lighting,  beginning 
at  6:00  p.  m.  until  30  minutes  after  sunrise,  at  6  cts. 
per  kw.  hr.,  with  a  minimum  of  $12.00  per  year  for 
each  16  c.  p.  lamp  or  equivalent. 
Fr.AT  Rates: 

Sign  and  Decorative  Lighting  Rate. 

10, cts.  per  2  c.  p.  lamp  or  one  cent  per  watt  per  month, 
burning  from  6  p.  m.  to  11  p.  m.     Minimum  of  $1.00 
per  month. 
Lamps  rated  at  112  volts  are  hardled  by  the  utility.     The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
Carbon  lamps  are  renewed  free  when  returned  blackened,  but 
unbroken.      16  c.  p.  lamps  are  sold  at  25  cts.  each;  $2.50  per 
dozen.     Tungsten  and  tantalum  lamps  are  sold  at  list  price. 
The  smallest  size  Tungsten  lamp  handled   is  25  watt.     In- 
formation with  regard  to  carbon  lamps  is  printed  on  consum- 
ers* bills  and  manufacturers'  pamphlets  are  distributed  from 
house  to  house  by  meter  readers.     Some  information  is  given 
through  newspaper  advertising.     Inspection  only  incidental. 

Coinin€n*cial  Power. 

Meter  Rates: 

I>.  C.  Motor  Rate. 

15  cts.  per  kw.  hr.  33M{  per  cent,  discount  or  10  cts.  net. 
A,  C.  Motor  Rate. 

10  cts.  per  kw.  hr.  for  first  10  kw.  hrs.  per  h.  p.  of  motor. 

All  f/xcesfl  3  cts.  per  kw.  hr.,  less  5%  discount. 
Minimum  charge   $12.00  per  year  per  h.   p.  of  motor  or 
motors  Installed. 
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The'  company  will  supply  power  for  motor  purposefs  to  any 
prospective  users  to  any  point  beyond  the  limits  of  tbe 
company  services,  provided  the  prosp^tive  user  will 
contract  to  use  the  service  for  a  definite  number  of 
years  and  will  guarantee  as  a  minimum  the  total  cost 
of  construction  of  the'  lines  to  the  prospective  user's 
premises. 

Street  Lighting. 

193 — 7.5  ampere,  72  volt,  d.  c.  series  enclosed  arcs  burning  3800 
hours  per  annum  on  an  all  night  every  night  schedule. 
Rate  $68  per  lamp  per  year. 

■ 

SHEBOYGAN  FALLS. 

(Population,  1,630.) 

FALLS  LIGHT  &  POWER  CO.      ' 

Method  of  generation,  steam. 

Daily  operating  period,  sunset  to  sunrise. 

Commercial  Lighting. 

Metkr  Rates: 

Current,  15  cts.  per  kw.  hr. 

Discount  as  follows  if  paid  by  the  10th  of  the  month: 

Less  than   $5.00 10% 

$5.00  and  less  than  $7.50 15% 

$7.50  and  less  than  $10.00 20%  "     . 

$10.00  and  less  than  $12.50 25%  ^ 

$12.50  and  leBs  than  $40.00 33V)% 

$40.00  and  less  than  $60.00 40% 

$60.00  and  over 50% 

F^AT  Ratks: 

Arc  lamps,  inside  and  outside  lighting,  dusk  to  eleven  o'clock. 
$4.00  per  lamp  per  month. 
Lamps  rated  ^t  110-220  volts  are  handled  by  the  utility.  The 
first  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  Inspections  are  made  periodically  and  poor  lamps 
are  replaced.  Tungsten  and  tantalum  lamps  are  sold  at  list 
price.  Carbon  lamps  are  received  in  exchange  for  first 
Tungsten  and  tantalum  lamps  installed,  but  regular  price  is 
charged  for  all  renewals.  The  smallest  size  Tungsten  han- 
dled is  40  watt;  tantalum,  50  watt.  Manufacturers*  pamph- 
lets are  distributed  from  house  to  house. 

Street  Lighting. 

29 — 6.8  ampere,  75  volt,  d.  c.  series  enclosed  arcs  burning  on  a 
moonlight  schedule.     Rate  $45  per  lamp  per  year. 

SHELL  LAKE. 

(Population,  902.)  *    • 

MUNICIPAL  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  daylight. 

Commercial  Ligliting. 

Meter  Rateh: 

Current,  10  cts.  per  kw.  hr.     If  500  kw.  hrs.  or  more  are  used 
per  year,  the  rate  is  8  cts.  per  kw.  hr. 
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Plat  Rates: 

16  c.  p.  incandescent  lamp. . .  .35  cts.  per  month 

32     "  "  "     65     "     " 

40  watt  tungsten  "     35     "     " 

25        "  "  "     35     "     " 

No  lamps  are  furnished  by  the  utility.  No  attempt  is  made  to 
regulate  the  sale  by  dealers.  Information  regarding  these 
matters  is  given  only  verbally.  No  regular  inspection  of  the 
incandescent  lamps  in  service  is  made. 

Street  UghUng* 

12 — 110  volt,  a.  c.  multiple  enclosed  arcs  burning  on  a  dusk  to 
11  p.  m.  schedule.     Rate  $25  per  lamp  per  year. 

18 — 32  c.  p.,  110  volt,  a.  c.  multiple  carbon  incandescent  lamps 
burning  on  an  all  night  every  night  schedule.  Regular 
commercial  rates. 

SOLDIERS  OBOVE. 

(Population,  667.) 

SOIiDIERS   GROVB   ELECTRIC   CO. 

Method  of  generation,  hydraulicr  and  steam. 

Daily  operating  period,  dusk  to  11  p.  m.  and  5:30  a.  m.  to  daylight. 

Commercial  Lighting:. 

Plat  Rates: 

30  cts.  per  16  c.  p.  for  residences  and  35  cts.  for  business  places. 

Lamps  rated  at  100-106-112  volts  are  handled  by  the  utility. 
The  first  installation  of  carbon  lamps  is  furnished  free  of 
charge.  Carbjon  lamps  are  renewed  free  when  returned 
blackened,  but  unbroken.  Tantalum  lamps  are  handled  and 
are  renewed  free  of  charge.  The  smallest  size  Tungsten 
lamp  handled  is  25  watt;  tantalum,  40  watt.  Information 
regarding  these  matters  is  given  only  verbally.  No  regular 
inspection  of  the  incandescent  lamps  in  service  is  made. 

Stre<^t  LiehtinR. 

49 — 80  watt,  110  volt,  d.  c.  multiple  tantalum  lamps  burning  on 
an  moonlight  dusk  to  11  p.  m.  schedule.  Rate  $12  per 
lamp  per  year. 

SOMERSET. 

(Population. .) 

APPLE  RIVER  POWER  CO. 

Method  of  generation,  hydraulic. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

For  store  and  residence  lighting  11  cts.  per  kw.  hr.,  with  a  dis- 
count of  1  ct.  per  kw,  hr.,  provided  all  bills  are  paid  on  or 
before  the  10th  of  the  month  following  that  in  which  cur- 
rent was  consumed. 

Current  for  lighting  is  delivered  at  approximately  110  volts,  al- 
ternating current.  Meters  are  furn'shedT  by  the  company 
and  are  the  property  of  the  company.  There  is  no  mini- 
mum charge.  At  the  option  of  the  company,  the  company 
may  demand  at  any  time  from  the  consumer  a  deposit  to 
secure  the  payment  of  bills.  If  bill  is  not  paid  by  the  15th 
of  the  month  the  company  may,  at  its  option,  discontinue 
service  without  further  notice. 
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Lamps  rated  at  110  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are 
sold  at  20  cts.  Tungsten  lamps  are  sold  at  list  price  ^ncl 
renewed  free  of  charge  if  burned  out  wuthin  thirty  days. 
The  smallest  size  Tungsten  lamp  handled  is  40  watt.  Pamph- 
lets printed  by  manufacturers  are  distributed  by  mall.  In- 
spection only  incidental. 

Com  mere  ial  Power. 

Power  will  be  furnished  by  the  company  along  its  secondary  lineB 
for  single  phase  motors  not  to  exceed  7  %  h.  p.,  220  volts,  or 
three  phase,  60  cycle,  alternating  current  for  motors  above 
1  h.  p.  Power  to  be  furnished  at  the  following  rates,  which 
are  based  on  the  hours  use  per  day  of  the*  connected  load 
per  month  of  26  days,  and*,  if  it  is  found  that  the  load  w^ill 
be  of  such  character  that  it  will  average  more  tnan  ten 
hours  per  day,  for  each  month,  special  rates  will  be  filed. 

Rates  are  as  follows: 

1  hr.  service  per  day  per  month  of  26  days,  $2.25  per  h.  p. 
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From  the  above  rates  per  h.  p.  hour,  the  consumer  will  be  al- 
lowed to  deduct  a  discount  of  10%  provided  all  bills  are 
paid  on  or  before  the  10th  of  the  month  following  that  in 
which  the  current  was  consumed. 
If  the  consumer  only  installs  one  %  h.  p.  motor,  a  net  flat  rate 

of  $5.00  will  be  made. 
When  the  current  used  and  registered  by  the  meter  or  meters  at 
the  above  rates  is  less  in  value  than  the  following  amounts, 
minimum  bills  will  be  rendered  for  said  amounts  in  consid- 
eration of  the  customer's  use  of  the  company's  machinery, 
which  must  be  held  in  reserve  by  the  company  to  meet  the 
customer's  demands: 

$3.00  per  month  net  for  1  h.  p. 

$2.00  per  month  net  per  h.  p.  of  connected  load  of  2  and 

less  than  5  h.  p. 
$l.r)0  per  month  net  per  h.  p.  of  connected  load  of  5  and 
less  than  10  h.  p. 

$1.00  per  month  net  per  h.  p.  of  connected  load  of  10  and 
over. 


SOUTH  MILWAUKEE. 

(Population,  6,092.) 
MILWAUKKE  LIGHT,  HKAT  &  TRACTION  CO. 

Method  of  generation,  sub-station. 
Daily  operating  period,  continual. 

Commercial  Lii^htiiig  and  I'ower. 

(See  schedule  of  this  company  under  Milwaukee.) 

Street  LightinK. 

58 — 6.6  ampere,  7r»  volt,  a.  c.  series  enclosed  arcs  burning  3931.41 
hours  per  annum  on  an  all  night  every  night  schedule.  Rate 
$75  per  lamp  per  year. 
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SOUTH  WAYNE, 

(Population, . ) 

MCNICIPAL  PLANT. 

Method  of  generation,  gasoline. 

Uaily  pperating  period,  dusk  to  10:30  p.  m.  except  Saturday  nights 
to  11  p.  m. 

Commercial  lilghtlnj;. 

I^KTEB  Rates: 

Current,  10  cts.  per  kw.  hr. 
F'l-AT  Rates: 

One  lamp,  any  size,  75  cts.  per  month. 

1 — 8  c.  p.  and  1 — 16  c.  p $1.00  per  month. 
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SPABTA. 

(Population,  3,973.) 
O.  I.  XKWTON'S  SOX8  CO. 
Method  of  generation,  hydraul'c  and  steam. 
Dally  operating  period,  continual. 

Commercial  Lighting. 
Meter  Rates: 

Minimum  monthly  bill,  $1.00. 

Current:      Residences,  12%  cts.  per  kw.  hr. 

All  other,  2%  to  12V^  cts.  per  kw.  hr. 

Schedule  of  rates  as  applied  to  moving  picture  shows,  when  con- 
sumption is  as  follows: 
Up    to    400  kw.  hrs .........  7       cts.  per  kw.  hr. 

400    "     500       "        6%     " 

500    ••     600        ••        6 

600    "     700        "        5%     •• 

700     "     800        •'        5 

The  above  rates  are  granted  only  and  for  such  businesses  that 
are  operating  almost  entirely  off  the  peak  of  the  load,  viz.. 
during  the  afternoon  and  the  latter  part  of  the  evening. 
Free  renewals  for  returned  carbon  lamps. 

Discount  from  10</<  to  20'/^,  according  to  amount  of  bill,  is  al- 
lowed on  residence"  lighting  if  pa  d  within  10  days. 

Company  furnishes  lamp  renewals  free  to  business  customers. 

Company  may  require  a  deposit  to  secure  payment  of  bills. 

In  default  of  payment  of  bill  within  fifteen  days  after  presenta- 
tation,  current  may  be  stopped  and  the  meter  removed,  and 
If  removed  for  nonpayment  of  bill  a  charge  of  $1.00  will 
be  made  for  resetting  meter. 
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Commercial  Power. 

Meteb  Rates: 

2%  cts.  to  12%  cts.  per  kw.  hr. 

Street  Lighting. 

84 — 4  ampere,  80  volt,  d.  c.  series  open  incandescent  arcs  burn- 
ing on  an  every  ni^ht  dusk  to  3:30  a.  m.  schedule.     Rate 
$53.33  per  lamp  per  year. 
2 — 60  watt,  carbon  incandescent  lamps  burning  4000  hours  per 
annum.     Rate  $15  per  lamp  per  year. 

SPOONEB. 

(Population,  1,453.) 

MUNICIPAL  PLANT, 

Method  of  generation,  hydraulic. 

Daily  operating  period,  all  night  but  irregular  during  the  day. 

Commercial  Lighting. 

Mkter  Rates: 

Up    to    100  kw.  hrs 8  cts.  per  kw.  hr. 

100    to  200        " 7    " 

-00  and  over      "         6    " 

Flat  Rates: 

1 — 16  c.  p.  lamp 50  cts.  per  month. 

2 — 16  "  80     " 

3 — 16  "  $1.00 

No  free  lamp  renewals. 

Lamps  are  not  handled  by  the  utility  and  there  is  no  inspection 
of  lamps. 

SPRING  aSEEN. 

(Population,  730.) 
MUNICIPAL  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  midnight. 

Commercial  Lighting. 

Meter  Rates:  » 

Minimum  monthly  bill,  75  cts.      '  \ 

Current,  11  cts.  per  kw.  hr. 

Meter  rent,  25  cts.  per  month.  ' 

A  penalty  of  15%  is  added  If  bills  are  not  paid  by  the  15th  of  the 
month,  and  20%  if  not  paid  by  the  30th. 
Lamps  rated  at  104  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are 
sold  at  20  cts.  Tungsten  lamps  are  sold  at  10  per  cent  above 
cost.  The  smallest  size  Tungsten  lamp  handled  is  25  watt. 
Information  regarding  these  matters  is  given  only  verbally. 
No  regular  inspection  of  the  incandescent  lamps  in  service  is 
made. 

Street  Lighting. 

2 — IT)  ampere,  110  volt.  a.  c.  multiple  enclosed  arcs  burning 
1250  hours  per  annum  on  a  moonlight  dusk  to  midnight 
schedule. 

4 — 60  watt,  110  volt,  a.  c.  multiple  Tungsten  lamps,  same  burn- 
ing schedule  as  above. 
34 — 32  c.  p.,  72  volt,  a.  c.  multiple  carbon  incandescent  lamps, 
same  burning  schedule  as  above. 


\ 
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7 — 40  watt  110  volt,  a.  c.  mutiple  Tungsten  lamps  burning  2555 
hours  per  annum  on  an  every  night  dusk  to  12  p.-  m.  sched- 
ule. 
A  lump  sum  of  $900  per  year  is  received  for  the  above  lighting. 

SPBINO  VALLEY. 

(Population,  972.) 
SPRING  VALLEY  LIGHT  &  POWER  CO. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  dawn. 


I 


Commercial  Lighting.    - 
Meter  Rates: 

Minimum  monthly  bill,  75  cts. 

First  20  kw.  hrs 15  cts.  per  kw.  hr. 

Next  80      "  12     " 

All  over  100      "  10     " 

Meter  rent,  25  cts.  per  month. 
Lamps  rated  at  110-220  volts  are  handled  by  the  utility.  The 
first  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  No  lamps  are  renewed  free  of  charge.  Tungsten 
and  tantalum  lamps  are  sold  at  cost.  16  c.  p.  lamps  are 
Fold  at  25  cts.  The  smallest  size  Tungsten  lamp  handled  is 
25  watt.  Manufacturers'  pamphlets  are  furnished  and  dis- 
tributed from  house  to  house.     Inspection  only  incidental. 

Commercial  PoTver. 

Same  as  lighting. 

Street  Lightinir. 

15 — 3  ampere,  220  volt.  d.  c.  multiple  enclosed  arcs  burning  1250 
hours  ner  annum  on  a  moonlight  dusk  to  midnight  sched- 
ule.    Rate  160  per  lamp  per  year. 

2 — 120  watt,  220  volt.  d.  c.  multiple  carbon  incandescent  lamps, 
same  burning  schedule  as  above.  Rate  $18  per  lamp  per 
year. 

2 — 60  watt,  220  volt,  d.  c.  multiple  Tungsten  lamps,  same  burn- 
ing schedule  as  above.     Rate  $12  per  lamp  per  year. 

STANLEY. 

(Population.    2,675.) 
NORTH  WKSTERN  LUMBER  CO. 

Method  of  generation,  current  purchased. 
Daily  operating  period,  continual. 

Commercial  LiKhting. 

Meter  Rates: 

Minimum  monthly  bill,  $1.00. 

10  cts.  per  kw.  hr.  for  the  first  30  kw.  hrs.  use  of  connected 

load  per  month. 
S^^  cts.  per  kw.  hr.  for  each  additional  kw.  hr.  up  to  and  in- 

clud'ng  90  kw.  hrs.  use  of  connected  load  per  month. 
7  cts.  for  each  kw.  hr.  in  excess  of  90  kw.  hrs.  use  of  connected 
load  per  month. 
Fi.AT  Rates: 

50  cts.  per  month  per  each  16  c.  p.  lamp  or  its  equivalent. 
The  minimum   rate  per  consumer  per  month  shall   be   $1.00   for 
bgth  meter  and  flat  rate  customers. 
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Company    installs    and  maintains  meters    at    its    own  expense 
where"  the  connected  load  exceeds  four  lamps;  meter  rates 
apply  only  where  meters  have  thus  been  installed. 
Only  Tungsten  lamps  rated  at  100  volts  are  handled  by  the  utility, 
and  are  sold  at  a  small  profit.     The  first  installation  of  lamps 
is  not  furnished  free  of  charge.     No  lamps  are  renewed  free 
of  charge.     The  smallest  size  Tungsten  lamp  handled  is   25 
watt.     Information  regarding  these  matters  is  given  only  ver- 
bally.    No  regular  inspection  of  the  Incandescent  lamps   in 
service  is  made. 

Ckimmerclal  Power. 

Meter  Rates: 

Electric  power  to  be  used. between  hours  of  7:00  a.  m.  and 
6:00  p.  m. 

A  refady  to  serve  charge  of  75  cts.  per  month  for  each  horse- 
power or  fraction  thereof,  based  on  the  rated  capacity  of 
motor,  is  made  for  all  power  installations  with  one  excep- 
tion: In  case  a  motor  is  installed  on  a  lighting  system,  the 
customer  pays  the  regular  lighting  rate,  but  no  readiness- 
to-serve  charge. 

Current  Charges  for  Power. 

In   addition   to   the  readiness-to-serve   charge,   the   meter 

charge  is  as  follows: 
5  cts.  per  kw.  hr.  for  the  first  200  kw.  hrs.  used  each  month. 
i\^  cts.  per  kw.  hr.  for  each  additional  kw.  hr.  used  each 

month  up  to  and  including  400  kw.  hrs. 
4  cts.  per  kw.  hr.  for  each  additional  kw.  hr.   used  each 
month  more  than  400  kw.  hrs. 
Flat  Rates: 

At  its  option,  company  may  install  motors  of  3  h.  p.  or  less  at 
the  following  fiat  rate  charges: 

For  motors  rated  1  h.  p.  or  less,  $3.25  per  month. 

For  motors  rated  at  more  than  1  h.  p.  and  at  not  more  than  2 
h.  p.,  $4.50  per  month. 

For  motors  rated  at  more  than  2  h.  p.*  and  at  not  more  than 
3  h.  p.,  $6.00  per  month. 

Company  reserves  the  right  to  change  only  installation  from  a 
flat  rate  basis  to  a  meter  and  readiness-to-serve  charge 
basis. 

At  the  option  of  the  consumer,  motors  may  be  installed  on  any 
lighting  installation  which  is  on  a  meter,  the  consumer 
paying  the  regular  lighting  meter  rate  for  the  current  con- 
sumed by  such  motor,  but  not  paying  a  readiness-to-serve 
charge. 

Special  Contract  Wi'h  the  City. 

Company  furnishes  under  a  two  year  contract  with  the  city 
of  Stanley,  all  power  necessary  to  drive  the  city  water 
works  pump  for  the  sum  of  $550.00  per  year. 

All  customers  to  furnish  their  own  motors  and  to  pay  for  all 
wiring  inside  of  the  buildings. 

Company  furnishes  wiring  to  the  buildings,  also  transformers 
and  meters,  the  transformers  and  meters  to  remain  prop- 
erty of  the  company. 

Street  LightlnK. 

27 — 7.5  ampere,  45  volts,  a.  c.  series  enclosed  arcs  burning  on  an 
all  night  every  night  schedule.  Rate  $80  per  lamp  per 
year.  .    j 
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STEVENS  POINT. 

(Population.    8,692.) 

STKVENS  POINT   LIGHTING   CO. 

Method  of  generation,  hydraulic  with  steam  auxiliary. 
Daily  operating  period,  continual. 

Commercial  liightinic. 

Mkter  Rates: 

Minimum  monthly  charge,  HO  cts. 

1  to  100  kw.  hrs 13^/6  cts.  per  kw.  hr. 

100   "200        "        12 

200   "300        "         11 

300  and  over    "        10 

Lamps  rated  at  110  volts  are  handled  hy  the  utility.  The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are 
sold  at  25  cts.  Information  regarding  these  matters  is  given 
only  verbally.  No  regular  inspection  of  the  Incandescent 
lamps  in  service  is  made. 

Commercial  Power. 

Minimum  monthly  charge,   $1.00  per  h.  p.  per  month.     $3.00 
maximum.      4  cts.  per  kw.  hr.,  between  above  rates. 

Street  Li|2:htJnR. 

— 7.5  ampere,  a.  c.  series  enclosed  arcs  burning  on  a  moonlight 
schedule.     Rate  $78  per  lamp  per  year. 

STOUOHTON. 

(Population,    4,761.) 

MlTNiriPAL    PLANT. 

Method  of  generation,  steam  and  hydraulic. 
Daily  operating  period,  continual. 

Commercial  LiK:htlnf;. 

Mftkr  Ratks: 

Minimum  bill,  75  cts.  per  month.  Irrespective  of  whether  meter 

is  owned  by  plant  or  consumer. 
Current,  10  cts.  per  kw.  hr.  for  the  first  30  hrs.  use  per  month 
of  active  load.,  6  cts.  per  kw.  hr.  for  all  over  30  hours  use 
per  month  of  active  load. 
Active   load   for  churches  and    rt^sidences  to  be   considered   as 
509^   of  the  full  connected   load;    for  all  other  classes  of 
service   100^;^. 
Discount  5 Or  if  Daid  on  or  before  the  10th  of  the  month. 
Lamps  rated  at   100   volts  are  handled   by  the  utility.     The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.      16  c.  p.  lamps  are  sold 
at  20  cts.     Tungsten   and   tantalum   lamps  are  sold  slightly 
above  cost.     The  smallest  size  Tungsten  lamp  handled  is  25 
watt.     Information  regarding  the  above  matters  is  printed  on 
consumers'  bills.     Pamphlets  printed  by  manufacturers  are 
distributed  with  monthly  bills.     Inspection  is  made  only  in- 
cidentally. 

Commercial   Power. 

Metkr  Ratks: 

Minimum  monthly  bill.  $1.00  per  h.  p.  connected. 
Current  8  cts.  per  kw.  hr.  for  the  first  30  hours  use  per  month 
of  active  load.      5  cts.  per  kw.  hr.   for  all  over  30  hours 
per  month  of  active  load. 
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Full  conuected  load  to  be  considered  active. 

Discount  5%  if  paid  on  or  before  the  10th  of  the  month. 

Special  Rates: 

Rate  for  pumping  water  2^  cts.  per  kw.  hr.,  same  to  be  con- 
sidered an  off-peak  load,  and  to  be  discontinued  at  any 
time  upon  notice  given  by  the  utility.  No  minimum  bill 
to  apply. 
Rates  for  power  used  in  storing  ice  to  be  5  cts.  per  kw.  hr. 
Minimum  bill  to  be  $35.00  per  annum. 

Street  IiiffhtinK. 

67 — 6.6  ampere,  a.  c.  series  enclosed  arcs  burning  on  a  moonlight 

dusk  to  12:30  a.  m.  schedule.     Rate  $60  per  lamp  per  year. 
4 — 32  c.  p.,   104  volt,  a.  c.  multiple  carbon  incandescent  lamps 

burning  on  an  every  night  schedule.     Rate  $12  per  lamp 

per  year. 
6 — 60  c.  p.,  6.6  ampere,  a.  c.  series  Tungsten  incandescent  lamps 

burning  on  a  moonlight  schedule.     Rate  $12  per  lamp  per 

year. 

STBATFOBD. 

(Population.  763.) 
R.  CONNOR  COMPANY. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  daylight,  dark  days  24  hours. 

Commercial   Linchtlnii;. 

Meteb  Rates: 

15  cts.  per  kw.  hr. 
Flat  Rates: 

50  cts.  per  16  c.  p.  lamp  per  month. 
Lamps  are  handled  by  the  utility.  The  first  installation  of  car- 
bon lamps  is  not  furnished  free  of  charge.  No  lamps  are  re- 
newed free  of  charge.  Information  regarding  these  matters 
is  given  only  verbally.  No  regular  inspection  of  the  incan- 
descent lamps  in  service  is  made. 

Street  Tiffflitinic. 

6 — 5  ampere,  110  volt,  d.  c.  multiple  enclosed  arcs  burning,  from 
dusk  to  daylight  except  upon  clear  moonlight  nights.  Rate 
$75  per  arc  per  year. 

V 

STUBOEON  BAT. 

(Population.   4,262.) 

Stiirgern  Bay  Light,   Water  &  Heating  Plant. 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 

Commercial  Lighting. 
Metkb  Rates: 

Minimum    monthly    bill,    75    cts. 
Current,   9  cts.  ppr  kw.  hr. 
Flat  Rates: 

75  cts.  per  82  c.  p.  lamp  per  month. 
Renewals  in  all  cases,  inside  wiring,  lamps,  and  meters  shall  be 

owned  by  the  consumer. 
No  lamps  are  handled  by  the  utility  and  no  attempt  is  made  to 
regulate  the  sale  of  lamps  by  dealers  other  than  keep  the 
dealers  informed  as  to  the  voltage  of  the  circuit.  Manufac- 
turers' pamphlets  are  distributed  from  hous^  tQ  hQUS^.  In« 
gpection  i^  niade  only  incidentally. 
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Commercial  Power. 
5  ctB.  per  kw.  hr. 
Same  rate  for  heating. 

Street  liightin^. 

32 — 6.6  ampere,  110  volt»  a.  c.  series  enclosed  arcs  burning  2500 
hours  per  annum  on  an  every  night  moonlight  schedule. 
Rate  $85  per  lamp  per  year. 
5 — 10  ampere,  70  volt,  a.  c.  multiple  enclosed  arcs,  same  burning 

schedule  as  above.     Rate  $85  per  lamp  per  year. 
8 — 75  watt,  6.6  ampere,  a.  c.  series  Tungsten  lamps,  same  burn- 
ing schedule  as  above.     Rate  $21.25  per  lamp  per  year. 
68 — 40  watt,  110  volt,  a.  c.  multiple  Tungsten  lamps,  same  burn- 
ing schedule  as  above.     Rate  $5.30  per  lamp  per  year. 

SUN  PBAntlE. 

(Population,  1,119.) 

MUNICIPAL  PLANT. 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Mkt£r  Rates: 

Minimum  monthly  bill,  50  ets. 

First  6  lew.  hrs 18  cts.  per  kw.  hr. 

Next    5  to    10  kw.  hrs 17 


••  10 

20 
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Churches  and  public  buildings,  20  cts.  per  kw.  hr. 
Exceptions:      City  Hall,  0  to  15  kw.  hrs.,  18  cts.;   0  to  26  kw. 

hrs.  17  cts.;   0  to  52  kw.  hrs.,  16  cts.;   U  to  72  kw.  hrs., 

14  cts.;  over  72  kw.  hrs.,  12  cts. 
Canning  factory  and  tobacco  ware  houses  or  similar  class,  using 

large  amount  of  light  for  short  time  of  year,  18  cts.  per 

kw.  hr. 
Catholic  church  25  ot«.  per  kw.  hr.,  minimum  bill,  75  cts.  per 

month. 
Plat  Rates: 

Based  on   16   c.  p.  equivalent: 

75  cts.  per  16  c.  p.  lamp  up  to  6  lamps. 

oO     "  •*  from  6  to  12  lamps. 

40     "  "  from  12  lamps  and  above. 

Street  Lighting. 

—  arcs  $8.00  per  month. 

— 16  c.  p.  incandescent  carbon  lamps.     Rate  $1.10  per  month. 

— 32  c.  p.  incandescent  carbon  lamps.     Rate  $1.75  per  month. 

SUPEBIOB. 

(Population,   40,384.) 

NORTHERN  POWER  CO. 

Method  of  generation,  current  purchased. 
Daily  operating  period,  continual. 
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Commercial  Power. 

3  phase  at  13200  volts. 

Vu8t07ner8  whose  aeinands  do  not  exceed  ^00  kio.  : 

Reservation  charge:      $1.10  per  month  for  each  kw.  of  the 

minimum  rating  of  the  purchaser's  load. 
Energy  charge:      $0.0125  per  kw.  hr.  up  to  70  kw.  hrs.  for 
each  kw.  of  the  rating  of  the  purchaser's  load,  and  fO.OOtf 
per  kw.  hr.  for  all  additional  power  used. 
Customers  whose  demands  are  in  excess  of  JfOO  kw.: 

Reservation  charge:      $1.10  per  month  tor  each  kw.  of  the 

minimum  rating  of  the  purchaser's  load. 
Energy  charge:      $0,011  per  kw.  hr.  for  first  70  hrs.  use  of 
each  kw.  of  the  rating  of  the  purchaser's  load,  and  $0,005 
for  all  excess. 
3  phase  at  440  volts. 

Reservation  charge:      $1.35   per  month  for  each  kw.  of  the 

purchaser's  load. 
Energy  charge:      $0,015   per  kw.  hr.  up  to  70  kw.  hrs.  for 
each  kw.  of  the  rating  of  the  purchaser's  load,  and  $0.0075 
per  kw.  hr.  for  all  additional  power  used. 
The  minimum  rating  of  the  purchaser  s  load  shall  be  the  maximum 
rate  at  which  power  is  used,  as  determined  by  meters  on 
the  basis  of  the  highest  amount  obtained  from  any  of  the 
following  measurements  at  the  option  of  the  company: 
The  maximum  instantaneous  peak  less  60%  discount. 
**  1   minute  peak  less  50%  discount. 

3  "  **     33%%    discount. 

5  **  *'     without  discount. 

Dicount:  On  bills  paid  on  or  before  the  tenth  of  the  month 
following  the  month  for  which  charge  is  made,  a  discount 
of  10  cts.  per  kw.  will  be  allowed  on  the  reservation 
charge  only. 
Payments  shall  be  made  in  gold  coin  of  or  equal  to  the  pres- 
ent U.  S.  standard  of  weight  and  fineness  at  the  oflflce  of  the 
company  in  Duluth,  ilinn.,  on  or  before  the  10th  day  ot 
each  month  following  that  on  which  the  electric  power 
shall  have  been  delivefed. 

SUPEBIOB. 

(Population,    40,384.) 
SUPERIOR  WATER,  LIGHT  &  POWER  CO. 

Method  of  generation,  electric. 
Daily  operating  period,  continual. 

Comuiercial  Lighting. 

Minimum  monthly  charge,  5  cts.  per  16  c.  p.  lamp  installed. 
Up  to  first  4   hours  use  per  day  of  connected  load,   12%   cts, 

per  kw.  hr.     Additional  consumption,  6%  cts.  per  kw.  hr. 

When  monthly  consumption  exceeds  500  kw.  hrs.,  u'lscount  ot 
3  cts.  per  kw.  hr.  on  the  excess  over  500  kw.  hrs.,  in  ad- 
dition   to    discount    for    prompt    payment. 
Sign  and  Outside  Decorative  Lightino, 

When  the  company  furnishes  and  owns  signs,  12i>4  cts.  per 
kw.  hr.  for  first  4  hours'  use  and  6%  cts.  for  additional 
consumption,  with  minimum  charge  varying  with  cost  of 
sign.  At  option  of  consumer  a  flat  rate  is  made  figured 
on  same  basis  and  company  turns  lights  off  and  on.  Re- 
newals of  2  year  contracts  made  at  10  cts.  per  kw.  hr.  for 
first  4  hours. 
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When  customer  owns  sign,  and  on  outside  decorative  lighting, 
7%  cts.  per  kw.  hr.,  with  minimum  charge  of  5  cts.  per 
16  c.  p.  lamp  installed  an<f  with  same  nat  rate  option 
as  above.  Sign  and  decorative  lighting  rates  are  made 
only  on  Installation  equivalent  to  5 — 16  c.  p.  lamps  or  oven 

Window,  Showcase  and  Basement  Salesroom  Lighting. 

9  cts.  per  kw.  hr.  with  minimum  net  charge  of  5  cts.  per  16 
c.  p.  lamp. 

For  Heating  and  Cooking, 

Rate  of  6^  cts.  per  kw.  hr.  with  minimum  net  charge  of  $1.00 
per  month  per  kw.  capacity  installed.  Subject  to  same 
discounts  for  prompt  payment  as  above. 

Discount, 

All  of  the  above  rates,  with  the  exception  of  monthly  minimum 
charges,  subject  to  a  discount  of  20%  for  payment  on  or 
before  15th  of  the  following  month  and  10%  for  payment 
after  the  15th  and  not  later  than  the  25th  of  the  month. 

When  electric  arc  lamps  are  installed  and  owned  by  the  com- 
pany, a  monthly  rental   of   50   cts.   per  lamp  is  charged 
unless   annual   consumption   of   current   reaches   600    kw. 
hrs.  per  lamp. 
Schedules  of  Monthly  Rates  on  Incandescent  Lamps. 

Applying  to  installations  of  not  more  than  four  16  o.  p.  lamps. 

30  Day  Basis, 

For  each  16  c.  p.  burning  from  dusk  until  10  p.  m. . .  .80  cts. 

12  p.m..  11.00 
all  night $1.65 
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26  Day  Basis. 

For  each  16  c.  p.  burning  from  dusk  until  10  p.  m. . .  .70  cts. 

12  p.m 90 

all  night $1.40 

The  company  reserves  the  right  to  set  a  meter  on  all  installa- 
tions. 
From  the  above  rates  a  discount  of  20%  will  be  deducted  when 

bills  are  paid  on  or  before  the  15th  day  of  the  month  fol- 
lowing that  for  which  bills  are  rendered  and  of  10%  when 
paid  after  the  15th  but  not  later  than  the  25th  of  month. 
Flat  Rate  Residence  Lighting. 

With  current  limiting  device  and  25-watt  tungsten  lamps. 
Yearly  contracts. 

Rate  of  30  cts.  per  month  per  25  watts  up  to  the  wattage  at 
which  current  llmiter  is  set,  which  may  range  from  a  min- 
imum of  100  watts  to  a  maximum  of  300.  No  limit  on 
number  of  lamps  installed,  provided  that  they  are  all 
25-watt  lamps.  Discount  of  5  cts.  per  25  watts  for  pay- 
ment by  15th  of  following  month,  and  of  2^  cts.  per  25 
watts  for  payment  later  than  the  15th  but  not  later  than 
the*  25th.  Consumer  agrees  not  to  use  current  for  any 
purpose  except  lighting.  When  desired,  a  receptacle  will 
be  installed  in  kitchen,  not  controlled  by  llmiter,  to  be 
used  for  an  electric  iron  only  (6  lbs.  or  less),  for  which 
72  cts.  per  month  will  be  charged,  subject  to  a  discount 
of  12  cts.  if  paid  by  15th  of  following  month,  and  of  6  cts. 
If  paid  later  than  the  25th.  The  consumer  agrees  to  pay 
60  cts.  each  for  original  installation  and  renewals  of  25* 
watt  Tungsten  lamps. 
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Schedule  of  minimum  charges  for  motors  on  lighting  circuiis 
(current  at  lighting  rates). 
12"  fan  motors,  minimum  charge  per  month  10  eta. 

1/6   h.  p.       "  *•  "  "       25    •' 

1/4   h.  p.       "  "  "  "       40    •• 

1/3   h.  p.       "  "  "  "       50    " 

1/2   h.  p.       "  "  "  "       75    •• 

3/4   h.  p.       "  "  ••  •'      11.15 

1  h.  p.  "  •*  "  "       11.50 

Vhnrges  for  setting  electric  meters. 

Meters  set  free  of  charge  except  where  wiring  has  to  be  done 
or  extended,  in  which  case  consumer  may  employ  either 
ther  company  or  a  wireman  to  do  the  work. 
CMrges  for  connecting  residences  to  electric  circuits. 

When  residences  are  located  along  our  line  of  electric  mains, 
the  charge  for  running  service  wires  shall  be  |5.00  for 
each  house,  except  when  two  or  more  houses  are  con- 
nected at  the  same  time,  by  extending  a  single  service  from 
house  to  house,  when  the  charges  shall  be  as  follows: 

2  houses $7.50    4   houses    $10.00 

3  houses 9.00    5   houses 11.00 

It  is  understood  that  the  above  figures  apply  only  when  the 
distance  between  houses  is  less  than  20  feet. 
Miscellaneous. 

No  schedule  of  prices  covering  the  installation  of  electric 
fixtures  and  electric  wiring  can  be  given,  as  market  prices 
are  constantly  changing  and  the  number  of  articles  used 
runs  into  the  thousands.  The  company  charges  for  labor 
the  following  prices: 

Electric  wiring  per  hour: 

Journeyman 70  cts. 

Helper 40    *' 

When  applicants  for  electric  service  are  unknown  to  the  com- 
pany, a  cash  deposit  is  required,  the  sum  depending  on  the 
service  demanded,   but  a  satisfactory  financial   statement 
or  the  guaranty  of  some  responsible  person  or  firm  is  ac- 
cepted in  lieu  thereof. 
Lamps  rated  at  104-106-108  and  110  volts  are  handled  by  the 
utility.     Lamps  are  charged  for  when  installed  and  rebate 
of  5  cts.  each  given  when  lamps  are  returned,  whether  burned 
out  or  merely  blackened.     There  are  no  free  renewals  of  any 
kind.     The  Gem  carbon  lamps  are  handled  and  are  sold  at 
25  cts.  each.     Tungsten  and  tantalum  lamps  are  sold  slightly 
above  cost.     The  smallest  size  Tungsten  lamp  handled  is  25 
watt.     Information   regarding  these  matters  is  printed  and 
distributed  by  the  utility.     Pamphlets  printed  by  manufac-. 
turers  are  distributed  with  monthly  bills.     Inspection  is  made 
only  incidentally. 

Commercial  Power. 

General  Power  Rates. 

Applying  to  regular  commercial  service  on  installations  of  5 
h.  p.  and  over.     Option  of  either  of  the  following  rates: 

Fixed  charge  of  $2.50  per  month,  per  h.  p.  of  maximum  de- 
mand, plus  charge  of  2  cts.  per  kw.  hr.  for  current  con- 
sumed, or 

Fixed  charge  of  $1.25  per  month  per  h.  p.  of  maximum  de- 
mand, plus  charge  of  3.75  cts.  per  kw.  hr.  for  current  con- 
sumed. 
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Small  Motor  Power  Rates, 

Applying  to  regular  commercial  service  installations  of  4  h.  p. 
or  less. 


Horse  power. 

Filed  charge. 
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Electric  power  users  having  5  h.  p.  or  less,  have  the  option  of 
tak'ng  current  at  regular  general  residence'  and  commercial 
lighting  rates,  with  monthly  minimum  charge  of  11.50  per 
month,  per  horse  power. 
Direct  Current  Power  Rate. 

Applying  to  installations  of  100  h.  p.,  or  ove"r: 

Minimum  bill  60  cts.  per  month,  per  h.  p.  of  motors  installed. 

First     5,000  kw.  hrs.  used  per  month,  2%  ots.  net  per  kw.  hr. 
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5,000 
5,000 
5,000 
5,000 
Excess 

over     25.000 
Non-Peak  Power  Rates, 

The  following  rate  is  optional  with  all  powel*  consumers: 
Rate  of  0.03125  per  kw.  hr.,  subject  to  discount  of  20%  for 
payment  on  or  before  the   15th  of  following  month,  and 
10%  for  payment  later  than  the  15th  but  on  or  before  the 
25th;  subject  to  the  following  conditions:      The  consumer 
agrees  not  to  use  power  during  the  following  hours: 
Oct.  1,  15,  5:00 — 10  p.  m. 
Oct.  16,  Nov.  15.  4:45 — 10  p.  m. 
Nov.  16,  Dec.  10,  4:30 — 10  p.  m. 
Dec.  11,  Jan.  1,  4:15 — 10  p.  m. 
Jan.  2.  Feb.  1,  4:30 — 10  p.  m. 
Feb.  2,  Mch.  1.  5:00 — 10  p.  m. 
On  Saturdays  during  above  period,  the  same  as  above,  except 
that  10:30  is  to  be  substituted  for  10  o'clock.     No  power 
to  be  used  on  Saturdays  between  5:30  and  10:20  p.  m., 
from  March  1st  to  October  1st. 
Also  to  install  and  operate  one  or  more  recording  ampere  me- 
ters, the  charts  from  which  are  to  be  delivered  to  the  com- 
pany at  the  end  of  each  month,  and  further  agrees  that  the 
minimum  charge  per  year  shall  be   $12.00  per  h.  p.  of 
motors  installed. 

Discount. 

Above  rate's  subject  to  a  discount  of  20%  for  payment  on  or 
before  the  15th  of  following  month  and  10%  for  payment 
after  the  15th  and  not  later  than  the'  25th  of  the  month. 
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street  Lightings 

257 — 7.5  ampere,  77  volt,  a.  c.  series  enclosed  arcs  burning  about 
4000  hours  annually  on  an  all  night  every  night  schedule. 
Rate  |58  per  lamp  per  yeai*. 
18 — 350  c.  p.,  7.5  ampere,  a.  c.  series  Tungsten  lamps,  same  burn- 
ing schedule  as  above.     Rate  $58  per  lamp  per  year. 
55 — 350  c.  p.,  6.6  ampere,  a.  c.  series  Tungsten  lamps,  same  bufn- 
ing  schedule  as  above.     Rate  $58  per  lamp  per  year. 
8 — 80  c.  p.,  7.5  ampere,  a.  c.  series  Tungsten  lamps,  same  burn- 
ing schedule  as  above.     Rate  $23.25  per  lamp  per  year. 
38 — 40  watt,  106  volt,  a.  c.  multiple  Tungsten  lamps,  same  burn- 
ing schedule  as  above.     Rate  $12  per  lamp  per  year. 
64 — 40  watt,  106  volt,  a.  c.  multiple  Tungsten  lamps  burning  2200 
hours   per  annum   on   an  every  night   midnight  schedule. 
Rate  $9.60  per  lamp  per  year. 
7 — 60  c.  p.,  7.5  ampere,  a.  c.  series  Tungsten  lamps  burning  4000 
hours  per  annum  on  an   all   night  every  night  schedule. 
:  Rate  $26.57  per  lamp  per  year. 


THORP. 

(Population,  741.) 

MrMClPAL  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  12  p.  m.  and  5  a.  m.  to  daylight. 

Conimercial  Lighting. 

Mkter  Ratks: 

10  cts.  per  kw.  hr. 

Plat  Rates: 

Arc  lamps,  $2.50  per  month,  dusk  to  midnight. 

Charge  is  made  for  connecting  building  to  line. 

Lamps  rated  at  220  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are  sold 
at  25  cts.  Tungsten  and  tantalum  lamps  are  sold  slightly 
above  cost.  Information  regarding  these  matters  is  given 
only  verbally.  No  regular  inspection  of  the  incandescent 
lamps  in  serice  is  made. 

Street  Lighting. 

15 — 3  ampere,  110  volt,  two  in  series  on  220  volt  d.  c.  circuit, 
open  arcs  burning  on  a  moonlight  dusk  to  12  p.  m.  sched- 
ule.    Rate  $60  per  lamp  per  year. 

5 — 32  c.  p.,  220  volt,  d.  c.  multiple  carbon  incandescent  lamps 
burning  on  an  every  night  dusk  to  12  p.  m.  schedule. 
Rate  $12  per  lamp  per  year. 

4 — 40  watt,  two  In  series  on  220  volt,  d.  c.  circuit.  Tungsten 
lamps  burning  on  an  every  night  dusk'  to  12  p.  m.  schedule. 
Rate  $12  per  lamp  per  year. 

2 — 60  watt,  110  volt,  two  in  series  on  220  volt  d.  c.  circuit.  Tung- 
sten lamps  burning  on  an  every  night  dusk  to  12  p.  m. 
schedule.     Rate  $12  per  lamp  per  year. 

1  -':^. ... 

TOMAH. 

(Population,  3,419.) 
TOMAH  ELKCTRIC  &  TKLKPHOXE  CO. 

MethodT  of  generation,  current  purchased. 
Daily  operating  period,  continual. 
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Commercial  Lighting. 

Meticb  Rates: 

Minimum  monthly  bill,  $1.00. 
Current,  15  cts.  per  kw.  hr. 

Subject  to  following  discounts  if  paid  on  or  before  last  discount 
day  as  stamped  upon  the  notices  rendered  monthly. 

On  bills  of     $3.00  or  less 10%  discount. 

"       from  3.00  to     5.00 20% 

"       5.00   *•    10.00 30% 

"     10.00   •'   20.00 40% 

"     over  20.00 50% 

Electric  light  meters  will  be  installed  in  contemplation  of  twelve 
full  month's  service  at  the  regular  rates,  and  in  case  the  sub- 
scriber requires  the  removal  of  a  meter  within  that  time,  he 
will  be  required  to  pay  the  cost  of  installing  and  removing 
said  meter  and  of  connecting  and  disconnecting  his  service 
line  from  the  primary  circuit,  or  pay  the  established  minimum 
charge  for  the  remainder  of  the  twelve  month  period. 
Lamps  rated  at  104  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  charged,  the  returned  lamps 
credited  and  payment  made  for  shortage.  Carbon  lamps  are 
renewed  free  when  returned  blackened  but  unbroken.  16 
c.  p.  lamps  are  sold  at  23  cts.  Tungsten  lamps  are  sold  at 
list  price.  The  smallest  size  Tungsten  lamp  handled  is  25 
watt.  Pamphlets  printed  by  manufacturers  are  distributed 
by  mail.  No  regular  inspection  of  the  incandescent  lamps 
in  service  is  made. 

Commercial  Power. 

Meter  Ratrs: 

8  cts.  per  kw.  hr.,  subject  to  discounts  for  quantity  consumed 

as  follows: 
Prom  100  to    200  kw.  hrs 5%,  discount. 

"      200  to    300       *•        10 

"      300  to    400        "        15 

"      400  to    500        '*        20 

"      500  to    600        "         25  "  f{     i 

'*      600  to    700        ••         30 

*  "      700  to    800        •'        35 

"      800  to     900        "         40  "  i 

"      900  to  1000        "         45 

"  1000  and  over 50 

Minimum  monthly  bill.  For  each  motor  of  2  h.  p.  and  less  (nom- 
inal rated  capacity)  a  minimum  charge  of  $2.00  per  month 
shall  be  paid;  and  for  each  motor  of  over  2  h.  p.  a  minimum 
of  $1.00  per  month  shall  be  paid  for  each  h.  p.  or  fraction 
thereof,  of  the  nominal  rated  capacity  of  the  motor. 

Street  Lighting. 

57 — g.6  ampere,  72  volt,  a.  c.  series  enclosed  arcs  burning  on  an 
every  night  moonlight  schedule.  Rate  $54.00  per  lamp 
per  year. 

TOMAHAWK. 

(Population,   2,907.) 

ELECTRIC  AVATKR  &  TELEPHONE  CO. 

Method  of  generation,  current  purchased. 

Daily  operating  period,  23  hrs.  every  day,  Sundays  20  hrs. 
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Commercial  Lighting  &  Power. 

Mktes  Rates: 

Current  for  incandescent  lamps,  enclose'tf  arc  lamps,  motors,  etc., 
12  cts.  per  1,000  watt  hours,  subject  to  discounts  for  quan- 
tity consumed  as  follows: 

0  to         50,000 10% 

50  to         75,000 15% 

75   to       100,000 20% 

100  to      250,000 30%, 

250   to       500,000 40% 

500   to       750,000 50% 

750   to   1,000,000 ^ 60% 

1,000   to   1,500,000 70% 

Minimum  charges  will  be  made  as  follows  to  cover  expenses  of 
inspecting  and  maintaining  meters,  transformers  and 
service'  connections. 

10  incandescent  lamps $1.25  per  month. 

20  "  *' '  1.75 

30  ••  "      2.25 

40  "  "      2.75 

50  "  "      3.50 

100  "  "     or    1  to  10  h.  p.  motor.  .    5.90 

150  "  "     or  10  to  15     "         "      ..    7.50 

200  "  "     or  15  to  20     "         "      .  .    8.50 

300  "  ••     or  20  to  30     "         "      ..    9.60 

400  "  '*     or  30  to  40     "         "      ..10.75 

600  "  '•      12.00 

Lamps  noted  at  100-102-104  and  118  volts  are  handled  by  the 
utility.  The  first  installation  of  carbon  lamps  is  not  fur- 
nished free  of  charge.  Carbon  lamps  are  renewed  free  when 
returned  blackened  but  unbroken.  16  c.  p.  lamps  are  sold  at 
20  cts.  Tungsten  lamps  are  sold  above  cost.  The  smallest 
size  Tungsten  lamp  handled  is  25  watt.  Pamphlets  printed 
by  manufacturers  are  distributed  with  monthly  bills.  Lamps 
are  inspected  annually  in  connection  with  meter  tests. 

Street  Ligtitlng. 

22 — 500   watt,   104  volt,  a.  c.  multiple  Tungsten  lamps  burning 
about  3,500  hours  per  annum  on  an  all  night  every  night 
I  .      j       schedule.     Rate  $55.00  per  lamp  per  year. 

TWO  RIVERS. 

(Population,   4.850.) 

MUNICIPAL   PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  daylight. 

Coinmerciiil  Lighting. 

MKTi-ni  Ratks: 

Minimum  annual  rental  $9.00,  to  be  paid  monthly  at  75  cts. 

Current,  9  cts.  per  kw.  hr. 

Lamp  renewals  free. 

Whenever  light  connections  are  d'isconnecte'd  for  non-payment 
of  bills,  no  connections  will  be  made  until  all  bills  have 
been  paid  with  $2.00  added  for  making  new  connections. 

Meters  will  be  furnished  by  the  city  at  an  annual  rental  per 
year  of  one-fourth  of  the  cost  of  meter,  to  be  paid  each  year 
in  advance.  After  four  annual  rentals  have  been  paid,  the 
meter  to  become  the  property  of  the  party  paying  the 
rentals.  All  repairs  to  be  paid  for  by  the  party  using  the 
meter. 
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An  allowance  of  50%  of  amount  paid  will   be  allowed  on  all 
meters  returned  to  the  city  on  which  four  annual  payments 
have  not  been  paid. 
These  rates  shall  be  in  effect  on  and  after  March  1st,  1904. 
Lamps  rated  at  104  volts  are  handled  by  the  utility.     The  first 
installation   of   carbon   lamps   is   furnished   free   of   charge. 
Carbon  lamps  are  renewed  free  when  returned  blackened  but 
unbroken.     16  c.  p.  lamps  are  sold  at  18  cts.     Tungsten  and 
tantalum  lamps  are  sold  at  cost.     The  smallest  size  Tungsten 
lamp  handled  is  25  watt.     Information  regarding  these  mat- 
ters is  printed  and  distributed  by  the  utility. 

Street  Lighting. 

15 — 6.6  ampere,  a.  c.  series  enclosed  arcs  burning  1,248  hours  per 
annum  on  a  moonlight  dusk  to  12  p.  m.  schedule.  Rate 
$45.00  per  lamp  per  year. 

36 — 200  c.  p.,  6.6  ampere,  a.  c.  series  Tungsten  lamps,  same  burn- 
ing schedule  as  above.     Rate  1 4 5.00  per  lamp  per  year. 

12 — 16  c.  p.,  104  volt,  a.  c.  multiple  carbon  incandescent  lamps, 
same  burning  schedule  as  above.     Rate  9  cts.  per  kw.  hr. 

VALDERS, 

(Population,  .) 

OSLO  POWKK  &  lilGHT  CO. 

Method  of  generation,  hydraulic. 
Dally  operating  period. ' 

Commercial  Lighting. 

Meteb  Rates: 

Minimum  monthly  bill.  $2.00. 

100  kw.  hrs.  or  less,  12  cts.  per  kw.  hr. 

101  kw.  hrs.  to  200,  10  cts.  per  kw.  hr. 
Over  200  kw.  hrs.,  8  cts.  per  kw.  hr. 

The  utility  does  not  handle  lamps,  but  keeps  the  price  of  16  c.  p. 
carbon  lamps  at  16  cts.  and  Tungsten  and  tantalum  lamps 
within  10%  above  cost.  The  smallest  size  Tungsten  lamp 
handled  by  local  dealers  is  40  watt. 

Commercial  Power. 

250  kw.  hrs.  or  less,  8  cts.  per  kw.  hr. 

251  to  600  kw.  hrs.,  6  cts.  per  kw.  hr. 
601  to  1000  kw.  hrs.,  5  cts.  per  kw.  hr. 
1001  kw.  hrs.  or  over,  4  cts.  per  kw.  hr. 

ft 

VIOLA. 

(Population,  671.) 

VIOLA  LIGHT  &  POWKK  CO. 

Method  of  generation,  hydraulic. 
Daily  operating  period,  . 

Commercial  Lighting. 

Meter  Rates: 

15  cts.  per  kw.  hr.  if  not  paid  until  after  the  15th  of  each  month. 
If  paid  on  or  before  the  15th  of  each  month,  rate  is  as 
follows: 

First  20  kw.  hrs.  per  month  13V^  cts.  per  kw.  hr. 
Next  30  "  "  '•        12         '•     "      " 

All  over  50  "         *'         "       10        "     "      '*      ** 
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VIROQUA. 

(Population,  2.059.) 

VIROQUA  ELECTRIC  LIGHT  CO. 

Method  of  generation,  gas  producer,  with  steam  reserve. 
Dally  operating  period,  dusk  to  12  p.  m.  and  5  a.  m.  to  daylight. 

Coniinercial  LiKhtinjg. 

Meter  Ratks: 

Minimum  monthly  bill,  $1.00. 

Current  up  to  10  kw.  hrs 20  cts.  per  kw.  hn 

10   to  20       "        18    '* 

20  and  over   "       15    " 

Fi>AT  Ratj:s: 

10  o'clock  circuit: 

16  c.  p.  incandescent,  50  cts.  per  month. 
One  arc  lamp,  $6.00  per  month. 
Two  arc  lamps,  each  $5.50  per  month. 
Three  or  more,  each  $5.00  per  month. 
12  o'clock  circuit: 

16  c.  p.  incandescent.  75  cts.  per  month. 
Arc  lamps,  $7.00  per  month. 
Lamps  rated  at  110-106  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
Carbon  lamps  are  renewed  free  when  returne  1  blackened  but 
unbroken,  for  metered  customers.  16  c.  p.  lamps  are  sold 
at  25  cts.  Tungsten  lamps  are  sold  at  first  price.  The 
smallest  size  Tungsten  lamp  handled  is  40  watt.  Information 
regarding  these  matters  Is  given  only  verbally.  No  regular 
Inspection  of  the  incandescent  lamps  in  service  is  made. 

Street  Li^htin}?. 

.  4 — 7  ampere,  110  volt,  a.  c.  multiple  enclosed  arcs  burning  2,000 
hours  per  annum  on  an  every  night  dusk  to  12  p.  m.  sched- 
ule. Rate  $84.00  per  lamp  per  year. 
119 — 50  c.  p.,  5.5  ampere,  a.  c.  carbon  incandescent  lamps,  same 
burning  schedule  as  above.  Rate  $19.20  per  lamp  per 
year. 

New  contract  with  the  city  to  take  effect  June  15,  sub- 
HtUuted  for  the  above  lisrhtinir: 
135 — 75  watt,  6.6  ampere,  a.  c.  series  Tungsten  lamps,  burning  on 
an  all  night  every  night  schedule.     Rate  $26.10  per  lamp 
per  year. 

WALWORTH. 

(Population,  755.) 
H.  P.  WINDSOR  CO. 

Method  of  generation,  steam  and  current  purchased. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Mktkr  Ratks: 

Resid'ences.  14  cts.  per  kw.  hr. 

Business  places,  12  cts.  per  kw.  hr. 

Meter  rent,   25   cts.  will   be  charged  on   bills  under  $1.00  per 

month,  but  where  such  charge  is  made,  said  bills  shall  not 

exceed  $1.00. 
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Special  Rates: 

C.  M.  &  St.  P.  Ry.  flat  rate,  $3.00  per  month. 

Perring  &  Goodrich 10  cts.  per  kw.  hr. 

W.  J.  Filber  Hotel 8     " 

Cong,  church   10     ** 

Baptist  church 10     " 

Lamps  rated  at  105-107  volts  are  handled  by  the  utility.  The 
first  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  No  lamps  are  renewed  free  of  charge.  The  only 
carbon  lamps  sold  are  the  20  c.  p.  Gem  sold  at  25  cts.  each. 
Tungsten  and  tantalum  lamps  are  sold  slightly  above  cost. 
The  smallest  size  Tungsten  lamp  handled  is  25  watt.  Infor- 
mation regarding  these  matters  is  printed  and  distributed  by 
the  utility.  Pamphlets  printed  by  manufactufers  are  dis- 
tributed at  collection  office.  Inspection  is  made  only  Inci- 
dentally. 

Commercial  Power. 

First  100  kw.  hrs.  per  month,  6  cts.  per  kw.  hr. 

Next  400  "  *•  5     '* 

All  additional  "  4    " 

Street  LiglitinK* 

17 — 7  ampere,  a.  c.  series  enclosed  arcs  burning  1.850  hours  per 
annum  on  an  every  night  dusk  to  midnight  schedule.  Rate 
$75.00  per  lamp  per  year. 

WARRENS. 

(Population,  250.) 

GEO.   WAKUKX  (X). 

Method  of  generation,  steam. 

Daily  operating  period,  sunset  to  11  p.  m.;  5:30  a.  m.  to  sunrise. 

Commercial  LiKhtiji^. 

B^.AT  Rate  of  20  cts.  per  16  c.  p.  lamp  per  month.      If  only  a  few 

lamps  are  used  40  cts.  per  lamp. 
Lamps  rated  at  220  volts  arc  handled  by  the  utility.     The  first 

installation  of  carbon  lamps  is  not  furnished  free  of  charge. 

No  lamps  are  renewed  free  of  charge.     16  c.  p.  lamps  are  sold 

at  30  cts.     Tungsten  and  tantalum  lamps  are  not  handled. 

Information  regarding  these  matters  is  given  only  verbally. 

No  regular  inspection  of  the  incandescent  lamps  in  service  is 

made. 

Street  Lic^htinR. 

6 — 16  c.  p.,  incandescent  lamps.     No  charge  made. 

WASHBURN. 

(Population,   3,830.) 
WASHBURN   KLKCTRIC  LUiHT  &  POWER  CO. 

Method  of  generation,  current  purchased. 
Daily  operating  period,  continual. 

Commercial  liiKhtln;;. 

Meter  Ratks: 

Minimum  monthly  c^ar.'?^.   $1.00. 

Residences,  hotelr  and  clT.c    s,  10  cts.  per  kw.  hr.,  no  discount. 

Stores,  saloons,  billiard  rooms,  etc. 

1st  2  hrs.  of  total  instiillation,  10  cts.  per  kw.  hr. 
2nd  2    *•  "  •*  8    " 

Balance  6    "  ** 
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Lamps  rated  at  110 — 112  volts  are  handled  by  the  utility.  The 
first  installation  of  carbon  lamps  is  not  furnished  free  of  ' 
charge.  No  lamps  are  renewed  free  of  charge.  16  c.  p. 
lamps  are  sold  at  25  cts.  each,  or  $2.50  per  dozen.  Tungsten 
lamps  are  handled  and  sold  at  practically  list  price.  The 
smallest  size  Tungsten  lamp  handled  is  25  watt.  Manufac- 
turers' pamphlets  are  distributed  at  the  office  and  by  mail. 
No  regular  inspection  of  the  incandescent  lamps  in  service  is 
made. 

Street  Lighting. 

7 — 250  watt,  6.6  ampere,  a.  c.  series  Tungsten  lamps. 
25 — 100  watt,  6.6  ampere,  a  c.  series  Tungsten  lamps,  no  definite 
burning  schedule.     Rate  same  as  commercial  lighting. 

WATERFORD. 

(Population,  581.) 
WATKRFOUn  MILLING  &  LIGHT  CO. 

Method  of  generation,  hydraulic  and  gas. 
Daily  operating  period,  continual. 

Commerciul  Lighting. 

Metek  Rates: 

Current,  10  cts.  per  kw.  hr. 

Meter  rent,  $2.00  per  year. 
Lamps  rated  at  125-250  volts  are  handled  by  the  utility.  The 
first  Installation  of  carbon  lamps  is  furnished  free  of  charge. 
Carbon  lamps  are  renewed  free  when  returned  blackened  and 
unbroken.  16  c.  p.  lamps  are  sold  at  16  cts.  Tungsten  and 
tantalum  lamps  are  sold  at  cost.  The  smallest  size  Tungsten 
lamp  handled  is  40  watt.  Information  regarding  these  mat- 
ters is  printed  on  consumers*  bills  and  is  distributed  together 
with  manufacturers'  pamnhlets  from  the  collection  office.  In- 
spection is  made  only  incidentally. 

Commercial  Power. 

Meter  Rates: 

7  cts.  per  kw.  hr. 

Street  Lighting. 

6 — 2  ampere,  125  volt,  d.  c.  open  arcs  two  in  series  oi  250  volt 
circuit,   burning   3.285  hours   ner  annum   on  an  all  night 
every  nie^ht  schedule.     Rate  $36.00  per  lamp  per  year.     * 
36 — 32  c.  p..  Tungsten  lamps,  same  burning  schedule  as  above. 
Rate  $18.00  per  lamp  per  year. 

WATERLOO. 

(Population,   1,220.) 

MUNICIPAL  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  continual  except  Sunday  when  plant  closes 
from  9  a.  m.  to  dusk. 

Commercial  Lighting. 

Metek  Ratks: 

Minimum  monthly  charge,  75  cts. 

First  50  kw.  hrs.,  12  cts.  per  kw.  hr. 

All  over  50  kw.  hrs.,  10  cts.  per  kw.  hr. 

Weter  rent  to  non-owners,  25  cts.  monthly  in  all  cases. 
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Lamps  rated  at  108-110  and  112  volts  are  handled  by  the  utility. 
The  first  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  No  lamps  are  renewed  free  of  charge.  16  c.  p. 
lamps  are  sold  at  25  cts.  Tungsten  lamps  are  sold  above 
cost.  The  smallest  size  Tungsten  lamp  handled  is  25  watt. 
Manufacturers'  pamphlets  are  distributed  at  times.  All 
other  information  is  given  verbally.  No  regular  inspection 
of  the  incandescent  lamps  in  service  is  made. 

Street  Lighting. 

85 — 100  watt,  110  volt,  a.  c.  multiple  carbon  incandescent  lamps 
burning  1,825  hours  per  annum  on  an  every  night  dusk  to 
12  p.  m.  schedule.     Rate  $15.00  per  lamp  per  year. 

WATERTOWN. 

(Population.   8,829.) 
WATKRTOWX  GA8  &  ELE(^RIC  CO. 

Method  o(  generation,  current  purchased  and  hydraulic  power. 
Daily  operating  period,  continual. 

STANDARD  RATE. 

• 

To  customers  signing  the  company's  standard  form  of  contract 
providing  for  service  for  one  year  or  more  the  charge  for 
electric  service  shall  be  computed  on  the  following  basis: 
Demand  charge  (payable  in  equal  monthly  installments): 

$42.00  per  year  for  each  kw.  of  demand  of  the  first  10  kws. 

$30.00  per  year  for  each  kw.  of  demand  of  the  next  50  kws. 

$24:00  per  year  for  each  kw.  of  demand  in  exc'ess  of  GO  kws. 
Energy  charge: 

5  cts.  per  kw.  hr.  for  the  first  100  kw.  hrs.  consumption  dur- 
ing month. 

4  cts.  per  kw.  hr.  for  the  next  900  kw.  hrs.  consumption  dur- 
ing month. 

3  cts.  per  kw.  hr.  for  the  next  3,000  kw.  hrs.  consumption  dur- 
ing month. 

2  cts.  per  kw.  hr.  for  the  next  6,000  kw.  hrs.  consumption  dur- 
ing month. 

1  %  cts.  per  kw.  hr.  for  all  energy  consumed  in  any  month  in 
excess  of  10,000   kw.  hrs. 

(a)  LioHTiNo  Service. 

The  foregoing  rate  shall  apply  to  all  customers  utilizing  com- 
pany's electric  service  for  lighting  and  receiving  free"  re- 
newals of  company's  standard  lamps. 

(b)  Power  Service. 

The  foregoing  rate,  less  one-half  cent  per  kw.  hr.  shall  apply  to 
(1)  all  customers  utilizing  company's  service  for  the  opera- 
tion of  electric  motors  and  not  receiving  any  free  renewals 
of  company's  standard  lamps,  and  to  (2)  all  customers  uti- 
lizing company's  service  for  any  purpose,  and  not  receiving 
any  free  renewals  of  company's  standard  lamps. 

(c)  Limited  or  "Off-Peak"   Service. 

The  foregoing  rates,  for  lighting  and  power  service  respectively, 
less  one-half  the  "demand  charge"  shall  apply  to  all  cus- 
tomers contracting  to  utilize  and  utilizing  the  company's 
service  at  times  during  the  calendar  day,  other  than  dur- 
ing the  hours  of  the  month  specified  as  follows: 

Hours  during  which  service 
Month.  shall  not  be  used. 

October 5 :  30  p.  m.  to  7  p.  m. 

NovembeT   5:00     '* 
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December 4:30  p.  m.  to  7  p.  m. 

January    4 :  40      " 

February 5:20      " 

March 6:00      ** 

'  (d)    "Tkn-Sevkx"  Skrvuk. 

The  foregoing  rates,  for  lighting  and  power  service  respectively, 
less  three-quarters  of  the  "demand  charge"  shall  apply  to 
all  customers  contracting  to  utilize  and  utilizing  the  com- 
pany's  service  only  during  the  hours  10  p.  m.  to  the  fol- 
lowing 7  a.  m. 
Maximum  Rate  for  Servici:. 

The  maximum  rate  of  charge  for  service  during  any  month 
shall  be  not  greater  than  the  rates  for  service  that  would 
be  obtained  und'er  the  existing  increment  rate  schedules, 
with  the  prompt  payment  discounts  applying  thereto,  viz.: 

(1)  Lighting  Service: 

First         100  kw.  hrs.  during  any  month,  12  cts.  per  kw.  hr. 

Second      100  "  "  "  10   " 

Third        100  "  "  *'  8   " 

Next  300  "  ••  "  6   " 

Next    14,400  "  "  "  4   " 

Next    15,000  "  "  "  '3% 

All  energy  in  excess  of  30,000  kw.  hrs.  during  any  month,  3 
cts.  per  kw.  hr. 

(2)  Power  Service: 

First         100  kw.  hrs.  during  any  month,    8  cts.  per  kw.  hr. 

Second     100  •*  "  "  6  " 

Third         100  "  ''*  "  5   " 

Next  300  *•  "  "  4   " 

All  energy  in  excess  of  600  kw.  hrs.  during  any  month  3  cts. 

per  kw.  hr. 
The  prompt  payment  discount  hereinbefore  referred  to,  ap- 
plicable to  the  foregoing  maximum  rates,  is  a  discount  of 
5yr  for  cash  payment  upon  bills  paid'  at  the  company  s  office 
within  ten  days  after  their  respective  dates. 
MiMMUiM   Monthly   Payments 

Minimum  monthly  payments  by  any  consumer  shall  be  the 
monthly  installment  of  the  annual  "demand  charge,"  pro- 
vided, however,  that  tho  minimum  monthly  payment  in  any 
instance  shall  be  not  greater  than  the  minimum  charge  that 
would  be  made  under  tho  existing  schedule,  viz.: 

(a)  For  lighting  service  a  minimum  payment  of  $1.00  and  in 
addition  thereto  25  cts.  for  each  glower  of  each  Nernst 
lamp  installed,  $l.r>()  for  each  arc  lamp  installed. 

(b)  For  power  service  a  minimum  charge  of  $2.00  for  an  in- 
stallation of  2  h.  p.  or  less  nominal  rated  capacity,  and  in 
addition  thereto  $1.00  for  each  h.  p.  or  fraction  thereof,  of 
rated  capacity,  in  addition  to  the  first  two  h.  p.  The  pro- 
visions for  minimum  monthly  payments  are  applicable  un- 
der all  rates. 

Mkasirkmf.nt  of  Dkmani). 

In  the  application  of  the  "Standard  Rate"  the  consumer's  de- 
mand shall  be  determined  by  measurement  or  assessment 
as  follows: 
(A)  Lighting  Serv  cr. 

(a)  In  installations  of  1  kw.  connected  and  less,  demand 
shall  be  determined  as  100';v  of  the  first  300  watt  con- 
nected, plus  f)G%'//  of  connected  load  in  addition  to  the 
first  300  watts,  except  where  tests  indicate  the-  demand 
to  be  larger  than  that  computed  on  this  basis. 
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(b)   In  installations  greater  than   1  kw.  connected,  the  de- 
mand shall  be  measured. 
(B)  Power  Service. 

The  demand  of  a  consumer  using  the  company's  servic€f  for 
power  shall  be  determined  as  the  maximum  rate'  at  which 
energy  is  used  for  any  continuous  period  of  fifteen  con- 
secutive minutes,  as  shown  by  integrating  watt  meter. 
RESIDENCE  LIGHTING  SERVICE. 
To  customers  contracting  for  service  for  one  year  or  more,  for 
residence  lighting  service  with  free'  renewal  of  company's 
standard  lamps,  the  following  rate  shall  be  used: 

(a)  Primary  charge  of  12  cts.  per  kw.  hr.  for 

(1)  This  first  4  kw.  hrs.  consumed  pef  month  for  each  of 
the  first  4  active  rooms. 

(2)  The  first  2^  kw.  hrs.  consumed  per  month  for  each  of 
tlie  active  rooms  in  addition  to  the  first  4. 

Ail  rooms  except  the  following  shall  be  counted  as  active: 
3  bedrooms,  bathrooms,  basement,  garret,  closets  and 
back  porch. 

(b)  Secondary  charge  of  5  cts.  per  kw.  hr.  for  all  energy  in 
excess  of  that  paid  for  at  the  primary  rate  in  (a)  up  to  total 
of  100  kw.  hrs.  and  4  cts.  per  kw.  hr.  for  the  next  900  kw. 
hrs. 

PLAT   RATE   DISPLAY   LIGHTING. 
Company  will   sell  service  for  flat  rate  display  lighting  con- 
trolled by  company  on  yearly  contracts,  on  the  following 
basis  of  monthly  payments: 


• 

Rated  consumption  of  lamps 
installed. 

Du.sk  to 

11  p.m. 

12  P.m. 

300 

watts       

13.. %5 

4.50 

5.60 

6.75 

7.75 

8.75 

9.70 

10.65 

15.50 

20. ^5 

25.15 

30.00 

34.85 

39.65 

44.50 

49.35 

59.00 

67.90 

76.00 

84.15 

92.25 

13.80 

400 

5.10 

500 

6.40 

600 
700 
800 

7.55 
8.(U) 
9.70 

900 

10.80 

1.0  kninwa.tt 

11. PO 

1  5 

17.35 

?.  0 

22.75 

2  5 

28.20 

3  0 

33.65 

3.5 

39  10 

4  0 

44.55 

4.5 

50.  IH) 

5.0 

55.40 

6  0 

«5  25 

7  0 

74  25 

8.0 

81  30 

9,0 

92.35 

10. 0 

101.40 

« 

Thef  foregoing  fiat  rates  include  renewals  of  carbon   filament 
lamps  only  and  include  no  other  maintenance. 
Discount  for  Prompt  Payment. 

On  bills  paid  at  offices  of  company  or  its  authorized  collection 
agencies  within  ten  days  of  date  of  bill,  a  (Tiscount  of  5% 
of  the  first  $25.00  of  all  bills  and  1%  on  amounts  in  ex- 
cess of  125.00  will  be  given.  This  discount  shall  apply 
only  where  the  prompt  payment  discount  of  5*/^  provided 
for  in  the  existing  increment  rate  schedules,  is  not  given. 
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SHORT  TIME  RATE. 

To  customefs  obtaining  service  for  periods  of  less  than  one  year 
the  charge  for  electric  service  shall  be  computed  accord- 
ing to  the  existing  Increment  rate  scheduled  with  the 
prompt  payment  discount  applying  thereto,  viz.: 

(1)  Lighting  Service. 

First        100  kw.  hrs.  during  any  month  12  cts.  per  kw.  hr. 
Second     100        "  **  ."       *'        10  " 

TWrd        100       "  ••  "        "  8   " 

Next        300  "  "  "        "  6   " 

Next  14400  "  "  "        "  4   " 

Next   15000  "  "  "        "3%    " 

All  energy  in  excess  of  .30,000  kw.  hrs.  during  any  month 
3  cts.  per  kw.  hr. 

(2)  Power  Service. 

First       100  kw.  hrs.  during  any  month  8  cts.  per  kw.  hr. 
Second  100  "  "  "        "  6   " 

Third      100  "  "  "        "  5  " 

Next        300  "  "  "        "  4  " 

All  energy  in  excess  of  600  kw.  hrs.  during  any  month 
3  cts.  per  kw.  hr. 
The  prompt  payment  discount  hereinbefore  referred  to,  applica* 
ble  to  the  forgoing  short  time  rates,  is  a  discount  of  5  pet* 
cent^  for  cash  payment  upon  bills  paid  at  the  company's 
office  within  ten  days  after  their  respective  dates. 
Renewals  of  Standard  Incandescent  Lamps. 

To  customers  entitled  to  free  renewal  of  company's  standard 
lamps,  upon  the'  return  to  the  company's  offices  of  burned 
out  incandescent  lamps,  with  bulbs  unbroken  and  accom- 
panied   by    renewal    card,    company   will    supply,   without 

charge,  its  standard  incandescent  lamps  which  are  listed 
as  follows: 


«< 
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Approximate  watts 

consumption  at 
maximum  volla<?e. 

m 

Nominal  c.  p. 

Filament. 

•10 
20 
25 
30 
50 

100 

2 
4 

6 
10 
IG 
40 

Cartx>n . 

%■ 
•  ■ 

Metalized. 

•lA 


For  sifirn  and  decorative  Itghtinff  only. 

Street  liigliting. 

99 — 7  ampere,  72  volt,  a.  c.  series  enclosed  arcs  burning  on  an 
every  night  moonlight  schedule.  Rate  first  70  lamps 
$70.00  per  year  and  balance  at  $66.00  per  lamp  per  year. 
1 — 75  c.  p.,  7  ampere,  a.  c.  series  carbon  incandescent  lamps, 
same  burning  schedule  as  above.  Rate  $30.00  per  lamp 
per  year. 


WAUKESHA. 

(Population  8,740.) 

MIIAYAllKKE  LIGHT,  HEAT  &  TRACTION  CO. 

Method  of  generation,  sub-station. 
Daily  operating  period,  continual. 

Commercial  Light  and  Power: 

(See  schedule  of  this  company  under  Milwaukee.) 
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WAUKESHA. 

(Population.  8,740.) 

WAUKESHA  GAS  &  ELECTRIC  CO. 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

BfETEB  Hates: 

Minimum  monthly  bill,  50  cts. 

Up  to  3,300  watts,  50  cts.  per  mo.  min.  bill. 

3,300  to        50,000  watts  15  cts.  per  kw.  hr. 
50,000  "       100,000     "        14  " 
'  100,000  "        500,000     "        12   " 

500,000  "    1,000.000     "        10   " 
1,000,000  and  over,  9  cts.  per  kw.  hr. 
10%  discount  on  above  rates,  except  minimum  monthly  bill, 
for  payment  by  the  10th  of  the"  month. 
Plat  Rates: 

16  c.  p.  lamp,  11.50  per  month. 
10     "         "  75  cts.  per  month. 

Commercial  arc  lamps,  $5.00  per  month. 
Lamps  rated  at  110-112  volts  are  handled  by  the  utility.  The 
first  installation  of  carbon  lamps  is  not  furnished  free  of 
charge.  Carbon  lamps  are  renewed  free  when  returned 
blackened  but  unbroken.  16  c.  p.  lamps  are  sold  at  25  cts. 
Tungsten  and  tantalum  lamps  are  sold  at  about  20%  above 
cost,  and  a  discount  of  10  cts.  is  allowed  on  burnt-out  Tung- 
sten lamps.  The  smallest  size  Tungsten  lamp  handled  is  25 
watt.  Information  regarding  these  matters  is  printed  and 
attached  to  electric  bills.  Inspection  is  made  only  on  com- 
plaint. 

Commercial  Power. 

Meter  Rates: 

Up       to         5  kw.  hrs.,  50  cts.  per  month  min.  bill. 

10   '•     "     kw.  hr. 

n     ((        <«  (f 

rj     «(  (<  <( 

5   "     " 

1000  and  over  3  "     " 

10%*  discount  on  above  rates  except  minimum  bill  for  payment 
by  the  10th  of  the  month  in  which  bill  is  presetited. 

Street  Lighting. 

13 — 6.6  ampere,  70  volt,  a.  c.  series  enclosed  arcs  burning  about 

4,000  hours  per  annum  on  an  all  night  every  night  schedule. 

Rate  $78.00  per  lamp  per  year. 

16  c.  p.,  110  volt,  a.  c.  multiple  carbon  lamps,  same  burning 

-.schedule  as  above.     Rate  $12.00  per  lamp  per  year. 
25  c.  p.,  110  volt,  a.  c.  multiple  carbon  lamps,  same  burning 

schedule  as  above.     Rate  $16.50  per  lamp  per  year. 
32  c.  p.,  110  volt,  a.  c.  multiple  carbon  incandescent  lamps, 

same  burning  schedule  as  above.     Rate  $18,00  per  lamp 

per  year. 
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(< 

1000 

WAUPACA.]  —222—  [WIS.  R.  R.  COMM. 

WAUPACA. 

(Population,  2.789.) 
WAUPACA  EliECTRIO  LIGHT  &  RAILWAY  CO. 

Method  of  generation,  hydraulic  and  steam. 
Daily  operating  period,  continual. 

Commercial  Lightinf^. 

Mktgr  Rates: 

A  minimum  charge  of  75  cts.  per  month  for  crurrent  consumed. 
20  cts.  per  kw.  hr.  for  patrons  having  other  than  annual  con- 
tracts, and  for  irregular  consumers,  such  as  churches, 
lodges,  blacksmith  shops,  warehouses  and  manufacturing 
establishments;  with  a  discount  of  25%  if  paid  at  the 
company *s  office  on  or  before  the  10th  day  of  the  month 
following  that  during  which  the  service  was  rendered'. 
For  all  other  current  consumers,  meaning  those  who  have 
yearly  contracts  for  light  only.  15  cts.  per  kw.  hr..  with 
privilege  of  the  following  special  rate  if  bills  are  paid  at 
the"  company '3  office  on  or  before  the  10th  day  of  the 
month  following  that  during  which  the  service  was 
rendered : 

First      10  kw.  hrs.  12^4  cts.  per  kw.  hr. 
Next       90        *'  10 

100        '*  9 

200        "  8  •'  " 

300        •*  7 

All  over  700    "  6 

Lamps  rated  at  100  volts  are  handled  by  the  utility.  The  first  in- 
stallation of  lamps  is  not  furnished  free  of  charge.  No  lamps 
are  renewed  free  of  charge.  No  carbon  lamps  are  handled. 
Tungsten  and  tantalum  lamps  are  sold  slightly  above  cost. 
The  smallest  size  Tungsten  lamp  handled  is  25  watt.  Infor- 
mation regarding  these  matters  is  printed  and  distributed 
by  the  utility,  together  with  manufacturers*  pamphlets  at 
the  office.  Also  Information  is  given  through  newspaper  ad- 
vertisements. Inspections  are  made  by  the  manager  and  the 
electrician.  , 

Commercial  l*o\ver. 

Contract  for  power  for  small,  alternating  current,  high  fre- 
quency, single  phase  motors,  served  through  separate 
meters,  can  be  made  by  special  arrangements  with  the 
general  manager. 

Street  LiKhtini;. 

30 — 7  ampere,  75  to  80  volt,  a.  c.  series  enclosed  arcs  burning 
3,696  hours  per  annum  on  an  every  night  dusk  to  daylight 
schedule.     Rate  $76.36  per  lamp  per  year. 

WAUPUN. 

(Population,  3,362.) 
MUXIOPAL    PLANT. 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 

Commercial  Iiif{:hting. 

Mktbr  P.\tes: 

Minimum  monthly  bill,  75  cts. 

Current,  15  cts.  per  kw.  hr.  with  a  discount  of  5  cts.  per  kw.  hr. 
if  paid  by  10th  of  the  month. 
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A  further  discount  of  10%  on  bills  in  excess  of  $5.00,  and"  20% 
on  bills  in  excess  of  $10.00  is  allowed  if  paid  by  lOth  of 
month. 
No  free  lamp  renewals. 
A  charge  of  $1.00  is  made  for  re-connecting  same  consumer  to 

same  premises. 
If  payment  for  wiring  Is  not  made  upon  completion  of  such 
work,  service  will  be  cut  off  and  not  again  renewed  until 
payment  for  such  work  and  the  additionp.l  sum  of  $1.00 
for  making  the  connection. 
Lamps  rated  at  110  volts  are  handled  by  ^he  utility.     The  first  in- 
stallation of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.     The  Gem  lamp  is  the 
only  carbon  lamp  handled  and  is  sold  at  20  cts.     Tungsten 
and  tantalum  lamps  are  sold  practically  at  cost.     The  small- 
est size  Tungsten  lamp  handled  is  25  watt.     Manufacturers' 
pamphlets  are  distributed  from  house  to  house  and  at  the  col- 
lection office  and  at  times  information  is  given  through  news- 
paper advertisements.     No  regular  inspection  of  the  incan- 
descent lamps  In  service  is  made. 

Commercial  Power. 

Mktek  Rates: 

Day  rate  for  power,  or  domestic  use  for  cooking,  heating,  etc.: 
Minimum  charge  of  $2.00  per  month  for  2  h.  p.  or  less,  nom- 
inal  rated  capacity  of  motors  connected   up,   and   50   cts. 
for  each  additional  h.  p.  ^ 

Domestic   use,   cooking,   heating,   etc.,   minimum  charge,   $2.00 
per  month. 

For  tne  first     100  kw.  hrs.,  6  cts.  per  kw.  hr. 
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**  all  over    3000  "  3   *' 

20%  to  be  added  to  all  bills  not  paid  by  the  10th  of  the  month 
following  the  meter  reading.  Users  taking  day  current 
from  the  Incandescent  line,  whether  for  power  or  for 
heating,  cooking  or  other  permitted  use,  to  pay  same  rates 
as  above,  provided  a  second  meter  be  installed  with  the 
above  minimum  charge  monthly,  and  no  connection  to  be 
made  therewith  except  for  use  of  day  current. 

Street  LightiiiK. 

8 — 6  ampere,  110  volt,  a.  c.  multiple  enclosed  arcs  burning  about 
1,700   hours   per  annum   on  a  moonlight  schedule.     Rate 
$60.00  per  lamp  per  year. 
35 — 7.5  ampere,  110  volt,  a.  c.  multiple  enclosed  arcs,  same  burn- 
•  ing  schedule  as  above.      Rate  $60.00  per  lamp  per  year. 
3 — 400  watt,  110  volt,  a.  c.  multiple  Tungsten  lamps,  same  burn- 
ing schedule  as  above.     Rate  $60.00  per  lamp  per  year. 

WAUSAU. 

(Population,  16,560). 
WAUSAU  STREET  RAILROAD  CO. 

* 

Method  of  generation,  hydraulic. 

Daily  operating  period,  continual.  ~         • 

Commercial  Lighting;.  ' 

Meteb  Rates:  t 

Minimum  monthly  bill,  50  cts. 

Current,  10  cts.  per  kw.  hr.,  plus  service  charge  of  25  cts.  per 
month. 


40.00  15<rr 
50.00  20% 
60.00  25% 
70.00  30% 
80.00.35% 
100.00  40% 
150.00   45% 


ft 
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Discounts  on  bill  for  lighting  current  through  meters  are  as 
follows: 

All  bills  ovefr  $20.00  and  under  $30.00  10%  discount. 

"  80.00 

"  40.00 

60.00 

•   ••  60.00 

70.00 

80.00 

100.00 

150.00  ;  50% 

Flat  Ratisb: 

Officef  lights,  50  cts.  each  per  month. 
Barn  lights,  50  cts.  each  per  month. 
All  night  lights.  $1.00  each  per  month. 

Aro  lamps.   $7.00  each  per  month.     Lamps  to  be  owned  and 
maintained  by  the  Wausau  Street  Railroad  Company. 
Dental   motors   $1.00   each   per   month. 
Power  piano  1.50       "       " 

Cash  register        1.00 
Vibrators  .50 

Desk  fans  1.00 

Celling  fans  1.50 

Tungsten  lamps.  On  a  yearly  contract  the  company  will  furnish 
current  to  business  houses  for  Tungsten  lamps  as  follows: 
$1.25  per  month,  on  12  hours  or  less  daily  basis,  for  each 
100  watts  Installed  or  fraction  thereof. 
A  dlsctount  of  25  cts.  per  month  allowed  on  all  commercial  bills 

paid  on  or  before  the  15th  of  the  month  following. 
A  service  charge  of  25  cts.  made  on  all  electrical  service  in  addi- 
tion to  all  other  charges. 
Outside  signs  furnished  on  flat  rates  based  on  estimated  consump- 
tion Ox  current. 
Lamps  rated  at  110  volts  are  handled  by  the  utility.     The  first  in- 
stallation of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.      16  c.  p.  lamns  are  sold 
at  20  cts.     Tungsten  and  tantalum  lamps  are  sold  at  about 
10%  above  cost.     The  smallest  size  Tungsten  lamp  bandied  is 
25  watt.     Manufacturers*  pamphlets  are  distributed  by  mail 
and  from  the  collection  office  and  information  is  given  through 
newspaper  advertisements.     Inspection  Is  madQ  only  incident- 
ally. 

Commercial  Power. 

First  Rate  Power: 

The  Wausau  Street  Railroad  Companv  will  sell  current  from 
its  power  lines  through  meters  at  the  rate  of  2  cts.  per  kw. 
hr.,  and  with  the'  provision  that  the  consumer  furnishes  all 
motors  and  wiring  necessary  to  connect  same,  and  to  guar- 
antee to  the  Wausau  Street  Railroad  Company  that  the 
consumption  of  current  of  such  Installation  each  month 
shall  not  be  less  than  one-third  of  said  installation,  based 
on  full  load  10  hours  pef  day  for  26  days,  except  on  motor 
installations  of  25  h.  p.  or  over,  consisting  of  no  single 
motor  of  greater  rated  size  or  capacity  than  one-half  the 
total  installation,  and  for  such  an  installation  thus  described 
one-sixth  Instead  of  one-third  the  entire  Installation  will 
be'  applied  in  determining  the  minimum  monthly  rate  on 
the  basis  pf  tu\\  load  at  10  hours  each  day  of  26  days  per 
month. 
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Second  Rate  Power: 

37%%  discount  from  regular  power  rate  will  apply  on  second 
class  power  service.  The  current  consumption  on  such 
power  must  average  65%  of  the  total  motor  installation, 
operating  10  hours  per  day,  26  days  per  month,  or  their 
equivalent  during  the  time  that  the  street  railroad  company 
continuously  furnishes  such  power.  Such  second  class 
power  will  be  furnished  only  subject  to  all  prior  require?- 
ments  of  other  service  demands  and  delivered  only  at  such 
times  as  the  central  station  have'  it  for  delivery  from  the 
hydraulic  equipment,  and  subject  to  option  of  central  sta- 
tion to  discontinue  service  during  times  of  low  water,  peak 
of  load,  or  any  other  reasonable  cause.  No  installation  less 
than  75  h.  p.  and  which  does  not  operate  more  than  10 
hours  per  day  subject  to  this  rate. 

Power  will  be  furnished  for  small  motors  at  the  rate  of  10  cts. 
per  kw.  hr. 

A  discount  of  50%  will  be  allowed  upon  monthly  consumption 
of  100  kws.  and  over  with  $5.00  minimum  monthly  charge 
on  consumption  between  50  and  100  kw.  hrs.,  said  discount 
to  apply  on  all  current  used  by  small  motor  installations. 

$1.00  minimum  charge  per  month  for  the  1st  h.  p.  and  50  cts. 
for  each  additional  h.  p.  on  small  motor  power. 

A  service  charge  of  25  cts.  per  mo.nth  will  be  made'  additional 
to  all  other  charges. 

A  cash  discount  of  25  cts.  made  from  all  bills  paid  on  or 
before"  the  15th  of  the  month  following. 
Joint  Emergency  Service: 

This  company  exchanges*  power  with  the  Marathon  Paper 
Mills  Company  of  Rothschild,  Wisconsin,  and  the  Wausau 
Sulphite  Fibre  Company  of  Mosinee,  W^isconsin,  over  a 
jointly  owned  and  Jointly  maintained  high  tension  trans- 
mission system  for  the  purpose  of  assuring  uninterrupted 
service  to  all  three  plants  in  case  of  emergency.  The  basis 
of  exchange  to  be  determined  by  the  conditions  as  such 
emergencies  arise.  Such  services  to  be  received  and  given 
upon  a  reasonable  basis  as  the  exigencies  may  from  time 
to  time  determine,  without  any  obligations  upon  the  part 
of  any  of  these  companies  to  furnish  such  power  to  the 
other. 
Street  Lighting. 
153 — 6.6  ampere,  76  volt,  a.  c.  series  enclosed  arcs  burning  4,080 
hours  per  annum  on  an  all  night  every  night  schedule.  The 
lamps  and  pole  lines  belong  to  the  city  and  are  maintained 
by  the  city,  a  flat  rate  of  $25.20  per  lamp  per  year  being 
paid  to  the  Wausau  St.  Ry.  Co.  for  current  consumed. 
Current  also  to  be  furnished"  at  optional  rate  of  1  %  cts.  per 
kw.  hr.,  lamps  to  operate  not  less  than  3,040  hours  per 
year.  Such  optional  rate,  however,  to  be  put  into  effect 
upon  written  notice  to  the'  Wausau  Street  Railroad  Com- 
pany from  the  proper  city  officials,  such  notice  to  consti- 
tute a  contract  for  a  period  of  one  year. 
496 — 40  watt,  110  volt,  a.  c.  multiple  Tungsten  lamps  burning  1,460 
hours  per  annum  on  an  every  night  6  p.  m.  to  10  p.  m. 
schedule.  Rate  2^  cts.  per  kw.  hr. 
124 — 60  watt,  110  volt,  a.  c.  multiple  Tungsten  lamps  burning  4,080 
hours  per  annum  on  an  all  night  every  night  schedule. 
Rate  2M  cts.  per  kw.  hr. 

The  above  incandescent  lamps  used  in  the  ornamental 
lighting  system  of  124  standards,  each  standard  is 
equipped  with  4 — 40  watt  and  1 — 60  watt  Tungstea 
lamps. 
15 
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Public  Buildings. 

Current  from  commercial  lines  to  place  of  consumption  of  tlie- 
city  at  rate'  of  6  cts.  per  kw.  hr.  Company  to  furnish  all 
necessary  transformers  and  meters  for  all  future  additional 
installations. 

Municipal  Power. 

Current  at  2  cts.  per  kw.  hr.  Company  to  furnish  the  necessarjr 
transformers  and  meters  for  all  future'  additional  infital- 
lations. 

WAUW^TOSA. 

(Population,   3,346.) 
MILWAUKEE   LIGHT,   HEAT   &  TRACTION   CO. 

Method  of  generation,  fed  from  T.  M.  E.  R.  &  L.  Co.  plants. 
Daily  operating  period,  continual. 

Commercial  Lighting  and  Power. 

(See  schedule  of  this  company  under  Milwaukee.) 

Street  Lighting. 

157 — 4  ampere,  a.  c.  series  Tungsten  lamps  burning  3,931.41  hours 
per  annum  on  an  all  night  every  night  schedule.  Rate 
121.00  per  lamp  per  year. 

WEST  ALLIS. 

(Population,   6,645.) 
>nLWAUKEE  LIGHT,  HEAT  &  TRACTIOX  CO. 

Method  of  generation,  sub-station. 
Daily  operating  period,  continual. 

Commercial  Lighting  and  Power. 

(See  schedule  of  this  company  under  Milwaukee.) 

Street  Lighting. 

121 — 4  ampere,  75  volt,  d.  c.  series  enclosed  incandescent  arcs  burn- 
ing 3,931.41  hours  per  annum  on  an  all  night  every  night 
schedule.     Rate  $75.00  per  lamp  per  year. 

WEST  BEND. 

(Population,  2,462.) 

WEST  BEND  HEATING  &  LIGHTING  CO. 

Method  of  generation,  steam  and  hydraulic. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Meter  Rates: 

Minimum  monthly  bill,  |1.00. 

Current  15  cts.  per  1000  watt  hours,  subject  to  discount  as  toU 
lows: 

Net  on  all  bills  not  exceeding  $1.50  per  month. 
12i,^9c  on  all  bills  between  $1.50  and  $2.00  per  month. 
16%%  "  "  2.00    "       3.00 

20%  "  "  3.00     "       4.00 

257r  "  "  4.00     "       5.00 

331.1%  "  "  5.00     "     10.00 

ZZV:i  and  20%  on  all  bills  over  $10.00  per  month. 

Saloon  and  hotel  lighting,  constant  and  steady  use  each  night,  8 
cts.  per  1000  watt  hours. 


it 
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Meter  rent,  15  cts.  per  month. 

Fl^T    xtATES: 

1  light 10.60  per  month. 

2  lighte 1.15 

3  lights 1.65 

Rates  on  lighting  churches,  lodges,  and  halls,  where  light  !«. 

only  used  occasionally,  16  c.  p.  lamps,  3  cts.  per  night. 
Lamps  rated  at  110  volts  are  handled  hy  the  utility.  The  first  in- 
stallation of  carbon  lamps  is  not  furnished  free  of  charge. 
Carbon  lamps  are  renewed  free  when  returned  blackened  but 
unbroken.  16  c.  p.  lamps  are  sold  at  25  cts.  No  Tungsten 
and  tantalum  lamps  are  handled.  Pamphlets  printed  by 
manufacturers  are  distributed  with  monthly  bills.  The  utility 
regulates  the  sale  of  lamps  by  dealers.  Inspection  is  made 
only  incidentally. 

Commercial  Power. 

Meter  Rates: 

Minimum  monthly  charge,  motors  of  1  to  5  h.  p.,  $1.50;  motors 
over  5  h.  p.,  $1.00  per  each  h.  p.. or  fraction  thereof  of  th^^ 
nominal  rated  capacity. 
Energy  charge  6  cts.  per  kw.  hr. 
Meter  rent,  15  cts.  per  month. 
-  Motors  of  less  than  1  h.  p.  same'  rate  as  for  lighting. 

Street  Lighting. 

144 — 100  watt,  4  ampere,  d.  c.  series  Tungsten  lamps  burning  every 
night  from  1  hour  after  sunset  to  1  hour  before  sunrise. 
Rate  $15.00  per  lamp  per  year. 

The  above  lighting  is  arranged  in  clusters  of  4  lamps 
each,  making  a  total  of  36  clusters. 

M niiicipal  Power. 

1 — 35  h.  p.  motor,  current  at  3  cts.  per  kw.  hr.,  with  a  minimum 
rate  of  $1.00  per  h.  p.  per  month,  and  15  cts.  meter  rent 
per  month. 

WESTBY. 

(Population,  902.) 

MrtJNICIPAL  PLANT. 

Method  of  generation,  steam. 

Daily  operating  period,  dusk  to  11  p.  m. 

Commercial  Lighting. 

Meter  Rates: 

Minimum  monthly  charge,  50  cts. 

Current,  10  cts.  per  kw.  hr.  for  all  purposes. 

Meter  rent,  25  cts.  per  month. 
Flat  Rates: 

Minimum  monthly  bill  75  cts. 

For  Residences, 

First  10  lamps,  30  cts.  each  per  month.  Succeeding  5  lamps, 
25  cts.  each  per  month.  The  succeeding  5  lamps,  20  cts. 
each  peT  month.  Any  number  above  20  lamps,  15  cts.  per- 
month.  For  private  cellars,  attics  or  barns,  15  cts.  perr 
month  for  each  lamp. 

For  Stores  and  Other  Places. 

Running  until  9  o'clock  p.  m.,  45  cts.  each  per  month.    Run- 
ning  until    10    o'clock    p.    m.,    55    cts.    each    pet    month. 
Running  until  11  o'clock  p.  m.,  65  <rts.  each  per  month. 
Office  rates  35  cts.  each  per  month  when  lights  are  used 
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the  whole  year  round.     For  society  halls,  20  cts.  each  per 
month.     For  churches,  15  cts.  each  per  month.     For  cel- 
lars or  warehouses  used  as  storage  rooms  by  any  mercan^ 
tile  firm   or   establishment,   provided   lamps  are  not  fre- 
quently used,  20  cts.  each  per  month. 
Lamps  rated  at  110-220  volts  are  handled  by  the  utility.     The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  fr,ee  of  charge.     16  c.  p.  lamps  are  sold 
at  20  cts.     Tungsten  lamps  are  sold  at  cost.     The  smallest 
size  Tungsten  lamp  is  25  watt.     Information  regarding  these 
matters  is  published  in  the  council  proceedings.     The  differ- 
ence between  Tungsten  and  tantalum  lamps  is  shown  by  in- 
stalling the  lamps  on  each  consumer's  circuit  for  three  days' 
trial. 

Street  Lighting. 

58 — 40  watt,  110  volt,  two  in  series  on  220  volt  d.  c.  multiple  cir- 
cuit burning  on  a  moonlight  schedule  from  dusk  to  11  p.  m. 
These  lamps  are  placed  two  in  a  hood.  Rate  10  cts.  per 
kw.  hr. 

WESTPIELD. 

(Population,  729.) 
WESTFIELD  MILLING  &  ELECTRIC  LIGHT  CO. 

Method  of  generation,  hydraulic. 

Daily  operating  period,  sunset  to  sunrise. 

Commercial  Lighting. 

Meter  Rates: 

Minimum  monthly  bill,  75  cts. 

From  1  to  20  kw.  hrs 15  cts.  per  kw,  hr. 

"    20   to  40        "        12    '* 

"    40   up  "         8     " 

Free  renewals  of  carbon  lamps. 
Fr.AT  Rates: 

25  cts.  per  month  per  16  c.  p.  lamp. 

Signs,  outlines,  windows,  etc.,  50  cts.  per  month  per  lamp. 
Lamps  rated  at  107  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  charged,  the  returned  lamps 
credited  and  payment  made  for  shortage.  Carbon  lamps  are 
renewed  free  when  returned  blackened  but  unbroken.  16 
c.  p.  lamps  are  sold  at  25  cts.  Tungsten  lamps  are  sold  above 
cost  price.  The  smallest  size  Tungsten  lamp  handled  is  25 
watt.  Information  regarding  these  matters  is  given  only 
verbally.  No  regular  inspection  of  the  incandescent  lamps 
in  service  is  made. 

Street  Lighting. 

23 — 7  ampere,  72  volt,  a.  c.  series  enclosed  arcs  burning  on  a 
moonlight  schedule.  Rate  $80.00  per  lamp  per  year.  1 
arc.  furnished  free. 

3 — 80  watt,  6.6  ampere,  a.  c.  series  Tungsten  lamps,  burning  on 
a  moonlight  schedule.     Rate  $30.00  per  lamp  per  year. 

1 — 25  watt,  107  volt,  a.  c.  multiple  Tungsten  lamps  burning 
4,730  hours  per  annum  on  an  all  night  every  night  sched- 
ule.    Rate  $12.00  per  lamp  per  year. 

1 — 50  watt,  107  volt,  a.  c.  multiple  carbon  incandescent  lamps 
burning  4,730  hours  per  annum  on  an  all  night  every  night 
schedule.     Rate  $12.00  per  lamp  per  j'ear. 
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WEST  MILWAnKEE. 

(Population.   1,458.) 

MILWAUKEE  LIGHT,  HEAT  &  TRACTION  CO. 

Method  of  generation,  fed  from  T.  M.  E.  R.  &  L.  Co.  plants. 
Daily  operating  period,  continual. 

Commercial  Lighting  and  Power. 

(See  schedule  of  this  company  under  Milwaukee.) 

Street  Lighting. 

25 — 9.6  ampere,  50  volt,  d.  c.  series  enclosed  arcs  burning  3,93^I.4t 
hours  per  annum  on  an  all  night  every  night  scheduIiQ«. 
Rate  184.00  per  lamp  per  year. 

WEST  SALEM. 

(Population,  840.) 
NESHONOC  LIGHT  &  POWER  CO. 

Method  of  generation,  hydraulic  power. 
Daily  operating  period,  sunset  to  sunrise.  . 

Commercial  Lighting. 

Meter  Ratks: 

Minimum  monthly  charge,   $1.00. 
Current,  8  cts.  per  kw.  hr. 

The  county  insane  asylum  pays  5  cts.  per  kw.  hr.,  they  use  from 
300  to  1,000  kw.  hrs.  per  month. 
Plat  Rates: 

8 — 16  c.  p.  lamps $15.00  per  year. 

15       •*  ••  20.00 

20       "  *'  24.00 

Stores,  offices,  and  other  places  pay  $5.00  per  year  for  a  16  c.  p*. 
lamp. 
Lamps  are  not  handled  by  the  utility.     No  lamp  inspections  are 
made.  ; 

Street  hizhtin^. 

75 — 32  c.  p.,  105  volt,  a.  c.  multiple  carbon  incandescent  lamps* 
burning  about  4,000  hours  per  annum  on  an  all  night  every 
night  schedule. 

The  village  pays  $100  per  month  for  lighting  175  lamps*, 
the  village  hall  and  the  pump  house. 

WEYAUWEGA. 

(Population,  967.) 
WEYAUWEGA  ELECTRIC  LIGHT  CO. 

Method  of  generation,  hydraulic. 

Daily  operating  period,  dusk  to  midnight  and  5  a.  m.  to  dawn. 

Commercial  Lighting. 

Plat  Rates: 

Commercial  rate:      3  to  9  lights 33^4  cts.  each.. 

10  "  15  •*  30 

16  •*  20  •*  28 

21  *'  25  "  27 

26  **  30  •*  26 

31  "  35  "  23 

3b  '•  40  *•  24 

41  "  50  "  23 
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»v      House  rate:     d-  lights  or  less $1.00 

;  10       **  .  (over  five) .      .20  efach. 

All  over  10  lights  at  10  Qts.  each  (the  first  10,  $2) 
Woodman,  Masonic  and  Odd  Fellows  halls:      12%  cts.  per  16 
:  c.  p.  light. 

■         Churches:  12%  cts.  per  16  c.  p.  light. 

Public  schools:      50 — 16  c.  p.  lights,  $75.00  per  year. 
Lamps  rated  at  100-102  and  104  volts  are  handled  by  the  utility. 
The  first  installation  of  carbon  lamps  is  not  furnished  free  of 
ch&rge.     No   lamps   are   renewed    free   of  charge.     50    watt 
'  Gem  is  the  only  carbon  lamp  handled.     It  is  sold  at  25  cts. 

Tungsten  and  tantalum  lamps  are  sold  at  cost.  The  smallest 
size  Tungsten  lamp  handled  Is  40  watt.  Information  regard- 
ing these  matters  is  given  only  verbally.  No  regular  inspec- 
tion of  the  incandescent  lamps  in  service  is  made. 

Street  Lighting. 

10 — 8.5  ampere,  80  to  55  volts,  a.  c.  multiple  enclosed  arcs  burn- 
ing 1,825  hours  per  annum  on  a  moonlight  dusk  to  mid- 
night schedule.     Rate  $45.00  per  lamp  per  year. 

12 — 6  ampere,  110  to  75  volt,  a.  c.  multiple  enclosed  arcs  same 
burning  schedule  as  above.     Rate  $45.00  per  lamp  per  year. 

WHITEHALL. 

(Population,  703.) 

MUNICIPAL  PLANT. 

Method  of  generation,  current  purchased. 

Daily  operating  period,  dusk  to  12  p.  m.'and  5  a.  m.  to  daylight. 

Commercial  Lighting. 

Meter  Rates: 

Minimum  monthly  charge,  75  cts. 

Current,  sliding  scale  from  3  to  8  cts.  per  kw.  hr. 
Plat  Rates: 

Consumers  having  less  than  4  lights  are  charged  30  cts.  per  16 
c.  p.  lamp  per  month. 
Consumer  is  charged  for  connecting  building  to  line. 
Lamps  rated  at  110-220  volts  are  handled- by  the  utility.     The  first 
installation  of  carbon  lamps  is  not  furnished  free  of  charge. 
No  lamps  are  renewed  free  of  charge.     16  c.  p.  lamps  are  sold 
at  30  cts.     Tungsten  and  tantalum  lamps  are  sold  at  10  cts. 
above  cost.     The  smallest  size  Tungsten  lamp  handled  is  25 
watt.     Information    regarding   these   matters    is   given    only 
verbally.     No  regular  inspection  of  the  incandescent  l!imps 
in  service  is  made. 

Street  Lighting. 

4 — 3  ampere,  220  volt,  d.  c.  multiple  enclosed  arcs  burning  on  a 
midnight  schedule.     Rate  $30.00  per  lamp  per  year. 
128 — 60  watt  carbon  equivalents,  consisting  of  16  and  32  c.  p.  car- 
bon and  40  watt  Tungsten  lamps,  burning  on  a  moonlight 
schedule.     Rate  $3.00  per  60  watt  equivalent  per  year. 

WHITEWATER. 

(Population,   3,224.) 

WHITEWATER  ELECTRIC  LIGHT  Co. 

Method  of  generation,  steam. 
Daily  operating  period,  continual. 
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Comiuerclal  Lighting. 

Meter  Rates: 
Residences. 

From     1  to  25  kw.  hrs.  per  month,  15  cts.  pet*  kw.  hr. 

*•     25   •*    50          '*  "            14     " 

"     50   "    75          *'  ••            13     "            " 

"      75   "  100          *•  "             12      " 

"   100   "  125          "  "             11      " 

over          125          "  "            10     " 
Business  houses,  where  less  than  50  lamps  are  installed: 
X  Tom     1  to  10  kw.  hrs.  per  month,  15  cts.  per  kw.  hr. 

•*      10   "   20          "  "            14    ** 

"     20   ••   30          *'  "            13    **            *• 

Over  50  *'  "  10    ** 

If  full  installation  is  used  six  nights  each  week,  a  rate  of  5  cts. 

per  kw.  hr.  is  made  for  all  above  50  kw.  hrs. 
Hotels  having  100  or  more  lamps:      10  cts.  per  kw.  hr.  for  first 
150  kw.  hrs;  all  above  150  kw.  hrs.  at  i>  cts.     Minimum 
charge  $15.00  per  month. 
Hotels  having  50  lamps:      10  cts.  per  kw.  hr.  for  first  70  kw. 
hrs.;   all  above  70  kw.  hrs.  at  5  cts.     Minimum  monthly 
charge,   $7. 
Churches: 

From     1  to  100  kw.  hrs.  per  month,  15  cts.  per  kw.  hr. 
'•   100   ••   150  ••  •*  14   •• 

*•   150   •*   200  *•  "  13   •' 

Over  200  "  •*  12   ** 

Schools: 

From     1  to  200  kw.  hrs.  per  month,  15  cts.  per  kw.  hr. 
•*   200   ••   250  ••  "  14   " 

*•   250   "   300  ••  '       "  13   " 

*•   300   ••   350  ••  "  12   " 

Over   350  "  "  10   "  " 

Tailor's  goose:      I  of  15  lbs.  and  1  of  20  lbs.  at  6  cts.  per  kw. 

hr.      Minimum  monthly  bill  for  the  two  irons,  $5.00. 
Meter  rent:    A  charge  of  25  cts.  per  month  is  made  if  consumer 
uses  less  than  10  kw.  hrs.  per  month.     If  10  kw.  hrs.  or 
more  are  used  no  charge  for  meter  rent  is  made. 
Lamps  rated  at  117  volts  are  handled  by  the  utility.     The  first  in- 
stallation of  carbon  lamps  is  not  furnished  free  of  charge. 
Carbon  lamps  are  renewed  free  when  returned  blackened  but 
unbrqken.      16  c.  p.  lamps  are  sold  at  25  cts.    Tungsten  lamps 
are  sold  at  list  price.     The  smallest  size  Tungsten  lamp  han- 
dled is'25  watt.      Information  regarding  these  matters  is  given 
only   verbally.     No    regular    inspection    of  the    incandescent 
lamps  in  service  is  made. 

Commercial  Power. 

Meter  Rates: 

First          100  kw.   hrs 10  cts.  per  kw.  hr. 

Second      100  "        8  " 

Third        100  "         6  " 

Next          300  ••      • 5  " 

All  over  600  *'        3  " 


it 


Street  Lighting. 

40 — 7  ampere.  82  volt,  a.  c.  series  enclosed  arcs  burning  about 
1,600  hours  per  annum  on  a  moonlight  schedule.  Rate 
$80.00  per  lamp  per  year. 
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8 — 32  c.  p.,  7  ampere,  a.  c.  series  carbon  incandescent  lamps, 
same  burning  schedule  as  above.  Rate  $16.00  p^r  lamp  per 
year. 
25 — 32  c.  p.,  120  volt,  a.  c.  multiple  carbon  incandescent  lamps, 
same  burning  schedule  as  above.  Rate  $16.00  per  lamp 
per  year. 

WILD  ROSE. 

(Population,  551.)  . 

THE    ROSE   MILLING   CO. 

Method  of  generation,  steam  and  hydraulic. 

Daily  operating  period,  dusk  to  11  p.  m.  and  5  a.  m.  to  daylight. 

Commercial  Lighting. 

Meter  Rates: 

First       50  kw.  hrs.  consumed  in  one  monta  at  13  cts. 
Second   50        '*  "  "  12   '* 

Third      50        -  **  *'  10   '*     . 

All  above  that  amount  at  7  %  cts. 
Minimum  monthly  bill  |1.00,  -including  meter  rental.     25   cts. 
per  month  rental  for  a  5  amp.  meter  and  35  cts.  per  month 
for  a  10  amp.  meter. 
No  charge  for  connecting  a  build'ing  to  the  line,  except  that  |1 
is  charged  for  installing  and  testing  the  meter,  but  if  said 
meter  remains  in  service  for  a  period  of  one  year  the  dol- 
lar is  refunded.     If  meter  is  taken  out  before  the  expira- 
tion of  one  year  no  refund  is  allowed. 
Lamps  rated  at  106-108-110  and  112  volts  are  handled  by  the 
"  utility.     The  first  installation  of  carbon  lamps  is  not  fur- 
nished free  of  charge.     No  lamps  are  renewed  free  of  charge. 
The  Gem  lamp  is  the  only  carbon  lamp  handled.     Tungsten 
and  tantalum  lamps  are  sold  at  list  price.     The  smallest  size 
Tungsten   lamp   handled   is   25    watt.     Manufacturers'   pam- 
phlets are  distributed  usually  from  house  to  house.     No  regu- 
lar inspection  of  the  incandescent  lamps  in  service  is  made. 

Street  Lighting. 

8 — 6.6  ampere,  110  volt,  a.  c.  multiple  enclosed  arcs  burning  on 
a  moonlight  schedule  from  dusk  to  lip.  m.  Rate  $60.00 
per  lamp  per  year. 

WILTON. 

(Population,  510.) 

WILTON  LIGHT  &  POWER  CO. 

Method  of  generation,  hydraulic. 
Daily  operating  period,  continual. 

Commercial  Lighting. 

Meteb  Rates: 

Current,  12%  cts.  per  kw.  hr. 

Following  discounts  allowed  if  bills  are  paid  within   10   days 
from  date: 

First  20  kw.  hrs 10%  d'iscount. 

Next  30        *•         207o 

All  over  50        **         3u7c 

Lamps  rated  at  220  volts  are  handled  by  the  utility.  The  first  in- 
stallation of  carbon  lamps  is  not  furnished  free  of  charge. 
Carbon  lamps  are  renewed  free  of  charge  when  returned 
blackened  but  unbroken.  16  c.  p.  lamps  are  sold  at  cost. 
Tungsten  and  tantalum  lamps  are  sold  at  cost. 
(New  plant,  no  further  details  reported.) 


18  " 
17  " 
16  " 
15  " 
14  •* 
13  " 
12  " 
11  " 
10    " 
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WINEGONNE. 

(Population,   940.) 

WINXECOXNE  HEAT,  LIGHT  AXD  POWER  CO. 

Method  of  generation,  gas  producer. 
Daily  operating  period,  continual. 

Commercial  Power. 

Meteb  Rates: 

Minimum  monthly  bill,  one  meter  $1.00;   more  than  one,  75 
cts.  each.     Consumers  renting  meters  pay  75  cts.  minimum, 
including  meter  rent.     Meters  rented  at  25  cts.  per  month. 
From    1  to    9  kw.  hrs.  during  the  month,  20  cts. 
"     10  '*  "  ••  19    " 

".  11  •*  14 
"  15  "  20 
..     21   "  24 

•*  25  ••  30 
,.      31   -   34 

"     35   "   40 

"      45   "   50 

51  and  over 

Discount  5%  if  paid  by  the  10th  of  the  month. 

Lamps  rated  at  110  volts  are  handled  by  the  utility.     The  first 

Installation  of  carbon  lamps  is  not  furnished  free  of  charge. 

Lamps  are  renewed  free  of  charge  when  burned  out.     16  c.  p. 

lamps  are  sold  at  25  cts.     Tungsten  lamps  are  sold  at  list 

price  and  10  cts.  is  allowed  for  all  burned  out  or  broken 

lamps  in  sizes  below  100  watts  and  25  cts.  in  sizes  above  100 

watt.     The  smallest  size  Tungsten  lamp  handled  is  25  wa-t. 

The  only  information  given  in  regard  to  these  matters  Is 

through  new^spaper  advertisements. 

Street  Lighting. 

46 — 60  watt,  110  volt,  a.  c.  multiple  Tungsten  lamps  burning  about 
2,512  hours  per  annum  on  a  moonlight  schedule.  Rate 
$17.00  per  lamp  per  year. 

WITTENBERG. 

(Population,  1,090.) 
WITTENBERG  ELECTRIC   CO. 

Method  of  generation,  hydraulic. 
Daily  operating  period,  dusk  to  daw^n. 

Commercial  Lighting. 

Meteb  Rates: 

Minimum  monthly  charge,  .$1.00. 
Current,  12  cts.  pet  1,000  watt  hours. 

The  following  discounts  will  be  allowed  If  paid  within  10  days 
from  date  of  bill. 

15,000  wattw-hours  to     50,000 10%  discount. 

50,000  *'  ••       100,000 15^0 

11)0,000  "  "       250,000 20% 

250,000  "  "       500,000    ???% 

Government  Indian  school,  9  %  cts.  per  kw.  hr. 
Homme's  Orphan  Home  and  Old  Folks  Home,  8  cts.  per  kw.  hr. 
!Flat  Rates: 

$1.00  per  month  not  exceeding  four  lamps. 
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Lamps  rated  at  110  volts  are  handled  by  the  utility.  The  first  in- 
stallation of  carbon  lamps  is  furnished  free  of  charge.  No 
lamps  are  renewed  free  of  charge.  16  c.  p.  lamps  are  sold  at 
20  cts.  Tungsten  and  tantalum  lamps  are  sold  above  cost. 
The  smallest  size  Tungsten  lamp  handled  is  25  watt.  Some 
information  regarding  these  matters  is  printed  on  consumers' 
bills.  Pamphlets  printed  by  manufacturers  are  distributed 
at  collection  office.     Inspection  is  made  only  incidentally. 

Street  liighting. 

15 — 7  ampere,  a.  c.  series  enclosed  arcs  burning  every  night  from 
dusk  to  midnight.     Rate  155.00  per  lamp  per  year. 
3 — 7  ampere,  110  volt,  a.  c.  multiple  enclosed  arcs,  same  burning 
schedule  and  same  rate  as  above. 

WYOCENA. 

(Population,  425.) 

COLUMBIA  COUXTY  LIGHT  &  POWER  CO. 

Method  of  generation,  hydraulic  and  steam  auxiliary. 

Daily  operating  period,  dusk  to  11  p.  m.  and  5  a.  m.  to  dawn. 

Commercial  Lighting. 

Metek  Rates: 

Minimum  monthly  bill,  50  cts. 

Current,  first  10  kw.  hrs.,  10  cts.  per  kw.  hr. 
Over  10  **  5    ** 

Flat  Rates: 

25  cts.  per  16  c.  p.  lamp    per  month. 

Columbia  county  asylum,  250  16  c.  p.  lamps,  $45,00  per  month. 
221^  cts.  for  each  16  c.  p.  lamp  over  250. 

Lamps  rated  at  105-210  volts  are  handled  by  the  utility.  The  first 
installation  of  carbon  lamps  is  charged,  the  returned  lamps 
credited  and  payment  made  for  shortage.  Carbon  lamps  are 
renewed  free  when  returned  burned  out.  16  c.  p.  lamps  are 
so1(^  at  20  cts.  Tungsten  and  tantalum  lamps  are  sold  above 
cost.  The  smallest  size  Tungsten  lamp  handled  is  40  watt. 
Pamphlets  printed  by  manufacturers  are  distributed  with 
monthly  bills.  No  regular  inspection  of  the  incandescent 
lamps  in  service  is  made. 

Street  Lighting:. 

32  c.  p.  carbon  incandescent  lamps.     Rate  $12.00  per 

lamp  per  year. 
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CLASSES  OF  GAS  UTILITIES. 


CLASS  A. 

Appleton Wisconsin  Tr.,  Lt.  lit.  &  P.  Ca), 

Ashland Ashland  Lt.,  P.  &  St.  Uy.  Co. 

Beaver  Dam  Beaver  Dam  Fuel  &  Lt.  Co. 

Beloit Boloit  W..  G.  &  Kl.  Co. 

Chippewa  Falls Chippewa  Valley  Ry.,  Lt.  &  P.  Co. 

Eau  Claire ,  Eau  Claire  G.  Lt.  Co. 

Fond  du  Lac Eastern  Wisconsin  lly.  &  Lt.  Co. 

Green  Bay Green  Bay  G.  &  El.  Co. 

Janesville New  G.  Lt.  Co. 

Kenosha Kenosha  G.  &  El.  Co. 

La  Crosse La  Crosse  G.  &  El.  Co. 

Madison Madison  G.  &,  EI .  Co. 

Manitowoc Manitowoc  G.  Co. 

Marinette Menominee  &  Marinette  Lt.  &  Tr.  Co. 

Menasha Wisconsin  Tr.,  Lt.,  Ht.  6c  P.  Co. 

Milwaukee Milwaukee  G.  Lt.  Co. 

Milwaukee Welsbach  St.  Lt^.  Co.  of  America. 

Neenah Wisconsin  Tr..  Lt.,  Ht.  &  P.  Co. 

Oshkosh Oshkosh  G.  Lt.  Co. 

Uacine Racine  G.  Lt.  Co. 

Sheboygan Sheboygan  G.  Lt.  Co. 

Superior Superior  W.,  Lt.  &  P.  Co. 

Watertown Watertown  G.  &  El.  Co. 

Wausau Wausau  G.  Co. 


CLASS  B. 

Antigo Antigo  G.  Co. 

Baraboo Barnboo  Ltg.  Co. 

Berlin Berlin  Public  Service  Co 

Burlington Citizens'  G.  Co. 

Ft.  Atkinson Ft.  Atkinson  G.  Co. 

Hudson Sr.  Croix  G.  Co. 

Hurley Ironwood  G.  Co. 

Menomonie Menomonie  G.  Co. 

Monroe Monroe  Lt.  &  Fuel  Co. 

Platteville Platteville  G.  Co. 

Portage Portage  American  G.  Co. 

Rhinelandor.. , Oneida  G.  Co. 

Ripon , Ripon  Lt.  &  W\   Co. 

Stevens  Point Stevens  Point  Ltg.  Co. 

Stoughton ....,,..,,....  Stoughton  Lt.  &  Fuel  Co, 
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-Waukesha Waukesha  G.  &  El.  Co. 

Wauwatosa Wauwatosa  G.  Co. 

West  Allis West  Allis  G.  Co. 


CLASS  C. 

Cambria Municipal  plant. 

Clinton 

Deerfield Urban  Construction  Co. 

Fox  Lake Municipal  plant. 

Hammond **  ** 

Hilbert Municipal  plant. 

Horicon 

Hortonville ITortonville  Lt.,  Ht.  &  P.  Co. 

Juneau Municipal  plant. 

Marion 


H  (4 


Markesan '. Municipal  plant. 

Milton Citizens*  G.  Co. 

Nekoosa Municipal  plant. 

Palmyra 

Sharon 

Wautoma * . , . .  Municipal  pi  ant. 


GAS   RATES. 


INTRODnCTOBY  STATEMENT 


STANDARDS  OF  SERVICE  IN    RELATION  TO   RATES. 

The  standards  of  service  established  by  the  Commission  for  gas 
utilities  (In  re  standards  for  Gas  and  Electric  Service,  1908,  2  W.  R. 
C.  R.  632)  apply  to  all  gas  utilities  within  the  state,  excepting  in 
certain  cases  where  the  Commission  has  made  modifications,  exemp- 
tions, or  concessions  for  specific  cause  shown. 

Except  for  the  minor  variations  indicated,  the  following  standards 
remain  in  force  as  originally  adopted  in  1908  (2  W.  R.  C.  R.  632). 

ACCURACY   OF   GAS   METERS. 

Rule  1.  A  meter  may  be  considered  as  correct  If,  when  passing  gas 
at  the  rate  of  six  cubic  feet  per  hour  per  light  capacity,  It  shows,  In 
comparison  with  a  standard  gas  prover,  an  error  which  is  not  greater 
than  two  per  cent. 

A  gas  meter  which  is  used  continuously  for  gasoline  gas  will  prob- 
ably show  considerable  inaccuracy,  due  to  the  fact  that  the  gasoline 
gas  has  an  injurious  effect  upon  the  diaphragm  of  the  meter.  It  is 
suggested  that  meters  which  have  been  In  use  for  at  least  three  years 
be  compared  with  a  new  meter,  which  will  guard  against  any  great  in- 
accuracy and  at  the  same  time  save  the  expense  of  a  meter  prover. 
Lothrop  V.  Tillage  of  Sharon,  1912,  8  W.  R.  C.  R.  479,  493. 

Rule  2.  No  gas  company  shall  allow  a  gas  meter  to  remain  in  serv- 
ice for  a  period  longer  than  three  years  without  checking  it  for  accu- 
racy and  readjusting  It  If  found  to  be  inaccurate. 

Rule  3.  Each  company  shall  keep  a  record  of  tests  made  on  meters 
before  installation  and  upon  receiving  them  from  the  services. 

Rule  4.  Each  gas  company  shall  provide  itself  with  equipment  nec- 
essary for  testing  meters,  such  equipment  to  consist  of  a  standard 
meter  prover  with  suitable  accessories. 
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Rule  5.  Each  gas  company  shall  make  a  test  of  the  accuracy  of  a 
meter  upon  request  of  a  consumer,  provided  such  consumer  does  not 
make  a  request  for  test  more  frequently  than  once  In  six  months.  A 
report  giving  the  results  of  such  tests  shall  be  made  to  the  consumer^ 
and  a  complete  record  of  such  tests  shall  be  kept  on  file  in  the  office 
of  th^  companyi 

Rule  6.  Upon  formal  application  of  any  consumer  to  the  Railroad 
Commission'?,  test  shall  be  made  upon  the  consumer's  meter  by  an  in- 
spector employed  by  the  Railroad  Commission,  such  test  to  be  made 
as  soon  as  practicable  after  receipt  of  the  application.  For  such  test 
a  fee  of  two  dollars  ($2.00)  shall  be  paid  by  the  consumer  making  ap^ 
plication  for  the  test  if  the  meter  is  found  to  be  slow  or  correct  within 
the  allowable  limits,  and  by  the  company  owning  the  meter  if  the 
meter  is  found  to  be  fast  beyond  the  allowable  limits. 

Rule  7.  Meter  dials  shall  read  directly  in  cubic  feet  of  gas,  and 
bills  rendered  periodically  by  the  company  shall  designate  the  readings 
of  the  meter  at 'the  beginning  and  end  of  the  time  for  which  the  bill  Is 
rendered,  and  give  the  dates  at  which  the  readings  were  taken. 

In  order  to  prevent  loss  of  investment  in  gas  meters  registering  in 
terms  of  dollars  and  cents  instead  of  cubic  feet,  the  Commission  in 
1910  exempted  the  Ripon  Lt.  &  W.  Co.  from  a  strict  compliance  with 
rule  7.  (City  of  Ripon  v.  Ripon  Lt.  d  W.  Co.  1910,  5  W.  R.  C.  R.  1, 
48,  88,  92.)  Since  it  is  probable  that  gas  meters  registering  in  terms 
of  dollars  and  cents  are  no  longer  in  use  in  this  state,  this  regulation 
is  practically  obsolete. 

HEATING    VALUE. 

Rule  8.  The  company  furnishing  gas  which,  within  a  one-mile  radius 
from  the  distribution  center,  gives  a  monthly  average  total  heating 
value  of  not  less  than  600  B.  T.  U.,  with  a  minimum  which  shall  never 
fall  below  550  B.  T.  U.,  may  be  considered  as  giving  adequate  service 
as  far  as  the  heating  value  of  the  gas  is  concerned. 

In  view  of  the  fact  that  the  standard  for  heating  value  was  estab- 
lished with  special  reference  to  the  production  of  water  and  coal  gas, 
rule  8  was  modified  by  the  Commission  for  the  benefit  of  oil  gas  plants 
to  read  as  follows:  "The  company  furnishing  gas  which,  within  a  one- 
mile  radius  from  the  distribution  center,  gives  a  monthly  average  total 
heating  value  of  not  less  than  925  B.  T.  IT.,  with  a  minimum  which 
shall  never  fall  below  850  B.  T.  U.,  may  be  considered  as  giving  ade- 
quate service  as  far  as  the  heating  value  of  the  gas  is  concerned. 
City  of  Ripon  v.  Ripon  Lt.  d  W.  Co.  1910,  5  W.  R.  C.  R.  1,  3,  54,  87-88. 

Rule  0.  Each  gas  company,  whose  output  exceeds  twenty  million 
cubic  feet  a  year,  shall  equip  itself  with  a  standard  caiorimetsr  out- 
fit, with  which  periodic  tests  upon  the  gas  shall  be  made.  A  record 
of  these  tests  shall  be  made  and  kept  open  for  public  inspection. 
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GAS  PRESSURE. 

Rule  1Q.  Gas  pressure,  as  measured  at  meter  inlets,  shall  never  be 
less  than  114  inches  nor  more  than  6  inches  of  water  pressure;  and 
the  daily  variation  of  pressure  at  the  Inlet  of  any  one  meter  on  the  sys- 
tem shall  neve'  be  greater  than  100  per  cent  of  the  minimum  pressure. 

Rule  11.  Each  company  shall  make  frequent  measurements  of  the 
pressure  and  pressure  variations,  and  these  shall  be  kept  on  record 
and  open  for  public  inspection. 

PURITY  OF  GAS. 

Rule  12.  In  no  case  shall  the  gas  contain  more  than  thirty  grains 
of  total  sulphur  per  100  cubic  feet,  and  not  more  than  a  trace  of  sulphur 
as  sulphuretted  hydrogen. 

COMPLAINTS. 

Rule  13.  Each  company  shall  keep  a  record  of  complaints  which 
shall  include  the  name  and  address  of  the  consumer,  the  date,*  the 
nature  of  the  complaint,  and  the  remedy.  A  classified  summary  of 
these  records  shall  be  submitted  to  the  Commission  on  or  before  the 
twenty-eighth*  day  of  each  month  for  the  preceding  month. 

Utilities  are  now  excused  from  sending  these  monthly  summaries  to 
tlie  Commission. 

COMPILATION  OF  DATA. 

The  gas  schedules  as  here  presented  have  been  compiled  from  the 
official  rate  files  of  the  Commission. 

In  classifying  the  rates  of  each  utility  for  this  compilation  they  have 
been  grouped  under  the  general  heads  illuminating,  fuel,  power,  and 
street  lighting,  according  to  the  nature  of  the  service. 

The  £iim  has  been  to  include  all  rules  and  regulations  that  directly 
affect  the  cost  of  service,  such  as  rules  pertaining  to  discount  for 
prompt  payment,  penalty  for  failure  to  pay  promptly,  charges  for  fur- 
nishing and  maintaining  equipment  on  the  customer's  premises,  and 
charges  for  connections  and  reconnections.  Certain  utilities  have  failed 
to  file  complete  rules  and  regulations. 

Although  some  of  the  rates  and  rules  contained  in  this  compilation 
are  not  in  accord  with  the  Public  Utilities  Law  and  the  decisions  of 
the  Commission,  they  have  been  included  so  that  the  publication  would 
be  complete  and  would  show  the  schedules  that  are  actually  in  opera- 
tion  at  the  present  time.  The  fact  that  certain  questionable  rates  and 
rules  have  been  included  does  not  imply  that  they  are  sanctioned  by 
the  Commission* 
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ANTIGO. 

(Population,  7,196.) 
ANTIGO  GAS  CO. 
Production:     Water  gas. 

Illuminating  or  Fuel. 

Gross  Rates:      $1.60  per  1,000  cu.  ft. 

Cash  Discounts  per  1,000  cu.  ft.  if  paid  before  the  25tli  of  the 
month  following  that  in  which  meter  is  read: 

A — 0  to  375  cu.  ft 10  cts. 

B — Over     375  to  2,006  cu.  ft 20    " 

C —    "      2,000  cu.  ft 25     " 

D —    "      3,000      ••    30 

E —    "      4,000      "    35 

F —    *'     5,000     "    40 

G —    "   10,000      "     45     •' 

H —    "   15,000      "    50    " 

I —      "   20,000      "    55 

J —     "   25,000      "    60 

K —    "   30,000      "     65 


if 


ninniinating  and  Fuel. 

When  both  light  and  fuel  are  used  (not  less  than  3  lights)  an 
additional  discount  of  not  less  than  10  cts.  per  1,000  cu.  ft. 
will  be  granted  from  the  above  schedule. 

Power. 

M — For  power  alone  an  additional  discount  of  10  cts.  per  1,000 
en.  ft.  will  be  granted  from  the  above  schedule. 

APPLETON. 

(Population,  16,773.) 
WISCONSIN  TRACTION,  LIGHT,  HEAT  &  POWKH  CO. 

Production:      Coal  and  water  gas. 

Oas  for  All  Purposes. 

First     5  M  cu.  ft.  $1.15  net  or  $1.25  gross  per  M  cu.  ft. 
Next  15  "  1.00       ••         1.10 

Next  30  "  .90       "         1.00 

All  over  50    "  .75       "  .85 

All  consumers  are  billed  at  gross  rate.  10  cts.  per  M  cu.  ft  from 
gross  bill  is  allowed  if  paid  within  ten  days. 
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Minimum  monthly  bill: 


Size  of  meter. 

lAmount  to 

kbe  charged 

.each  monih. 

CI 

BIze  of  meter. 

Amount  to 

be  charged 

each  month. 

3  light 

10.25 
.25 
.35 
.35 
.50 

45  light 

tO.60 

5      ••    

tiO      "    

1.00 

10     •*    

HO      "    

1.50 

kO      "     

100      "    

2.00 

30      '*     

,  ax)     ••    

4.00 

For  the  reconnection  of  meters  for  the  same  consumer  upon  the  same 
*     premises,  a  charge  of  $1.00  is  deemed  reasonable. 


ASHLAND. 

(Population,  11,594.) 

ASHLAND  LIGHT,   POWER  &   STREET   RAILWAY  CO. 

Production:      Water  gas. 

Illuminating. 

Minimum  monthly  bill  25  cts. 
Meter  rate:      $1.75  per  M  cu.  ft. 

Discount:      25  cts.  per  M  cu.  ft.  on  bills  over  50  cts.  if  paid  on 
or  before  10th  of  month. 

Fuel. 

Minimum  monthly  bill  25  cts. 
Meter  rate:      $1.50  per  M  cu.  ft. 

Discount:      25  cts.  per  M  cu.  ft.  on  bills  over  50  cts.  if  paid  on 
or  before  the  10th  of  the  month. 

Light  and  Fuel  Useil  From  Same  Meter. 

Minimum  monthly  bill  25  cts. 
Meter  rate:      $1.50  per  M  cu.  ft. 

Discount:      12  cts.  per  M  cu.  ft  on  bills  of  over  50  cts.  if  paid 
on  or  before  the  10th  of  the  month. 
No  portion  of  service  pipe  Is  charged  to  consumer. 

BABABOO. 

(Population,  6,324.) 

BARABOO  LIGHTING  CO. 

Production:      Coal  gas. 

Gas  for  All  Purposes : 

Meter  rate:      $1.50  per  M  cu.  ft. 
Minimum  monthly  bill  50  cts. 

Discount  25  cts.  per  M  cu.  ft.  if  paid  by  the  10th  of  the  month. 
Company  installs  service  pipe  to  lot  line. 

BEAVER  DAM. 

(Population,  6,758.) 
BEAVER  DAM  Fl'KL  &  LIGHT  CO. 

Production:      Water  gas. 

Fuel  and  Mlunilnating. 

Mir  I  mum  net  monthly  bill  50  cts. 

First  2,500  cu.  ft.  per  month $1.50  per  M  cu.  ft. 

Next  2.500        "  "  1.40 

Over  5,000        "  "  1.30 
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Discount  of  20  cts.  per  M  cu.  ft.  If  bill  is  paid  on  or  before  the 

10th  of  the  month. 
In  default  of  payment  for  gas  consumed  within  a  reasonable 

time,  the  supply  of  gas  may  be  cut  ofT  until  the  bill  is  paid. 

When  the  company  has  been  compelled  to  shut  off  the  gas 

a  charge  of  25  cts.  will  be  made  to  turn  it  on  again. 

BELOIT. 

(Population,  15,125.)  '      *^ 

BELOIT  WATER,  GAS  &  ELECTRIC  CO. 

Production:  '  Coal  and  water  gas. 

Gas  for  All  Purposes. 

For  all  gas  service  furnished  for  lighting,  fuel,  industrial  or 

power  purposes,  and  passing  through  any  meter  owned  and 

installed  by  the  company,  during  any  one  month,  a  charge 

of: 

$1.25  net  or  $1.35   gross  per  1,000  cu.  ft.  for  the  first  5,000 

cu.  ft. 
$1.15  net  or  $1.25  gross  per  1,000  cu.  ft.  for  the  next  10,000 

cu.  ft. 
$0.90  net  or  $1.00  gross  per  1,000  cu.  ft.  for  all  gas  in  excess 

of  15.000  cu.  ft. 
The  minimum  bill  shall  be  graduated  according  to  the  size 
of  the  meter  and  shall  be  as  follows: 


Size  of  meter. 

Amount  to  be 

chartred 
each  month. 

Size  of  meter. 

Amount  to  b« 

rbar^red 
each  month. 

S  liirht 

lO.K 
.25 
.35 

.40 
.50 
.60 

eoiljrht 

11.00 

5     ••     

80     "     

1.50 

10     "    

'00     "     

2.00 

20     *'     

laO       *      

200     "     

3.00 

30      '•     

4.00 

45     "     

Where  the  company  Is  unable  to  read  the  meter  after  reason- 
able effort,  the  fact  shall  be  plainly  indicated  upon  the 
monthly  bill,  the  minimum  charge  assessed,  and  the  dif- 
ference adjusted  with  the  consumer  when  the  meter  is 
again  read. 

D'scount — All  consumers  arc  billed  at  the  gross  rate  and  a  dis- 
count of  10  cts.  per  M  cu.  ft.  allowed  if  bill  is  paid  on  or 
before  the  10th  of  the  month. 

A  charge  of  $1.00  is  made  for  reconnecting  the  same  consumer 
to  the  same  premises. 

All>iibove  50  ft.  of  the  service  pipe,  as  measured  from  the  curb 
line,  is  charged  to  the  consumer. 


BERLIN. 

(Population.  4.63fi.) 
BERLIN  PrBLIC  SERVICE  CO. 
Production:      Coal  gas. 

II  laminating. 

Meter  rate:      $2.00  per  M  cu.  ft.  gross  or  $1.75  net. 

Fuel. 

Meter  rate:      $1.50  per  M  cu.  ft.  gross  or  $1,25  net. 
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Industrial  Service. 

Meter  rate:      $1.00  per  M  cu.  ft.  net.     No  discount. 
Minimum  net  monthly  bill  25  cts.  per  meter. 
In  order  to  get  the  net  rate,  bills  must  be  paid  on  or  before  the  10th 

of  the  month  at  the  company's  office. 
If  bill  is  not  paid  within  15  days  after  presentation,  gas  may  be  shut 

off.    If  meter  is  removed  for  non-pay mefnt  of  bill,  a  charge  ot 

$1.00  will  be  made  for  resetting  the  same. 

BURLINGTON. 

(Population.  3,212.) 
CITIZENS'  GAS  CO. 

Production :     Water  gas. 

Gas  for  All  Purposes. 

Meter  rate:      $1.60  per  M  cu.  ft. 

Discount  10  cts.  per  M  cu.  ft.  if  paid  by  the  10th  of  the  month. 

CAMBBIA. 

(Population,  657.) 
MUNIdPAIi  PLANT. 

Production:     Gasoline  gas. 

Gas  for  All  Purposes. 

Meter  rate:      $1.50  per  M  cu.  ft. 

Street  liighting. 

28  street  lamps,  minor  type,  burning  on  a  moonlight  schedule. 
Rate  $28.62  per  lamp  per  year. 

CHIPPEWA  FALLS. 

(Population,  8,893.) 
CHIPPEWA  VAIiliEY  RAFLWAY,  LIGHT  &  POWER  CO. 

Production:     Water  gas. 

Gas  for  All  Purposes. 

Minimum  monthly  bill  50  cts.  per  meter. 

Meter  rate:      $1.50  per  M  cu.  ft. 

Day  consumers  using  over  10,000  cu.  ft.  per  month,  $1,35  per 

M  cu.  ft. 
A  charge  equivalent  to  two  minimum  monthly  bills  will  be  made 

for  the  reconnection  of  the  same  consumer  to  the  same 

premises. 
All  gas  service  pipe  run  to  the  curb  without  cost  to  consumers 
located  on  property  in  front  of  which  company  has  gas 
mains.     All   other  connections   and   appliances   furnished 
by  consumer. 

CLINTON. 

(Population,  897.) 
MUNICIPAL  PLANT. 

Production:      Gasoline  gas. 

Ga.i  for  AU  Purposes. 

Meter  rate:      $1.50  per  M  cu.  ft. 

Consumer  is  charged  for  service  pipe  from  curb  to  the  hoase. 
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Street  Ughting. 

28  street  lamps,  Minor  type,  26  of  which  burn  on  a  moonlight 
schedule  until  10  o'clock,  and  two  burn  all  night.  Rate 
130.00  per  lamp  per  year. 

DEEBFIELD. 

(Population,  533.) 
URBAN  CONSTRUCTION  CO. 

Production:     Acetylene- gas. 

Fuel  and  lUumiiiatixig. 

Meter  rate:     $1.50  per  100  cu.  ft. 

Discount  of  10%  is  allowed  to  consumers  of  over  300  cu.  ft.  in 
any  one  month  if  paid  promptly.     If  bills  are  not  paid  by 
the  12th  of  the  month  10%  additional  may  be  charged. 
Meter  rent  15  cts.  per  month. 
Company  lays  service  pipes  to  curb. 

Street  liighting. 

City  pays  $20.00  per  year  per  lamp  for  12  lamps  on  a  moonlight 

schedule,  to  10:30  p.  m. 
Company  owns  and  maintains  street  lights. 

EAU  CLAIRE. 

(Population.  18,310.) 
EAU  CLAIRE  GAS  LIGHT  CO. 

Production:     Coal  gas. 

JAght  and  FueL 

All  consumers  using  less  than  200  cu.  ft.  per  month  must  pay  a 

minimum  charge  of  25  cts.  per  month. 
Consumers  using,  per  month, 

200  cu.  ft.  and  less  than       .5,000  cu.  ft,  $1.40  per  M  cu.  ft. 
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10.000  "  1.35 

20,000  "  1.30 

30,a00  "  1.25 

50,000  "  1.20 

100,000  "  1.10 

150,000  "  1.05 
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"     upwards  1.00  " 

Special  Rates. 

Employes  of  the  company  must  pay  for  gas  consumed  by  them 

at  the  rate  of  $1.00  per  1,000  cu.  ft.,  net. 
Directors  of  the  company  (five  in  number)  must  pay  for  gas 
consumed  by  them  at  the  rate  of  70  cts.  per  1,000  cu.  ft., 
net. 

Power  Service. 

^Gas  engines  using  upward  of  2,000  cu.  ft.  per  month  $1.10  per 
1,000  cu.  ft. 

All  bills  are  subject  to  a  discount  of  10  cts.  per  1,000  cu.  ft.  if  paid 
on  or  before  the  15th  day  of  the  month  next  ensuing.  All  bills 
of  municipal  corporations,  both  state  and  federal,  are  entitled 
to  a  like  discount  if  paid  in  the  usual  course  of  business,  even 
though  such  payment  should  not  be  made  by  the  15th  of  the 
month  next  after  the  time  when  the  service  is  rendered. 

Company  installs  service  pipe. 
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FOND  DU  LAC. 

(Population,  18,797.) 
EASTERN  WISCONSIN  RAILWAY  &  LIGHT-  CO. 

Production:     Coal  gas. 

Illuiniiiatiiig  Gas. 

Minimum  monthly  bill  25  cts. 
Meter  rate:      $1.50  per  M  cu.  ft. 

Fuel  Gas. 

Minimum  monthly  bill  25  cts. 

First      10,000  cu.  ft $1.25  per  M  cu.  ft. 

Second  10,000     "      1.15 

Next       20,000     "      1.05 

All  over  40,000     "      0.95 

Fuel  and  illuminating  gas  used  through  the  same  meter  will  have 

same  rate  as  fuel  gas. 
A  discount  of  10%  is  allowed  on  all  bills  paid  before  the  10th  of  the 

month. 
$3.50  is  proportion  of  cost  of  service  pipe  that  is  charged  to  the  con- 
sumer. 

FORT  ATKINSON. 

(Population  3,877.) 
FORT  ATIUNSON  GAS  CO. 

Production:     Water  gas. 

Gas  for  All  Purposes. 

First       2,000  cu.  ft.  per  month,  $1.60  per  M  cu.  ft. 
Next        3.000        "  ••  1.50 

5,000        "  "  1.40 

All  over  10,000        "  "  1.05 

A  discount  of  15  cts.  per  M  cu.  ft.  will  be  allowed  on  all  billa 
paid  before  the  10th  day  of  the  following  month  in  which 
gas  was  used. 

FOX  LAKE. 

(Population,  851.) 
MUNICIPAL  PLANT. 

Production:      Gasoline  gas. 

Gas  for  All  Purposes. 

Meter  rate:  $1.25  per  M  cu.  ft.,  provided  bill  is  paid  within 
10  days  after  close  of  month  for  which  meters  are  read, 
and  an  additional  10  cts.  per  M  cu.  ft.  if  bill  remains  un- 
paid longer  than  specified  10  days. 

C.  M.  &  St.  P.  Ry.  is  charged  $1.50  per  M  cu.  ft.  for  all  gas  con- 
sumed in  its  depot,  but  is  given  privilege  of  lighting,  with- 
out further  charge,  a  village  street  lamp  located  near  their 
depot  at  any  hour  the  convenience  of  passengers  may  re- 
quire it. 

GREEN  BAT. 

(Population,  25,236.) 
GRKKN  BAY  GAS  &  ELKCTRIC  CO. 

Production:      Coal  gas. 
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nigminatlng. 

Base  rate — $1.50  per  1,000  cubic  feet. 

Discounts  allowed  for  payment  on  or  before  the  10th  of  the 

month  following,  as  scheduled  below: 
On  monthly  bills  of      100  to  1,000  cu.  ft. — 10  cts.  per  M. 

1,000  to  2,000   ••    •'  — 15  cts.  per  M. 
2,000  to  3,000  "    "  — 20  cts.  per  M. 
Above  discounts  to  apply  to  first  3,000  cubic  feet  per  month  and 
a  discount  of  50  cts.  per  M  cubic  feet  will  be  allowed  on  all 
gas  used  in  excess  of  3,000  cubic  feet. 

Fuel. 

Base  rate — f  1.25  per  thousand  cubic  feet. 

Discount  of  25  cents  per  M  cubic  feet  allowed  on  all  bills  paid 

on  or  before  the  10th  of  the  month  succeeding. 
A  customer  using  a  gas  stove,  may  install  a  single  gaslight  at 
or  near  same,  to  be  supplied  with  gas  through  fuel  meter. 

Combination  Rate-^Lighting  and  Fuel — Optional. 

To   consumers   using   gas  for  illuminating  and  fuel  purposes 
through  the  same  meter,  gas  will  be  charged  at  the  rate  of 
f  1.40  per  1,000  cu.  ft.,  subject  to  the  following  ^discounts, 
if  paid  on  or  before  the  10th  of  the  month  succeeding: 
On  monthly  bills  from      100  to  1,000  cu.  ft. — 10  cts.  per  M. 

1,000  to  3,000   ••    "  — 25  cts.  per  M. 

All  gas  used  in  excess  of  3,000  cubic  feet  per  month,  40  cts.  per 
M  discount. 
Minimum  Charge. — In  all  cases  where  a  meter  is  installed,  a  mini- 
mum charge  of  40  cts.  shall  be  made,  provided  that  where  two 
meters  are  installed  for  the  same  consumer,  on  the  same  prem* 
ises,  a  minimum  charge  of  25  cts.  for  each  meter  shall  be  made. 

HAMMOND. 

(Population,  408.) 
MUNICIPAL  PLANT. 

Production:     Gasoline  gas. 

Gas  for  All  Purposes. 

Meter  rate:      |1.25  per  M  cu.  ft. 

Street  Lighting. 

18  street  lamps  burning  about  four  hours  each  night  charged 
at  13.00  per  lamp  per  month. 

HILBERT. 

(Population,  572.) 
MUNICIPAL  PLANT. 

Production:     Gasoline  gas. 

Gas  for  All  Purposes. 

Meter  rate:      |1.25  per  M.  cu.  ft. 

Minimum  monthly  bill  25  cts.  if  less  than  200  cu.  ft.  are  used. 

Street  Lighting. 

Street  lamps  are  burned  every  night  from  dark  until  10  p.  m.; 

Saturdays  until  11:30  p.  m. 
16  street  lamps,  boulevard  type,  burning  from  dark  until  10 

p.  m.,  Saturdays  until  11  p.  m.     Rate  1 4 2.00  per  lamp 

per  year. 
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HOBICON. 

(Population,  1,881.) 
MUNICIPAL  PLANT. 

Production:     Gasoline  gas. 

Gas  for  AU  Purposes. 

Meter  rates  to  consumers  who  own  meters  11.25  per  M.  cu.  ft.; 
if  utility  owns  meters,  $1.50  per  M  cu.  ft. 

Street  Lighting. 

65  -street  lamps  burned  on  moonlight  schedule  from  dusk  to  11 
p.  m.     Rate  $20.00  per  lamp  per  year. 

HORTONVILLE. 

(Population,  863.) 
THE  HORTONVILLE  LIGHT,  HEAT  &  POWER  CO. 

Production:      Gasoline  gas. 

Gas  for  All  Purposes. 

^    First       2,000  cu.  ft.  per  month $1.50  per  M  cu.  ft. 

All  over  2,000      "  "  1.35 
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Street  Lighting. 

24  street  lamps,  70  c.  p.  Welsbach  burner,  at  $24  per  lamp 
per  year,  burned  from  dusk  to  11  p.  m.  on  moonlight  sched- 
ule.    Mantels  furnished  and  lighted  by  company. 

HUDSON. 

(Population,  2,810.) 
ST.  CROIX  GAS  CO. 

Production:     Purchased   coal   gas   from  Consumer's   P.   Co.,   Still- 
water, Minn. 

Gas  for  All  Purposes. 

Minimum  monthly  bill  shall  be  equal  to  50  cts.  per  month  for 

each  meter  connected. 
Meter  rates  for  gas  used  in  any  one  month: 

First  2,000  cu.  ft $1.54  per  M  cu.  ft. 

Next  3,000  ••    " 1.40 

Next  5,000   "    " 1.30 

All  above  first  10,000   "    " 1.20 

Discount  of  10  cts.  per  M  cu.  ft.  is  allowed  if  bills  are  paid  on 

or  before  10  days  after  rendering  of  the  bills. 
A  charge  of  $1.00  is  made  for  reconnecting  the  same  consumer 

to  the  same  premises. 

HURLEY. 

(Population,  .) 

IROXWOOD  GAS  CO. 

Production:     Water  gas,  supplied  from  Iron  wood,  Mich. 

Gas  for  Light,  Fuel,  or  Power. 

First  10,000  feet $1.50  gross,  $1.35  net 

Next  15,000    "     1.50      "  1.00  " 

**      25,000    "     1.50      "  .90  " 

"       25,000    "     1.50       •*  .80  " 

"      26,000    " 1.60      "  .70  •• 
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All  bills  are  rendered  at  the  gross  rate  of  $1.50  per  thousand, 
with  the  net  rates  as  above  applying  on  all  bills  paid  be- 
tween the  15th  and  25th  of  the  month. 

A  minimum  charge  or  bill  of  50  cts.  is  made  when  the  consump- 
tion is  less  than  400  feet  in  any  one  month. 

JANESVILLE. 

(Population,  13,894.) 
NEW  GAS  LIGHT  CX). 

Production:     Water  gas. 

Gas  for  All  Purposes. 

Minimum  monthly  bill  50  cts. 

First  2,000  cu.  ft.  per  mo |1.30  per  M. 

Next    3,000    "     ••     "     " 1.15 

All  in  excess  of  5,000  cu.  ft.  per  mo 1.00 

10  cts.  per  1,000  cubic  feet  to  be  added  to  the  above  rates  if 
bills  are  not  paid  within  ten  days  after  date  of  delivery. 

In  default  of  payment  within  15  days  after  bill  is  rendered,  or 
in  case  of  leak  or  injury  done  to  the  meter  or  pipes  within 
the  premises  of  any  consumer,  the  flow  of  gas  may  be 
stopped  until  the  bill  is  paid,  or  the  necessary  repairs  are 
made. 

Deposits  are  required  from  consumers  at  the  discretion  of  the 
company. 

Directors'  rate:  In  lieu  of  directors'  fee  for  attendance  at  board 
meetings,  gas  is  supplied  to  them  at  $1.00  per  M. 

Services  are  installed  to  30  ft.  beyond  the  property  line  free. 
For  all  in  excess  of  ,30  ft.,  a  charge  of  20  cts.  per  ft.  is 
made.  The  above  is  conditional  upon  a  gas  main  being 
in  the  street  upon  which  the  property  needing  a  service  is 
located. 

JUNEAU. 

(Population,  1,003.) 
ItfUNICIPAL  PLANT. 

Production:     Gasoline  gas. 

IHuminating  and  Fuel  Gas. 

Minimum  monthly  bill  25  cts. 

Meter  rate,  $1.50  per  M  cu.  ft. 

Consumers  own  the  meters. 

The  city  lays  the  service  pipe  to  the  curb. 

KENOSHA. 

(Population,  21,371.) 
KENOSHA  GAS  &  ELECTRIC  CO. 

Production:     Water  and  purchased  coal  gas,  from  Racine  G.  Co., 
Racine,  Wis. 

Gas  for  All  Purposes. 

Oross  Net 

First         10  M  cu.  ft $1.10  $1.00 

Next           20  "  "    " 90  .80 

All  over    30  "  "    " 70  .60 

Discount  of  10  cts.  per  M  cu.  ft.  Is  allowed  from  the  gross  rate 

if  bill  is  paid  at  the  company's  office  within  10  days  after 

its  date. 
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Consumers  shall  be  required  to  pay  minimum  monthly  bills  as 
follows: 


Size  of  meter. 

Minimum 

monthly 

bills. 

Size  of  meter. 

Minimnm 

montlily 

bills. 

3  ii^ht 

10.25 
.25 
.35 
.b5 
.50 

45  light 

10  00 

5       ••    

60       *•    

1.00 

10       *'    

80       ••    

1.50 

20       "    

100       ••    

2.00 

30       "    

200       •■    

i.OO 

Service  pipe  in  excess  of  50  feet  is  charged  to  the  consumer  at 
15  cts.  per  foot. 

« 

LA  CROSSE. 

(Population,  30.417.) 
LA  CROBSE  GAS  &  ELECTRIC  CO. 

Production:     Coal  gas. 

Gas  for  All  Purposes. 

Minimum  monthly  bill,  50  cts. 

Less  than  40  M  cu.  ft.  per  month $1.00  per  M  cu.  ft. 


40  to  80 
80  to  120 
120  to  160 
160  to  200 
200  to  250 
250  to  300 
300  to  350 
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.95 

.90 

.85 

.80 

.75 

.70 

.65 

Penalty, — Unless  paid  within  ten  days  following  date  of  presen- 
tation, a  penalty  of  10  per  cent  will  be  added  to  all  bills. 

Service  pipe  is  run  free  where  connection  for  using  gas  is  made 
at  the  same  time. 

The  company  may  require  the  deposit  of  a  sum  of  money  to 
secure  itself  against  loss. 

A  charge  of  $1.00  is  made  for  reconnecting  the  same  consumer 
for  the  same  premises. 

Service  may  be  stopped  and  meter  removed  If  bills  are  not  paid 
within  fifteen  days  after  presentation. 


MADISON. 

(Population,  25,531.) 
MADISON  GAS  &  ELECTRIC  CO. 

Production:     Water  gas. 

Gas  for  All  Purposes. 

Minimum  monthly  bill  50  cts. 

Gross  Net 

First  2,000  cu.  ft.  per  M  cu.  ft $1.25  $1.15 

Next    3,000   "    "     "     M    M    » 1  15  ^^5 

Over    5,000  "    "     "     u    **    ^ ^.00  .90 

Gross  amount  will  be  charged  after  the  13th  day  of  each  month, 

except  when  the  13th  is  on  Sunday,  then  the  14th  will  be 

the  last  day  discount  will  be  allowed. 
Failure  to  receive  bill  does  not  entitle  one  to  discount. 
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Service  piping  is  charged  for  from  the  curb  line  to  the  location 
of  the  meter. 

Gas  meters  are  set  on  written  application  without  charge,  pro- 
viding applicant's  credit  is  good.  If  credit  is  questionable 
or  applicant  unknown,  a  deposit  sufficient  to  cover  one 
month's  bill  is  required. 

The  first  installation  of  a  four  'hole  gas  range  or  any  gas  appli- 
ance (for  domestic  use)  equivalent  in  consumption  to  a 
four  hole  gas  range  is  free,  providing  the  piping  from  the 
meter  to  the  appliance  does  not  exceed  30  feet.  The  ex- 
cess is  charged  for  at  the  rate  of  8  cts.  a  ft.  for  pipe,  5  cts. 
each  for  fittings,  and  40  cts.  an  hour  for  labor. 

Company  maintains  lamps  in  business  section  at  rate  of  10  cts. 
per  light  per  month.  This  includes  the  replacing  of  broken 
chimneys  on  mantels  only,  wiping  oft  shades  and  adjusting 
business.     Visits  bi-weekly. 

Adjusting  orifices,  burners,  etc.,  is  done  gratis.  Adjusting  gas 
lamps  is  done  gratis,  provided  no  burner  material  is  re- 
placed. Burner  material  is  charged  to  consumer,  but  no 
charge  is  made  for  labor  of  replacing. 

MANITOWOC. 

(Population,  13,027.) 
MANITOWOC   GAS   CO. 

Production:     Coal  gas. 

Illuminating  and  Fuel  Gas. 

Minimum  monthly  bill  25  cts. 
Meter  rate  $1.25  per  M  cu.  ft.  gross. 

Discount  25  cts.  per  M  cu.  ft.,  making  $1.00  per  M  net  if  paid 
by  10th  of  the  month. 

Industrial  gas. 

$1.00^per  M  cu.  ft.  for  the  first  10  M  cu.  ft.  consumed  in  one 
month  and  80  cts.  per  M  for  all  gas  consumed  in  excess 
of  10  M  cu.  ft. 

Power  gas. 

For  installations  up  to  50  h.  p.: 

When  consumption  falls  below  500  cu.  ft.  per  h.  p.,  $1.00 

per  M  cu.  ft. 
When  consumption  is  between  500  and  2,000  cu.  ft.  per  h.  p. 
per  month  $1.00  for  first  M  cu.  ft.  and  80  cts.  for  all 
after. 
When  the  consumption  exceeds  2,000  cu.  ft.  per  month  per 
h.  p.  $1.00  for  the  first  10  M;  80  cts.  for  the  next  20  M; 
and  60  cts.  per  M  for  all  over. 
For  installations  of  over  50  h.  p.  power  price  is  determined 
by  amount  of  gas  consumed,  hours  of  use,  and  other  local 
conditions. 
If  a  consumer  has  meter  taken  out  on  account  of  minimum  bill 
charge,  a  charge  of  75  cts.  is  made  when  meter  is  reset  within 
the  year. 

MARINETTE. 

(Population,  14,610.) 
MENOMINEE  &  MARINETTE  LIGHT  &  TRACTION  CO, 

Production:     Coal  gas. 
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llluniinating  Gas. 

First         2,000  cu.  ft ?1.67perM 

Next      20,000   "    *' 1.60    **    " 

All  over  22,000    "  " 1.25    "    " 

Power  and  Fuel  Gas. 

$1.11  per  M  cu.  ft. 
A  minimum  ctiarge  of  60  cts.  per  month  will  be  made  for  all  lighting 

and  fuel  meters  installed. 
Ten  per  cent  diseount  allowed  on  above  rates  if  bill  is  paid  on  or  be- 
fore the  tenth  day  of  the  month  succeeding  that  during  which 
the  charges  were  incurred. 
Meters  will  be  furnished  by  the  company,  but  the  cost  of  installation 

must  be  paid  by  the  customer. 
Schedule  of  Rates  for  Gas  Lamp  Maintenance.    The  company  will  con- 
tract to  keep   all   gas  lights   on  customers'   premises  in  good 
order  at  the  following  rates: 

Single  lamps  at  10  cts.  each  per  month  up  to  six  lamps  and 

8  cts.  per  lamp  for  all  over  six. 
Standard  Q  lights  at  15  cts.  each  per  month. 
Arc  lamps  at  25  cts.  each  per  month. 

These  rates  provide  for  weekly  visits  by  a  competent  man, 
at  which  glassware  will  be  cleaned,  burners  adjusted 
and  broken  mantles  and  chimneys  replaced. 

MARION. 

(Population,  798.) 
MUNICIPAL  PLANT. 

Production:     Gasoline  gas. 

Gas  for  Lighting  and  Heating. 

Meter  rate,  $1.25  per  M  cu.  ft. 

Street  Lighting. 

23  street  lamps,  moonlight  schedule,  dusk  to  11:30  p.  m. 

MABEESAN. 

(Population,  986.) 
MUNICIPAL  PLANT. 

Production:      Gasoline  gas. 

Gas  for  All  Purposes. 

Meter  rate:      $1.20  per  M  cu.  ft. 

A  penalty  of  10  cts.  per  M  cu.  ft.  is  charged  if  bills  are  not  paid 
by  the  13th  of  the  month. 

Street  Lighting. 

36  street  lamps,  dusk  to  11  p.  m.,  moonlight  schedule.     Regu- 
lar meter  rate  charged. 

MENASHA. 

(Population,  6,081.) 

WISCONSIN  TRACTION,  LIGHT,  HEAT  &  POWER  CO. 

Production:     Coal  and  water  gas,  supplied  from  Appleton  plant. 

Gas  for  All  Purposes: 

First     5  M  cu.  ft.,  $1.15  net  or  $1.25  gross  per  M  cu.  ft. 

Next    15           "  1.00       "         1.10 

Next    30           "  .90       '*         1.00 

All  over  50       "  .75       *'          .86 
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All  consumers  are  billed  at  gross  rate,  10  cts.  per  M  cu.  ft.  from 

gross  bill  is  allowed  if  paid  within  ten  days. 
Minimum  monthly  bill: 


Slee  of  meter. 


3  liffht 
5     ■•    . 

10     *•    . 

20      "    . 

.30      •*    . 


Amount  to 
be  charired 
eacLi  month. 


Size  of  meter. 


ii- 


10.25 
.25 
.35 
.35 
.50 


'  45  litrht 

I  tfO       • 

1:  80    *' 

[  100     " 

'  200      '• 


Amount  to 
be  charfired 
each  month. 


20.60 
1.00 
1.50 
2.00 
4.00 


For  the  reconnection  of  meters  for  the  same  consumer  upon  the 
same  premises,  a  charge  of  $1.00  is  deemed  reasonable. 


Production : 


MENOMONIE. 

(Population,  5,036.) 
MENOMONIK  GAS  CO. 

Water  gas. 


t* 


it 


Gas  for  All  Purposes. 

Meter  rates,  if  paid  on  or  before  the  10th  of  the  following 
month : 

$1.50  net  for  first  1,000  feet  of  gas  used 
1.30    "    per  M  for  the  next  4,000  feet 
1.20    "      **     "     **     •*       "     3,000 
1.10    "      "     "     *'     "       "     2,000 
1.00    "      "     "        all  over  10,000    '* 
If  payment  is  not  made  or  tendered  as  provided  above,  all  gas 
used  will  be  charged  for  at  the  rate  of  $1.65  per  1,000 
cubic  feet.. 
In  default  of  payment  for  gas  consumed  within  a  reasonable 
time,  or  in  case  of  a  leak  or  injury  done  to  the  meter  or 
pipes  within  the  premises  of  a  consumer,  the  supply  of  gas 
may  be  cut  off  until  the  bill  is  paid,  or  the  necessary  re- 
pairs are  made. 
The  company  also  reserves  the  right  at  any  time  to  disconnect 

the  service  pipe  and  remove  the  meter  if  it  shall  find  it 
necessary  to  do  so  in  order  to  protect  itself  against  abuse 
and  fraud. 
DepQsit  price  for  meters:      3  and  5  light,  $5.00;  10  light,  $8.00. 
The  deposit  price  is  refunded  when  meter  is  ordered  out. 


MILTON. 

(Population,  833.) 
CITIZENS  GAS  CO. 

Production:     Acetylene  gas. 

Gas  for  All  Purposes.  » 

Meter  rate:      $1.50  for  the  first  100  cu.  ft.  per  month. 

1.25       "       next  100 

1.00  per  100  cu.  ft.  for  all  above  200  cu.  ft.  per 
month. 
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MIWAUKEE. 

(Population,  373,857.) 

milwauk£:e  gas  MGHT  CO. 

Production:     Coal  and  water  gas.     Coke  oven  gas  purchased  from 
Milwaukee  Coke  and  Gas  Co. 

Gas  for  All  Purposes. 

First  10,000  cu.  ft.  per  month,  75  cts.  per  M  net. 
Next    10,000        *•  ••  65 

"       80,000        "  *•  55 

Over  100,000       "  "  50 

Bills  to  be  rendered  at  10  cts.  per  M  above  the  foregoing  rates 
and  subject  to  a  discount  of  10  cts.  per  M  for  payment  be- 
fore last  day  of  discount  indicated  thereon. 

A  consumer  paying  his  bill  at  the  gas  office  by  check  or  other- 
wise within  Ave  days  after  the  discount  day,  requesting 
that  the  discount  be  allowed,  will  have  his  request  granted, 
providing  his  bills  have  been  paid  promptly  each  month 
for  the  twelve  months  last  preceding. 

Bills  which  of  necessity  have  to  be  held  pending  investigation 
and  possible  correction,  are  discounted  if  paid  within  live 
days  after  report  on  investigation. 

Minimum  monthly  charge. — When  the  monthly  bill  for  gas  does 
not  equal  the  minimum  charge  for  size  of  meter  used,  as 
given  in  the  following  table,  there  will  be  added  to  the 
amount  charged  for  gas  enough  to  equal  the  given  mini- 
mum charge. 


Size  of  meter. 


Slisrht) 
5    ••     • 
10    " 

20  llffht 
30      * 
45      * 

eo   " 


f 


Minimum 
charge. 


10  27 


54 


Size  of  meter. 


80  lieht ) 
100  *•  J- 
150    *• 


Minimum 
charge. 


200  light) 
250  ••  > 
300     •'     \ 


$1  08 


2  16 


No  bills  rendered  for  less  than  27  cts.  A  discount  of  one- 
ninth  of  this  minimum  charge  will  be  allowed  from  the 
above  rates  when  bills  are  paid  on  or  before  the  last  dis- 
count day. 

When  the  total  amount  of  gas  used  through  any  meter  during 

the  calendar  year  shall  be  equal  to  or  exceed  the  minimum 

.  charge  for  twelve  months  for  the  size  of  meter  used,  the 

amount  of  minimum  charge  collected  for  such  meter  will 

be  refunded. 

The  portion  of  the  service  pipe  from  the  curb  to  the  meter  is 
charged  to  the  consumer. 

All  bills  must  be  guaranteed  by  owner  of  the  premises  or  se- 
cured by  the  deposit  of  such  amount  of  money  as  shall  be 
satisfactory  to  the  company. 

When  bills  remain  unpaid  five  days  after  the  expiration  of  the 
discount  period,  the  gas  may  be  shut  off  upon  giving  the 
consumer  twenty-four  hours'  notice. 
Street  Lighting. 

Gas  sold  to  the  Welsbach  Street  Lighting  Co.  used  in  public 
street  lamps,  80  cts.  per  M  cu.  ft.,  plus  a  rental  of  11.00 
per  lamp  post  per  year. 


/ 
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MILWAUKEE. 

(Population,  373,857.) 

W£LSBACH  STREET  MGHTING   COMPANY  OP  AMERICA. 

Production:     Gas  purchased. 

Street  liighting. 

3,080  Welsbach  gas  lamps,  1 2 2.90  per  lamp  per  year 
300  "       naptha     "         28.80 

Lamps  burned  every  night  from  dusk  to  dawn. 
The  "service  includes  everything,  1.  e.,  furnishing  of  lamps  and 
posts,  labor  for  lighting  and  extinguishing,  renewals  of 
glassware,  mantels  and  other  repairs  necessary  to  keep  the 
service  in  first  class  condition. 

MONROE. 

(Population,  4,410.) 
MONROE  LIGHT  &  FUEL  CO. 

Production:     Water  gas. 

Gas  for  All  Purposes. 

Minimum  monthly  bill  25  cts. 
Meter  rates: 

1  to    5  M  cu.  ft.  per  month $1.50  per  M. 

5  to  10       "  •'         1.35     " 

10  to  15        '*  "         1.25     "  . 

15  to  20        "  "         1.15     *' 

20  to  25        "  "         laO     *• 

Over  25       "  "         1.00     " 

10  cts.  per  M  cu.  ft.  discount  allowed  if  bill  is  paid  on  or  before 

the  10th  of  the  month  after  bill  was  rendered. 
The  application  for  gas  must  be  made  at  the  office  before  light- 
ing, and  the  company  may  require  the  deposit  of  a  sum  of 
money  to  secure  themselves  against  loss. 
In  default  of  payment  of  bill  within  fifteen  days  after  presenta- 
tion, the  flow  of  gas  may  be  stopped  and  the  meter  removed 
until  the  bill  is  paid;  and  if  meter  is  removed  for  nonpay- 
ment of  bill,  a  charge  of  $1.00  will  be  made  for  resetting 
the  same. 

NEENAH. 

(Population,  5,734.) 

WISCONSIN  TRACTION,  LIGHT,  HEAT  &  POWER  CO. 

Production:      Coal  and  water  gas,  supplied  from  Appleton  plant. 
Gas  for  All  Purposes. 

First       5  M  cu.  ft.,  $1.15  net  or  $1.25  gross  per  M  cu.  ft. 
Next      15  "  1.00        "         1.10 

30  "  .90        "         1.00 

All  over  50  "  .75        "  .85 

All  consumers  are  billed  at  gross  rate,  10  cts.  per  M  cu.  ft.  from 

gross  bill  is  allowed  if  paid  within  ten  days. 
Minimum  monthly  hill: 


Size  of  meter. 


."tllfrht 
in 

30 


•t 


Amount  to 

be  c'hariTPd 

each  month. 


10.  ?R 

AS 
.35 
.50 


Size  of  meter. 

Amount  to 

be  rharared 

each  month. 

Ah  llirht 

lO.fiO 

1.00 
1.50 

PO     •'    

W)     '*    

too     "    

2.*H> 

1    200     "    

4.00 

For  the  reconnection  of  meter  for  the  same  consumer  upon  the 
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NEKOOSA. 

(Population,  1,570.) 
MTJNICIPAIi  PLANT. 

Production:     Gasoline  gas. 

Ga«  for  Lighting  and  Fuel. 

Minimum  monthly  bill  50  cts. 

Meter  rate:      $1.25  per  M  cu.  ft. 

All  hills  are  due  and  payable  the  15th  of  the  month  following 

consumption. 
Village  lays  service  pipe  to  property  line. 

OSHKOSH. 

(Population,  33,062.) 
THE  OSHKOSH  GAS  LIGHT  OO, 

Production:      Coal  gas. 

Gas  for  All  Purposes. 

First       15  M  cu.  ft.  per  month,  $1.25  per  M  cu.  ft 
Next       35  "  "  1.15 

All  over  50  •*  "  1.00 

A  discount  of  25  cts.  per  M  cu.  ft.  will  be  given  if  paid  at  the 
office  of  the  company  on  or  before  the  10th  day  of  the 
Yiionth. 
The  minimum  monthly  hill  will  be  graduated  according  to  the 
size  of  the  meter,  but  will  not  be  less  than  50  cts. 


size  of  meter. 


3  llfTht 

5  ■' 
10  "• 
20  " 
30     " 


A  moan  I  to  be 

charfired 
each  month. 

^     Size  of  meter. 

• 

Amount  to  be 

charved 
each  month. 

SO.aO 

45  llurht   

10.85 

.50 

tJO      **      

1.00 

60 

80      •*       

].50 

.IK) 

100      •*      

2.00 

.75 

200      "       

4.00 

Prepayment  meters,  25  ct.  payment,  set  at  net. 

All  bills  must  be  guaranteed  by  owner  of  premises,  or  covered 
by  a  deposit  deemed  sufficient  by  the  company. 

Service  from  the  main  to  the-  curb  is  laid  at  the  expense  of  the 
company. 

When  bills  remain  unpaid  for  five  days  after  the  expiration  of 
the  discount  period,  the  gas  may  be  shut  off  upon  giving 
to  the  consumer  not  less  than  twenty-four  hours'  notice.  A 
consumer  cut  off  for  nonpayment  of  bill  will  be  charged 
$1.00  for  reeonnection.  Company  may  require  other  con' 
ditions  for  future  protection. 


PALMYRA. 

(Population,  649.) 
MUNICIPAL  PLANT. 

Production:     Acetylene  gas. 

Gas  for  All  Purposes. 

Meter  rate:      1  ct.  \)er  cu.  ft. 
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PLATTEVILLE. 

(Population,  4,535.) 
PLATTEVILLE  GAS  CO. 

Production:     Coal  gas. 

THuminating  anci  Industrial  Gas. 

Meter  rate:      |1.75  per  M  cu.  ft. 

PORTAGE. 

(Population,  5,440.) 
THE  PORTAGE  AMERICAN  GAS  CO. 

Production:     Coal  gas. 

lUuminatlng  and  Fuel  Gas. 

Minimum  monthly  bill  13  cts. 

1,000  to    15,000  cu.  ft $1.30  per  M  cu.  ft. 

15,000  to    25,000      "      1.25 

25,000  to     50,000      "      1.15 

50,000  to  100,00(1    "      1.00 

100,000  and  over  80 


tt 
it 


Power  Gas.  * 

Minimum  monthly  bill  13  cts. 

100  to  5,000  cu.  ft $1.30  per  M  cu.  ft. 

5,000  and  over      "      1.00 


tt 


Street  Lighting. 

84  Welsbach  street  lamps  $23.81  per  lamp  per  year,  all  night 
and  every  night. 

RACINE. 

(Population,  38,002.) 
RACINE  GAS  LIGHT  CO. 

Production:     Coal  gas. 

Gas  for  All  Purposes. 

The  rates  for  gas  for  all  purposes  used  through  any  one  meter 
in  any  one  month  are  as  follows: 

Gross  Net 

First     4,000  cu.  ft $1.10  $1.00 

Next   11,000        "      90  .80 

All  over  15,000  cu.  ft.  to  2,000,000  cu.  ft.      .70  .60 

First        2,000,000  cu.  ft .50 

All-over  2,000,000       "        .30 

Where,  in  the  foregoing  schedule,  a  gross  and  net  price  is  given, 
the  bills  will  be  made  at  the  gross  rate  and  the  gross  and 
net  prices  specified  and  the  company  agrees  to  allow  a  con- 
sumer a  discount  from  the  gross  rate  of  10  cts.  per  M  cu. 
ft.  for  cash  payments  unon  bills  p?iid  at  the  company's 
office  within  ten  days  after  their  respective  dates.  All 
bills  subject  to  such  discount  which  are  not  paid  within 
such  ten  day  period  will  be  considered  delinauent  and  the 
discount  forfeited,  exrent  where  the  dolinnuent  customer's 
past  record  shows  that  he  has  theretofore  made  pron^nt 
nayraents  and  he  jrives  n  Rood  and  sufTciont  reason  for 
his  failure  to  dpv  within  the  ten  day  Deriod.  {ho  comnanv 
reserves  the  rfscht  to  allow  the  discount  to  such  niHtonier, 
but  not  more  than  once  in  a  period  of  twelve  months. 
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Minimum  Bill. — The  minimum  bill  will  be  graded  according  to 
the  size  of  meter  and  will  be  as  follows: 


Size  of  meter. 

A.mt.  to  be 

charged  each 

month. 

Size  of  meter. 

Amt.  \o\re 

charGTed  each 

month. 

3  It 

$0.25 
.25 
.35 
.35 
.50 

45  It 

10 .00 

5  It 

00  It 

1.00 

10  It 

HO  It 

1.50 

20  It 

100  It 

2.00 

30  It 

200  It 

i.OO 

Rates  for  Burner  Maintenance. 

Individual  Incandescent  Burners: 

6  burners  or  less,  10  cts.  each  per  month. 
Over  6  burners,  8  cts.  each  per  month. 
Arc  lamps,  any  number,  25  cts.  each  per  month. 
These  rates  are  for  cleaning  glassware  and  for  replacing 
broken  mantels  and  chimneys  and  the  work  is  per* 
formed  weekly. 
For  reconnecting  of  meters  for  sam%  consumer  upon  the  same 

premises  a  charge  of  $1.00  is  made. 
All  bills  must  be  guaranteed  by  owner  of  premises  or  secured 

by  a  deposit  ssLtisfactory  to  the  company. 
Service  pipe  from  main  to  curb,   including  stop-cock,   will  bo 

installed  at  the  expense  of  the  company. 
When  bills  remain  unpaid  five  days  after  the  expiration  of  the 
discount  period,  the  gas  will  be  shut  off  upon  giving  thd 
consumer  not 'to  exceed  twenty-four  hours'  notice. 

RHINELANDER. 

(Population,  5,637.) 
ONEIDA  GAS  CO. 

Production:      Water  gas. 

Gas  for  All  Purponen. 

Minimum  monthly  bill  25  cts. 
Meter  rate:      $1.60  per  M  cu.  ft. 

Discount  10  per  cent  if  paid  at  the  company's  office  on  or  be- 
fore the  10th  of  the  following  month. 

Street  Li^htinff. 

Two  street  lights  $6.00  each  per  month  burning  from  dark  to 
daylight. 


RIPON. 

(Population,  3,739.) 
RIPON   LIGHT  &  WATER  CO. 

Production:      Oil  gas. 

Gas  for  All  Purposes. 

For  the  first     500  cu  ft.  per  month  $3.00  per  M  cu.  ft. 

next  1.000  •'  2.50 

All  over  1.500  **  2.10 

Minimum  monthly  bill— net  40  cts.      Discount  10  per  cent  for 
prompt  payment. 
For  installation  of  pining  from  main  to  the  store  a  flat  charge  of 
$5.00  is  made.     This  includes  service  pipe  and  inside  piping. 
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SHARON; 

(Population;  879.) 
MUNICIPAL  PLANT. 

Production:      Gasoline  gas. 

Gas  for  All  Purposes. 

Meter  rates  per  M  cu.  ft.: 

$1.90  net  or  $2.00  gross  for  tst     4  M  cu.  ft.  per  mo. 
1.80         *•         1.90  "     next     6 

1.60         •'         1.70  "     over  10 

Discount. — ^All  consumers  billed  at  gross  rate.     The  difference 
between  the  gross  and  net  rates  shall  constitute  a  discount 
for  prompt  payment. 
Minimum  monthly  bill  graduated  according  to  size  of  meter: 

3  light 50  cts.  per  month. 

5     *•     : 65    '* 

Street  Lighting. 

Street  lamps,  dusk  to  11  p.  m.,  $30.00  per  lamp  per  year. 

all  night  75.00 

SHEBOYGAN. 

(Population,  26,398.) 
THE  SHEBOYGAN  GAS  LIGHT  CO. 

Production:    ^Coal  and  water  gas. 

Commercial  and  Industrial  Gas. 

Meter  rates:  Gross  Net 

'    Less  than  10,000  cu.  ft $1.60  $1.35 

Over  10,000       *'      1.60  1.25 

Net  rate  applies  only  when  bills  are  paid  on  or  before  the  16th 
of  the  month  following. 

Power  Gas. 

Meter  rate:      $1.00  per  M  cu.  ft. 

STEVENS  POINT. 

(Population.  8,692.) 
STEVENS  POINT  LIGHTING  CO. 

Production:      Coal  gas.         ' 

Illiuninating  Gas. 

Minimum  monthly  bill  25  cts. 

Meter  rate:      $2.00  per  M  cu.  ft. 

Discount  25  cts.  per  M  cu.  ft.  if  paid  on  or  before  the  10th  of 

the  month  following  that  in  which  gas  is  used. 
$5.00  of  the  cost  of  the  service  pipe  is  charged  to  the  consumer. 

Fuel  Gas. 

Minimum  monthly  bill  15  cts. 
Gas  $1.50  per  M  cu.  ft. 
Discount — same  as  above. 
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STOUGHTON. 

(Population,  4,761.) 
STOUGHTON  LIGHT  &  FUEL  CO. 

Production:     Water  gas. 

Gas  for  All  Purposes. 

Minimum  monthly  bill  50  cts. 

Meter  rate,  $1.35  per  M  cu.  ft. 

Discount,  10  cts,  per  M  cu.  ft.  if  paid  on  or  before  the  10th  of 

the  month. 
Consumer  is  charged  for  that  portion  of  the  service  pipe  that  is 
inside  the  lot  line. 
Wholesale  Rate, 

If  consumer  uses  enough  gas  to  come  under  the  schedule  here- 
inafter stated,  the  company  will  repay  him,  as  a  rebate  on 
July  Ist  and  January  1st  of  each  year,  the  difference  be- 
tween the  amount  paid  by  him  to  the  company  at  the  regu- 
lar rates  during  the  preceding  six  months,  and  the  net 
amount  found  to  be  due  to  the  gas  company,  when  com- 
puted under  the  following  schedule,  viz.: 
If  he  uses  42,000  cu.  ft.  during  the  six  months  period,  he 
'shall  be  repaid,  all  excess  over  $1.20  per  M  cu.  ft. 
-  If  he  uses  60,000  cu.  ft.  during  the  six  months  period,  he 
shall  be  repaid  all  excess  over  $1.15  per  M  cu.  ft. 
If  he  uses  75,000  cu.   ft.  during  the  six  months  period,  he 

shall  be  repaid  all  excess  over  $1.10  per  M  cu.  ft. 
If  he  uses  90,000  cu.  ft.  during  the  six  months  period,  he 
'  shall  be  repaid  all  excess  over  $1..05  per  M  cu.  ft. 

If  he  uses  100,000  cu.  ft.  during  the  six  months  period,  he 

shall  be  repaid  all  excess  over  $1.00  per  M  cu.  ft. 
If  he  uses  150,000  cu.  ft.  during  the  six  months  period,  he 

shall  be  repaid  all  excess  over  95  cts.  per  M  cu.  ft. 
If  he  uses  225,000  cu.  ft.  during  the  six  months  period,  he 

shall  be  repaid  all  excess  over  90  cts.  per  M  cu.  ft. 
If  he  uses  310,000  cu.  ft.  during  the  six  months  period,  he 

shall  bo  repaid  all  excess  over  85  cts.  per  M  cu.  ft. 

If  he  uses  400,000  cu.  ft.  during  the  six  inontha' period,  he 

shall  be  repaid  all  excess  over  80  cts.  per  M  cu.  ft. 

STTPERIOR. 

(Population,  40,384.) 
SUPERIOR  WATER,  LIGHT  &  POWER  CO. 

Production:      Purchased  coke  oven  gas   from  Zenith  Furnace  Co., 
Duluth,  Minn. 

niuininating  and  Fuel  Gas. 

Minimum  monthly  bill,  40  cts. 

For  all  gas  service  furnished  for  lighting  and  fuel  and  passing 
through  meter  or  meters  owned  and  installed  by  the  com- 
pany, a  charge  of  $1.00  net  or  $1.10  gross  per  M  cu.  ft. 
for  the  first  20  M  cu.  ft.  used  during  any  one  month, 
through  any  one  meter;  80  cts.  net  or  90  cts.  gross  per  M 
cu.  ft.  for  all  gas  in  excess  of  20  M  cu.  ft.  used  during  the 
same  month  and  passing  through  the  same  meter. 

Power  Gas. 

Minimum  monthly  bill,  40  cts. 

For  all  gas  furnished  for  power  purposes  and  passing  through 
meter  or. meters  owned  and  installed  by  the  company,  ft 
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charge  of  75  cts.  net  or  85  cts.  gross  per  M  cu.  ft.  for  the 

first  20  M  cu.  ft.  used  during  any  one  month  through  any 

one  meter;  60  cts.  net  or  70  cts.  gross  for  all  gas  in  excess 

of  20  M  cu.  ft.  used  during  the  same  month  and  passing 

through  the  same  meter. 

Cash  dUcount,     All  consumers  to  be  billed  at  the  gross  rate  and  the 

difference  between  the  gross  and  net  rates  specified  above,  or 

10  cts.  per  M  cu.  ft.,  to  constitute  a  discount  for  payment  on  or 

before  10  o'clock  a.  m.  on  the  16th  of  the  succeeding  month. 

When  payment  is  made  between  10  a.  m.  on  the  16th  of  the 

month  and  10  a.  m.  on  the  26th  of  the  month,  one-half  of  the 

above  discount,  or  5  cts.  per  M  cu.  ft.,  shall  be  allowed. 

For  the  reconnection  of  a  meter  for  the  same  consumer  on  the  same 

premises,  a  charge  of  $1.00  net  shall  be  made. 
Service  pipe.    On  unpaved  streets  the  company  runs  gas  connections 
from  main  to  a  point  not  more  than  75  feet  inside  the  curb  lino 
without  charge  to  the  consumer.     If  larger  pipe  is  required  a 
charge  of  25  cts.  per  foot  is  made. 
On  paved  streets  the  following  charges  are  made : 


i 

1 
1 

Short. 

LonfiT 

70  ft. 

streets. 

$8.00 
10.00 

Ix>n8r- 

80  ft. 

street. 

$9.00 
12.00 

f  . 

Long 

100  ft. 

street. 

Paved  with  wood  or  plain  mac- 
adam  1 

Ck>Dcrete  or  bitbuUtic  macadam. .  1 

So.OO 
8.00 

$10.00 
15.00 

WATEETOWN. 

(Population,  8,829.) 
WATERTOWN  GAS  &  ELECTRIC  CO. 

Production:     Coal  gas. 

Gas  for  All  Purposes. 

Minimum  monthly  charge,  25  cts. 

Gross 

Less  than       1,000  cu.  ft.  per  month,  $1.50 

Over  1,000  to  5,000        "  "  1.35 

Next  5,000  "  "  1.10 

"    -5,000  "  "  1.00 

All  over  15,000  "  "  .90 

Discount  of  10  cts.  per  M  cu.  ft.  from  gross  rate  is  allowed  on 
all  bills  paid  at  the  company's  office  within  ten  days  after 
its  date. 

Street  LighUng. 

62  street  lamps,  Welsbach  boulevard  type,  incandescent  burn- 
ers, one-half  hour  after  sundown  to  daylight,  every  night, 
130.00  per  lamp  per  year. 


Net 

$1.40 

1.25 

1.00 

.90 

.80 


WAUKESHA. 

(Population,  8,740.) 
WAUKESHA  GAS  &  ELECTRIC  CO. 

Production:     Coal  gas. 

IllomfaAting  and  FueldGas. 

Meter  rate  per  M  cu.  ft.,  $1.30. 

Discounts  for  payments  by  the  10th  of  the  month 


25,000 

<< 

to  50,000  cu.  ft. 

50,000 

€4 

•'  75,000 

75,000 

« 

"  100,000 

100,000 

(( 

and  over. 
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10  cts.  per  M  cu.  ft.  for  25,000  cu.  ft.  or  less. 

20 

30 

40 

50 

Power  Gas. 

Meter  rate  per  M  cu.  ft.,  $1.30. 

Discount,  30  cts.  per  M  cu.  ft.  if  paid  by  tlie  10th  of  the  month. 
Bervice  pipe  from  curb  to  meter  charged  to  consumer. 

WAUSAU. 

(Population,  16,560.) 
WAUSAU  GAS  CO. 

Production:     Coal  gas. 

Gas  for  All  Purposes. 

No  minimum  bill. 

First  10,000  cu.  ft $1.25  per  M 

Second    "  '*     1.10      *' 

All  excess 95      " 

Arc  lamps  and  single  burners  installed  free  and  maintained  (for 

commercial  use)  as  follows: 
Single  burners. 

One  light  fixtures $  .08  per  mo. 

More  than  one  (one  light  fixture)  at  the 

rate  of  two  for 15 

Two  light  fixtures 15 

Three  "  "  20 

Four    "  "  25 

Arc  Lamps, 

Three  burner  inverted  arc  lamps $  .15  per  mo. 

Five  burner:  first  four  lamps  25  cts.  per  lamp  per 
month;  next  four,  15  cts.  per  month;  next  four, 
5  cts.  per  month,  making  an  average  of  15  cts. 

Four  burner  upright  arcs,  same  as  five  burner  above. 

WAUTOMA. 

(Population,  964.) 
MUNICIPAL  PLANT. 

Production:     Gasoline  gas. 

Gas  for  All  Purposes. 

Meter  rate,  $1.50  per  M  cu.  ft. 

WAUWATOSA. 

(Population,  3,346.) 
WAUWATOSA  GAS  CO. 

Production:      Coal,  water  and  coke  oven  gas,  purchased  from  the 
Milwaukee  Gas  Lt.  Co. 

Gas  for  All  Purposes.                                     Gross  Net 

First  10,000  cu.  ft.  per  month,  $1.00  $0.90 

Next  10,000        "              **                .90  .80 

Next   10,000        "              "                 .80  .70 

Over  30,000        "              "                .70  .60 


r 
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Bills  to  be  rendelred  at  10  cts.  per  M  above  the  foregoing  rates 
and  subject  to  a  discount  of  10  cts.  per  M  for  payment  be- 
fore last  day  of  discount  indicated  tliereon. 

Minimum  monthly  charge.  When  the  monthly  bill  for  gas  does 
not  equal  the  minimum  charge  for  size  of  meter  used,  as 
given  in  the  following  table,  there  will  be  added  to  the 
.  amount  charged  for  gas  enough  to  equal  the  given  mini- 
mum charge. 


C        di 


Size  of  meter. 

Minimum 
charge. 

Size  of  meter. 

Minimum 
charge. 

31lRhtJ 

5              ?• 

10.27 
.54 

SOlitrht) 
100     •*     > 

11. OS 

10     "     f 

20  liirhtl 
30     "     . 

150     ••     ( 

2001iirhti       - 

250     ".     J- 

2.16 

JZ     .t      J> 

300     "     i  '  '*' 

45            (  

80     "     J 

No  bills  rendered  for  less  than  27  cts. 

A  discount  of  one-ninth  of  this  minimum  charge  will  be  allowed 
from  the  above  rates  when  bills  are  paid  on  or  before  the 
last  discount  day. 

When  the  total  amount  of  gas  used  through  any  meter  during 
the  calendar  year  shall  be  equal  to  or  exceed  the  mini- 
mum charge  for  twelve  months  for  the  size  of  meter  used, 
the  amount  of  minimum  charge  collected  for  such  meter 
will  be  refunded. 

The  portion  of  the  service  pipe  from  the  curb  to  the  meter  is 
charged  to  the  consumer. 

All  bills  must  be  guaranteed  by  owner  of  the  premises  or  se- 
cured by  the  deposit  of  such  amount  of  money  as  shall  be 
satisfactory  to  the  company. 

When  bills  remain  unpaid  five  days  after  the  expiration  of  the 
discount  period,  the  gas  may  be  shut  off  upon  giving  the 
consumer  twenty-four  hours  notice. 


WEST  ALLIS. 

(Population.  6,645.) 
WEST  AliTilS  GAS  CO. 

Production:      Coal,  water,  and  coke  oven  gas  purchased  from  the 
Milwaukee  Gas  Lt.  Co. 

Gas  for  All  Purposes. 

Gross.  Net. 

First  10.000  cu.  ft.  per  month $1.00  $0.90  per  M. 

Next  10,000   '*    "     "  "      90  .80    "     " 

Next  10,000   "    "     *•  *•      80  .70    "     " 

Over  30,000  "    "     "         "      70  .60    "     " 

Bills  to  be  rendered  at  10  cts.  per  M  above  the  foregoing  rates 
and  subject  to  a  discount  of  10  cts.  per  M  for  payment  be- 
fore last  day  of  discount  indicated  thereon. 
Minimum  monthly  charge.  When  the  monthly  bill  for  gas  does 
not  equal  the  minimum  charge  for  size  of  meter  used,  as 
given  in  the  following  table,  there  will  be  added  to  the 
amount  charged  for  gas  enough  to  equal  the  given  minimum 
charge. 


WEST  ALLI8.] 


—  272  — 


[WIS.  R.  R.  COMM. 


Size  of  meter. 


Minimum 
charsre. 


3  lifiTht) 
5     "     - 

10    *'   S 

20  light] 
30       * 
45      " 
60      •' 


10.27 


M 


80  liiThti 
100  "  r 
150     ••    \ 

200  Uerbtl 
250  *  ^ 
300 


\ 


Minimum 
chaiva. 


11.08 


2.16 


No  bills  rendered  for  less  than  27  cte. 

A  discount  of  one-ninth  of  this  minimum  charge  will  be  allowed 
from  the  above  rates  when  bills  are  paid  on  or  before  tbe 
last  discount  day. 

When  the  total  amount  of  gas  used  through  any  meter  during 
the  calendar  year  shall  be  equal  to  or  exceed  the  minimum 
charge  for  twelve  months  for  the  size  of  meter  used»  the 
amount  of  minimum  charge  collected  for  such  meter  will 
be  refunded. 

The  portion  of  the  service  pipe  from  the  curb  to  the  meter  is 
charged  to  the  consumer. 

All  bUls  must  be  guaranteed  by  owner  of  the  premises  or  se- 
cured by  the  deposit  of  such  amount  of  money  as  shall  be 
satisfactory  to  the  company. 

When  bills  remain  unpaid  five  days  after  the  expiration  of  the 
discount  period,  the  gas  may  be  shut  off  upon  f^iving  the 
consumer  twenty-four  hours  notice. 
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CLASSES  OF  WATER  UTILITIES 


CLASS  A.— PRIVATE 

Ashland    Ashland  Water  Co. 

Beloit    Beloit  Water  Gas  &  Electric  Co, 

Chippewa  Falls   Chippewa  Valley  Ry.  Lt.  &  Pr.  Co. 

Green   Bay    Green  Bay  Water  Co. 

JanesvUle    Janesville?  Water  Co. 

Marinette    City  Water  Co. 

M^rill    City  Water  Works  Cto. 

Oehkosh    Oshkosh  Water  Works  Co. 

Racine    Racine  Water  Co. 

Superior    i Superior  Water  Lt.  &  Pr.  Co. 


CLASS  A.— MUNICIPAL 

Appleton    Municipal   Water  Plant 

Eau   Claire    

Fond  du  Lac 

Kenosha    

La  Crosse   

Madison    

Manitowoc    

Milwaukee    

Sheboygan    "  " 

Watertown    

Waukesha    

Wausau ••  •» 


CLASS  B— PRIVATE 

Antlgo    Antigo  Water  Co. 

Beaver  Dam   Beaver  Dam  Water  Co. 

Mellen    Peoples  Water  &  Lt.  Co. 

Menomonie    Menomonie  Water  Works  Co. 

Oconto Oconto  City  Water  Supply  Co. 

Ripon    Ripon  Lt.  &  Water  Co. 

Stevefns   Point    Stevens  Point  Water  Co. 

Washburn    Washburn  Water  Works  Co. 


CLASS  B.— MUNICIPAL 

Baraboo   \ Municipal  Wat^r  Plant 

Berlin    
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Burlington    Municipal  Wat^  Plant 

Columbus    

Ec  Pere   

Edgerton    

Grand  Rapids    

Hudson    

Kaukauna    

Luke  Geneva    

Lancaster    

Marshfleld    " 

Mayville    " 

Monroe 

Neenah    -  " 

New    London    

Ncv/  Richmond    

Oconomowoc    "  "  " 

PlatteviUe    

Portage    

Port  Washington   

Rcedsburg    

Rhinelander    

Rice  Lake   "  "  '' 

Richland  Center 

River  Palls  

Shawano    

South  Milwaukee  " 

Sparta    " 

Stoughton    

Sturgefou  Bay   •*  "  " 

Tomah    "  "  " 

Tomahawk    "  "  " 

Two  Rivers   "  "  " 

Waupaca    

West  Allis    

Whitewater   "  " 


CLASS  C— PRIVATE 

Bangor    Hussa  Bros. 

Corliss    Wisconsin  Engine  Co. 

Hillsboro    Hlllsboro  City  Water  Works. 

Hurley    Hurley  Water  Co. 

lion    River Iron  Riv€fr  Water  Lt.  &  Pr.  Co. 

Milton   Junction    McGrOwan  Water,  Lt.  and  Pr.  Co. 

Phillips Phillips  Lt.  Water  Ht.  &  Pr.  Co. 

Prairie  du  Chien    ^ Prairie  du  Chlen  Artesian  Well  Co. 

Union   GroVe    Union  Grove  Water  Works 


CLASS  C —MUNICIPAL 

Algoma    ^. . . .  Municipal  Wat^  Plant 

Alma  Center "  "  " 

Arcadia •...        "  "  " 
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Baldwin    Municipal  WaWr  Plant 

Barron    ;•  ]; 

Hayfleld  

Btlmont    

Black  River  Falls 

Blair 

Blanchardvllle    

Bloomer. 

prodhead    

Bruce    

Cambria  

Cashton    

CasseviUe    

Ohetek    •' 

Clinton  

Cllntonville "  "  " 

Colby    •• "  "  " 

Cuba  City   "  "  ••     ' 

Cumberland    "  "  " 

Darlington    "  "  •• 

Deerfield    "  "  " 

Delavan    "  "  " 

Dodgeville    "  "  " 

Durand    "  "  " 

Bast  Milwaukee   "  "  " 

Bast  Troy    "  "  " 

Elkhart  Lake    

Blkhorn    "  "  " 

BUflworth    

Elroy "  ••  •• 

EvansviUe "  "  ** 

Fennimore "  •*  •• 

Florence    "  "  " 

Fort  Atkinson  "  "  •• 

Fox  Lake    , ••  "  " 

Hazel   Green    w "  ••  " 

Horicon "  ••  »» 

Jefferson "  "  •• 

Juneau "  *•  •» 

Kiel    "  ••  •• 

Kilbourn    « "  "  " 

Ladysmith   "  *•  " 

Lake  Mills "  **  «* 

Lodl   V. , *•  **  ** 

Loyal ^ "  «*  « 

Mauston    ■ «•  *«  •« 

Mazomanle ( "  •*  " 

Medford    ; "  •*  •• 

MenaRha •*  ".  " 

Merrillan "  "  " 
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Middleton Municipal  Wat^  Plant 

Mondovi    

Monticello    

NeillsTllle 

New  Glarus , 

North  Freedom  "  "  •' 

North  Milwaukee "  "  " 

Oconto  Palla "  " 

Onalaska    "  "  " 

Park  Palla  *•  •*  " 

Plymouth   "  "  " 

Prairie  du  Chlen "  " 

St.  Croix  Falla 

Sharon 

Shell  Lake 

Shullsburg  "     . 

Soldiers  Grove  

Spooner " 

Spring  Valley 

Stanley  "  "  •• 

Sun  Prairie 

Thorpe 

Viroqua 

Waupun    

Wauwatosa "  "  ** 

West  Bend 

Westby    

Whitehall  


WATER  RATES 


INTRODUCTORY  STATEMENT 

Compilation  of  Data.  Thef  schedules  of  water  rates  as  set  forth  in 
this  publication  were  compiled  from  the  official  rates  as  filed  by  each 
utility  with  the  Commission. 

For  the  purposes  of  this  compilation,  the  rates  have  been  grouped 
under  headings  which  conform  as  nearly  as  practicable  to  the  uniform 
classification  of  accounts  adopted  by  the  Commission.  Under  the  head- 
ing ''Public  Scfrvice*'  will  be  found  the  rates  relating  to  municipal 
hydrant  rentals  and  street  sprinkling,  and  the  practice  followed  in 
respect  to  supplying  public  buildings,  parks,  etc.  with  water.  The 
schedules  of  rates  classified  undcfr  "Commercial  Service"  are  those 
affecting  the  individual  consumers,  and  consist  in  most  instances  of 
both  meter  rates  and  flat  rates. 

In  regard  to  the  rules  and  regulations  of  the  various  utilities,  the 
aim  has  been  to  include  only  those  which  directly  affect  the  amount 
paid  by  the  consumer  for  the  service  rendered  him.  The  main  provi- 
sions included  are  those  relating  to  the  installation  and  maintenance 
of  meters,  laying  of  scfrvice  pipes,  payment  of  bills,  turning  off  water 
upon  non-payment  of  bills,  and  the  use  of  hose  for  sprinkling  or  other 
purposes.  Rules  such  as  those  affecting  the  application  for  service, 
discontinuance  of  service,  and  access  to  premises  of  the  consumer  for 
the  purpose  of  inspecting  and  reading  meters  have  not  been  included, 
in  that  they  bear  no  direct  relation  to  the  amount  paid  by  the  con- 
sumer. 

Some  of  the  schedules  appearing  in  this  publication  are  very  incom- 
plete and  unsatisfactory,  and  are  not  In  accord  with  the  provision©  of 
the  Public  Utilities  Law  and  the  decisions  of  the  Commission.  How- 
ever, in  order  that  this  publication  might  be  as  complete  as  possible 
and  contain  all  the  water  rate  schedules  in  force  at  the  present  time, 
such  schedules  have  been  Included,  but  the  fact  that  they  have  been 
included  does  not  imply  that  they  are  sanctioned  by  the  Commission. 


RATE  SCHEDULES 


ALOOMA. 

(Population,   2,082.) 

MUNICIPAIi  PLANT. 

Pumping:  steam  power;  no  pressure  reservoir  or  standpipe. 

Public  Service. 

Hydrant  rental:    38  hydrants,  each  $40.00  per  year. 
City  hall,  flat  rate,  $6.00  per  year. 
Street  sprinkling:  $6.00  per  month. 

Commercial  Service. 

Meteb  Rates: 

Minimum  rate  $1.50  per  quarter,  20  cts.  per   1,000  gals. 

One  million  gals,  or  more  per  month,  8  cts. 

Flat  Rates:  Year. 

Barber    shop     ^ $8   00 

Bath   tubs,  public    8   00 

Bath  tubs,  each  additional 4   00 

Bath  tubs,  private 3   00 

Bath  tubs,  private,  each  additional 1   00 

Bakeries    8   00 

Bottling   works    12   00 

Building  purposes,  per  M  brick 10 

Building  purposes,  per  cord  stone 10 

Building  pu^oses,  per  100  yards  plaster 15 

Blacksmith  shops,   1   faucet 6   00 

Banks  and  oflfices,   1  faucet 6  00 

Banks  and  offices,  each  additional  faucet 2   00 

Butcher  shops    8   00 

Boarding  houses,   10  rooms    ' 8   00 

Boarding  houses,  each  additional  room 50 

Cigar  factory    6   00 

Confectioner  and  ice  cream  parlors 6   00 

Churches     4   00 

Club  rooms  and  public  halls   6   00 

Drug  stores   8   00 

Dentists .  8   00 

Doctors    8   00 

Houses,  one  family,  first  faucet 6   00 

Houses,  each  additional  family,  first  faucet 4  00 

.    Houses,  each  family,  each  additional  faucet 1   00 

Hotel,  12  rooms 12   00 

Hotels,  each  additional  room 50 

Laundries    18   00 

Laundries,   private  families,   except  faucet    for  first 
tub,  no  charge 

Photograph  galleries 10  00 

Printing  offices 10   00 

Steam  boilers,  for  power 15  00 
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Steam  boilers,  for  heating  I2  00 

Stores,  1  faucet ^  "0 

Stores,  hose  conneotlon  additional    4  00 

Saloons    12  00 

Stables,  livery    18  00 

Stables,  private,  1  horse  and  carriage 4  00 

Stables,  private,  additional  horse  and  carriage  ....      1  00 

Stables,  private,  1  cow 50 

Schools,    public    12  00 

Schools,  private   6  00 

Soda  fountains    6  00 

Urinals,  public,  self  closing 6  00 

Vegetable  stands  with  sprinkler 3  00 

Water  closets,  private 3  00 

Water  closets,  stores  and  offices 4  00 

Water  closets,  each  additional    2  00 

Water  closets,  public   5  00 

Water  closets,  public,  each  additional 3  00 

Sprinkling  lawns,  ^  inch  nozzle,  regular 6  00 

Sprinkling   lawns,   each   additional   faucet,   sprink- 
ling regular    1  00 

Outside  faucet,  other  than  sprinkling  purposes  . .      6  00 

Outside  faucet,  each  additional 1  00 

Ohtside  faucet,  each  hose  connection,  except  to  reg- 
ular lawn  faucet   4  00 

Inside  faucet,  each  hose  connection,  additional  ...      4  00 
Outside  faucet,  used  for  sprinkling  and  other  pur- 
poses        10  00 

Outside  faucet,  each  additional  used  for  sprinkling 

and  other  purposes 4  00 

Sprinkling  wagons,  $6.00  per  month. 
Cement  walks,  3  cents  per  square  yard. 
Lawn  faucets  for  sprinkling  lawns  to  be  used  not  exceeding 
5  hours  per  day,  and  only  between  the  hours  of  6 
and  8  o'clock  in  the  forenoon  and  the  hours  of  5 
and  8  o'clock  in  the  afternoon  of  any  day. 
Flat  rates  are  payable  quarterly  in  advisee.     Lawn  sprinkling 
is  paid  annually  in  advance  on  June  1.    Where  meter  is 
used,  water  for  the  first  three  months  or  fraction  thereof 
is  paid  for  at  the  flat  rates;  thereafter  according  to  meter 
record  for  the  preceding  three  months. 
Penalty:    All   bills  are  due  and  payable  quarterly  between  first 
and  tenth  day  of  January,  April,  July,  and  October.     If  bill 
is  not  paid  when  due  10  per  cent  will  be  added,  and  If  not 
paid  by  10th  day  of  following  month  water  will  be  shut  ofC 
'  and  not  turned  on  again  until  bill  and  expense  of  turning 

on  and  off.  which  shall  not  be  less  than  $1.00.  is  paid. 

alua  center. 

(Population.  417.) 

MUNICIPAL  PLANT. 

Pumping:   gas  power,  standpipe. 

Public  Service. 

Hydrant  rental:  11  hydrants $65.00  per  year 

Street  sprinkling,  each  wagon  during  season 6.00 

Commercial  Service. 

Flat  Rates: 

Bank,  including  one  basin $5.00 

Barber  shop,  including  one  chair 4.00 
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Barber  shop,  each  additional  chair .' $1.50 

Bath  tubs  in  barber  shop  3.00 

Billiard  room,  each  table 4.00 

Blacksmith  shop,  one  fire 3.00 

Boarding  and  lodging  house  and  furnished  rooms 6.00 

Building  purposes  tor  1000  brick,  wetting  and  making 

mortar 08 

For  100  yds.  square  plastering .12 

One  cord  of  stone  08 

Butcher    shop 7.50 

Dental  office  6.00 

Drug   store    6.00 

Dwelling  house  for  six  rooms  or  less,  for  each  family  . .     5.00 

^or  each  additional  room   25 

Fountain  flowing  not  to  exceed  six  hours  a  day  during 

season,  %  inch  orifice .* 14.00 

Fountain.   1/16  inch  Jet 9.50 

Fountain,  %  iiich  jet ". 19.00 

Fountain,  nozzle  or  revolving  spray. 1.75 

Hose,  use  for  washing  and  sprinkling  sidewalks,  gutter, 

outside  of  buildings,  per  lineal  foot  front  during 

business  hours 02 

per  front  foot  private  house 01 

Hotel  per  year,  ten  rooms  or  less 7.25 

Livery,  feed  and  sale  stable  per  single  stall,  including 

washing  of  carriages 60 

Double  stalls    1.20 

Photograph  galleries   6.50 

Private  stables,  one  horse,  one  cow.  or  two  horses,  includ- 

ing  washing  of  carriages   2.26 

ESach  additional  horse  or  cow 86 

Private  bath  tub  1.00 

Printing  office,  each 5.00 

Public  halls,  each 5.00 

Restaurant,  if  owner  resides  in  same  building 6.00 

Restaurant  alone    5.00 

Store,  24  foot  front  or  less 5.00 

Saloons,  each  - 12.00 

Soda  fountain,  each  3.50 

Sprinkling  lawns  with  y^"  nozzle  for  four  hours  or  less 

per  day,  70  foot  front  or  less 4.00 

Each  additional  foot  front   08 

Sprinkling  lawns   as   above    where    water   is  taken    in 

house,  70  foot  front  or  less 2.00 

Each  additional  front  foot 06 

Urinals  in  stores,  banks,  private  houses,  each 1.25 

Urinals  in  hotels,  boarding  houses  and  saloons,  each 3.00 

Wash  basins,  stationary,  in  private  families,  first  basin 

free,  all  others  each  1.00 

Water  closets,  private,  per  bowl 1.50 

Water  closets,  per  bowl,  public 5.00 

Water  rents  are  collected  quarterly. 

ANTIGO. 

(Population,  7,196.) 

ANTIGO  WATER  CO. 

Pumping:  steam  power,  standpipe. 

Public  Service. 

Hydrant  rental:  58  hydrants,  each   $64.66^  per  year 

40  "  "     55.00 

11  "  "     50.00        "       " 

Street  Bprinkling,  contract 420.00       '*      " 
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Commercial  Service. 

Meter  Rates: 

Per  1000  gal. 

5000  gal.  or  less  per  month  40  cts. 

5  to  10  M  gal.'  per  month 35    " 

10  to  12  M  gal.  per  month  33    " 

12  to  15  M  gal.  per  month 30    " 

15  to  20  M  gal.  per  month  25 

20  to  30  M  gal.  per  month 23 

30  to  50  M  gal.  per  month 20 

50  to  75  M  gal.  per  month 18 

75  to  100  M  gal.  per  month  15 

100  to  150  M  gal.  per  month 13 

150  to  300  M  gal.  per  month  10 

300  to  500'  M  gal.  per  month  8 

Over  500  M  gal.  per  month   Special 

The  cost  of  the  meter,  setting   and  maintaining  the  same  to 

be  paid  by  the  consumer. 

No  bill  for  metered,  water  to  be  less  than  $2.50  per  quarter. 

The   water  company   will   require  a  deposit  from  any 

tenant  taking  water  by  meter. 

Flat  Rates: 

In  no  case  will  water  be  turned  on  for  less  than  five  dollars 

annual  rate. 

Dwelling  Houses. 

Occupied  by  one  family — 4  rooms  or  less,  faucet  rate  . .  $5.00 

Occupied  by  one  family — each  additional  room,  faucet 

rate    1.00 

Water  closets,  self  closing 5.00 

Urinal,  self  closing  faucet 5.00 

Bath   tub    6.00 

Lawns,  50  foot  front  or  less 6.00 

No  nozzle  larger  than  %  inch  to  be  used. 

Hours  for  sprinkling  lawns  are  from  6  to  9  a.  m.  and  from  5 

to  8  p.  m. 

Heating  boilers 1.00 

(Rates   for  closets,   baths,,  urinals,  boilers  and  cows  are  in 

addition  to  the  first  faucet  rate  for  premises.) 

Boarding  Houses  and  Hotels. 

Six    rooms    $10.00 

Each  additional  room   1.50 

First  water  closet  10.00 

Each  additional  water  closet   6.00 

First    bath    tub    8.00 

Bach  additional  bath  tub   4.00 

Business  Places. 

Barber  shop — first   chair    $6.00 

"      each  additional  chair   4.00 

"      bath    tubs    10.00 

Saloons — one  plain  bib    10.00 

each  additional   bib    2.00 

"  use  of  hose   3.00 

Stores  and  offices,  faucet  rate   $5.00  to     8.00 

water    closet    5.00    "    10.00 

urinals    5.00    "    10.00 

Printing  offices  per  hand   2.00 

Photo  galleries   10.00  to  30.00 

Sprinkling  streets,  25  foot  front  or  less 3.00 

No  nozzle  larger  than  %  inch  to  be  used. 

Hose  rates  are  in  addition  to  faucet  rates. 


WATER  RATES.] —283-- [APPLETON 

Private  Stables, 

1  horse — including  wasliing  carriage $4.00 

1   cow    1.50 

Each  additional  horse  or  cow 1.50 

Livery  Boarding  d  Sales  Stables, 

Bach  horse    $2.00 

No  rate  less  than  $12  per  year. 
Fire  Protection  Kates. 

Where  water  is  used  for  fire  protection,  the  ratee  will  be 
as  follows: 
DD  fire  hydrants     .  ^ . .  125.00  per  annum 
Inside  fire  protection  will  be  charged  in  proportion  to  the 
size  of  the  pipe  leading  Into  the  building  on  the  fol- 
lowing basis: 

2  Inch  pipe $20.00  per  annum 

3  "        "     35.00    " 

4  •'        "     50.00     " 

6      "         "     100.00     " 

8      "        "     150.00     "      '      " 

All  costs  of  connection  to  our  main  and  all  piping  and 
hydrants  for  such  use  to  be  paid  for  by  consumer. 
Building  Purposes, 

Stone  per  cord 10c 

Brick  per  M  10c 

Plastering  per  100  sq.  yds 10c 

Brick  street,  concrete  base,  per  lineal  foot 3c 

Asphalt  street,  concrete  base,  per  lineal  foot* 3c 

Tar  macadam,  concrete  base,  per  lineal  foot 3c 

Common  macadam,  per  lineal  foot  2c 

Above  prices  for  street  work  based  on  street  32  feet  wide. 
Sewer  work  ^c  per  lineal  foot  for  each  foot  in  depth. 
Concrete  walls  same  as  price  for  stone. 
Cement  curb  and  gutter,  ^^c  per  lineal  foot. 
Flat  rates  are  payable  quarterly  in  advance. 
Lawn  and  sprinkling  rates  are  payable  annually  in  advance 
on  May  1st. 
Whenever  the  rent  is  paid  by  the  tenant,  where  the  water  is  furn- 
ished  through  a  meter,  a   deposit  equal   to  the   estimated 
amount  of  the  water  bill  for  three  months  will  be  required. 
Where  water  has  been  turned  off  a  charge  of  $1.00  is  made  for 

turning  it  on  again. 
If  bills  are  not  paid  within  25  days  after  they  are  due  and  pay- 
able the  water  will  be  shut  ofC. 

APPLETON. 

(Population.  16,773.) 

MUNICIPAL  PLANT. 

Pumping:  steam  and  hydraulic;  no  pressure  reservoir  or  standplpe. 

Public  Service. 

Commercial  Service. 

Meter  Rates: 

Minimum  charge  84  ctm.  per  month;  30  cts.  per  1,000  gals.,  sub> 

ject  to  following  quantity  discounts. 
First  3,000  gals,  no  quantity  discount 
Next  27,000       "        10%  discount 
"    30,000      "        25" 
"    40,000      "        40" 
All  over  100,000  gals.,  10  cts.  per  1,000  gallons  net. 
Discount  7  per  cent  if  bill  is  paid  within  10  days  from  date. 
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Flat  Rates: 

Uniform  domestic  rate,  one  family  in  building,  $7  per  annum; 
two  or  more  families,  each,  $5  per  annum  on  one  service. 
Domestic  rate  covers  all  water  used  for  general  do- 
mestic purposes  on  the  premises,  regardless  of  the 
number  of  rooms  or  number  of  persons  occupying  same. 
Does  not  include  water  for  specific  purposes  included  in 
following  rate  schedule: 

Water  closet,  private  $6  per  annum 

Each  additional  closet  3    " 

Bath,   private 4    " 

Each  additional  bath  2    " 

Lawn,  60  ft.  or  less  front,  including  street,  six  months.  May  8 
to  Nov.  1,  $6  per  season.    No  deduction  for  fraction  of 
season. 
Combination  flat  rate,  including  domestic  serv- 
ice, water  closet,  bath  and  lawn $20  per  annum 

Combination  flat  rate,  including  domestic  serv- 
ice,  water  closets,  bath  and  lawn,  water 

lift    24    " 

Combination  rate,   including  domestic  service, 

water  closets,  bath  and  lawn,  stable 24 

Combination     flat     rate,     including     domestic 
service,  water  closets,  baths,  and  lawn, 

water  lift  and  stable  30    " 

Combination  flat  rate,  including  domestic  serv- 
ice, water  closets  and  bath  (duplicated) 
water  lift,  stable,  lawn,  extra  large....     36 

Bar 17  to  $12 

Urinal,   closed    6 

Store    5    "  "^ 

Stable,  including  washing' 6    " 

Stable,  animals  per  head  2    "  " 

Banks    10    " 

Barber  shop,  one  chair 6    "  " 

each  additional  chair  3    "  *' 

Meat  market    7    "  " 

Photograph  gallery 10    "         •• 

Printing  office    12    "  " 

Offices    5    •' 

Bakery 10  to  20    " 

Circus    6  per  day 

Drug   stores    5  tq  10  per  annum 

Sprinkler  system 75    " 

No  water  to  be  drawn  from  water  mains  connected  to 
sprinkler  system  or  from  connections  located  anywhere 
on  system.  Consumers  having  undcrrwritera  fire  or 
other  pumps  connected  to  maintain  constant  pressure 
equal  to  100  lbs. 
Puddling  Trenches: 

Sewer  and  water  trenches   2  eta.  per  lln.  ft. 

Gas  trenches   1  "       "      "      " 

Opening    plugged    private    sewer    from    fire 

hydrant    #. $3 

Construction  Work: 

Plastering  per  100  sq  yds 20  eta. 

Laying  brick,  per  M  10 

Laying  stone,  per  cd 20 

Laying  cement  block 15  " 

Laying  concrete  walk  4"  6'  in  width  or  less. .     1  "    per  lln.  ft. 
Laying  cement  curb  or  gutter  1/6  "    pei;  sq.  ft. 
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Laying  concrete  for  cellar  floor .1%  cts.  per  gq.  yd. 

Laying  concrete  streets  for  paving,  30  ft.  wide 

or   less -3%  cts.  per  lln.  ft. 

Wagons    or    gasoline    engines    for    vacuum 

I  cleaning    50  cts.  per  day 

Laying  concrete  wall,  first,  100  cu.  yd 8  cts.  per  cu.  yd. 

All  over  100  cu.  yds.  up  to  500  cu.  yds 25%  discount 

All    "      500   "      "     5  cts.  per  cu.  yd. 
For  laundries,  liveries^  steam  boilers,  gasoline  engines,  factories, 
hotels,  boarding  houses,   of&ces,   buildings,   halls,   theaters 
and  public  buildings  of  all  kinds,  parks,  schools  and  other 
public  places  and  purposes,  meters  to  be  Installed  wherever 
practicable. 
Flat  rates  are  payable  quarterly  in  advance.    10  per  cent  Is  added 
after  the  first  month  of  the  quarter  has  expired,  after  which 
bills  are  in  arrears. 
All  buildings  supplied   with   metered  service   occupied  by  more 
than  one  tenant,  the  amount  of  revenue  collected  from  such 
premises  shall  equal  at  least  the  minimum  rate  per  tenant 
or  occupant  supplied. 
All  service  pipe  from  main  to  curb  must  be  laid  and  kept  In  re- 
pair at  the  expense  of  the  applicant. 
Water  may  be  turned  off  when  a  consumer  Is  In  arrears.    All  ex- 
pense of  turning  off  and  on  being  collected  before  water  la 
turned  on.    Minimum  charge,  one  dollar. 

ABCADIA. 

(Population,  1,212.) 

MUNICIPAIi  PLANT. 

Pumping:  steam  power,  pressure  reservoir. 

Public  Service. 

Hydrant  rental:  28  hydrants  each  $20  per  yr. 

Street  sprinkling  per  1000  gal 8  cts. 

CommerclA]  Service.  Per  1000 

Meter  Ratks:  gallons. 

Less  than  200  gallons  per  day    $0 .30 

Exceeding  200  gallons  per  day  and  less  than  300,  first 

200  gallons  30  cts.  and  excess 25 

Exceeding  300  gallons  per  day  and  less  than  600,  first 
200  gallons,  30  cts.,  next  100   gallons,  25   cents, 

excess    t     .20 

Exceeding  600  gallons  per  day  and  less  than  3000,  first 
200  gallons,  30  cts..  next  100  gallons,  25  cts.,  next 

300  gallons,  20  cts.,  and  excess 15 

Exceeding  3000  gallons  per  day,  for  first  200  gallons,  30 
cts.,  next  100  gallons,  25  cts.,  next  300  gallons,  20 

cts.,  next  2400  gallons,  15  cts.,  and  excess 10 

Provided,  however,  that  the  minimum  meter  rate  sched- 
ule be  $5.00  per  annum. 
Flat  Rates. 

Banks    \ I  5.00 

Barber  shops,  one  chair   5 .  00 

^        Barber  shops,  each  additional  chair 1 .  00 

Bath  tub,  public,  per  tub  in  barber  shop 4.00 

Bath  tub,  private,  when  dwelling  rate  is  paid 1.00 

Blacksmith  shops,  one   fire    5 .  00 

Blacksmith   shops,   each   additional   fire 1 .  00 

Cigar   manufactories    5 .00 

2 
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Dental  offices,  one  self  closing  faucet |5.00 

Dental  offices,  each  additional  faucet 1.00 

Drug    stores    5.00 

Dwelling  houses    5 .  00 

Dwelling  house  and  lawn  (not  exceeding  75  foot  front) 

one  hose    7.00 

Dwelling  house,  lawn  (not  exceeding  75  foot  front)  and 

barn,  not  exceeding  two  head  of  stock   10.00 

For  each  additional  head  of  stock  50 

Fountain  flowing  not  exceeding  six  hours  per  day  during 
the  season  from  the  1st  day  of  May  to  the  15th 

day  of  October— 1-lG  inch  jet 10.00 

1-8  inch  jet 20,00 

Hose   for    washing   and  sprinkling  sidewalks  and   out- 
side of  buildings,  per  linear  foot  front,  business 

houses    10 

For   sprinkling  street   in   front   of  such   premises,   per 

.  linear  foot  front  10 

Halls,    public    5.00 

Offices  (one  faucet)    5.00 

Printing    offices    6.00 

Private  bath,  without  dwelling  or  other  services 5.00 

Restaurants    6.00 

Saloons,  one  self  closing  faucet 8.00 

Saloons,  for  each  additional  faucet 2.00 

Hose  for  sprinkling  lawn  only   (not  exceeding  75  foot 

front) 5.00 

Each   additional   foot  front    05 

Stables,  private  only;  not  exceeding  5  head  of  stock 5.00 

Each  additional  head  of  stock 50 

Where  dwelling  rate  is  paid  and  no  faucet  at  barn,  one 

head  of  stock   1.00 

For  each  additional   head   50 

Wash  bpsin,  only  self  closing  faucet 2.00 

Water  closet,  private,  per  bowl,  self  closing  faucet 3.00 

Water  closet,  public,  self  closing  faucet  6.00 

Each    additional    bowl    2.50 

Special  rates  for  the  following  places:     Schoolhouses;  hotels; 
boarding    houses;    livery   stables;    feed    stables;    street 
sprinklers:  urinals  with  constant  flow;  laundries;  mills; 
manufacturing  establishments;    shops;    photograph  gal- 
leries, and  soda  fountains. 
Rates  for  all  purposes  that  may  be  applied  for  not  named  in 
foregoing  schedule  will  be  fixed  by  estimation  or  meter, 
at  the  option  of  the  Superintendent  and  Water  Works 
Committee. 
All  water  rents  except  where  meter  is  used  shall   be  paid  semi- 
annually in  advance  on  Oct.  1  and  Apr.  1,  where  meter  is 
used  rent  shall  be  paid  at  end  of  6  months. 
If  rent  is  not  paid  In  10  days,  water  shall  be  shut  off  and  10  per 
cent  added  to  the  bill,  together  with  5  per  cent  for  fees  for 
collection. 
Where  water  has  been  shut  ofT,  a  charge  of  |1.00   is  made  for 

turning  it  on. 
All  service  pipe  is  laid  and  repaired  at  the  expense  of  the.  con- 
sumer. 
The  time  for  using  water  for  lawn  and  street  purposes  shall  be 
6  to  7  a.  m.  and   6  to  8  p.   m.,  except  through   July  and 
August,  when  it  may  be  used  from  5:30  to  6:30  p.  m. 
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ASHLAND. 

(Population,  11,594.) 

ASHIiAND  WATER  CO. 

Pumping:  Steam  power,  no  pressure  reservoir  or  standpipe. 

Pablic  Service. 

Hydrant  rental: 

For  the  first  54  fire  hydrants   $100.00  each  per  annum 

For  the  next  46     "  "         60 .  00       "       " 

For  all  additional  fire  hydrants 50.00      "      " 

Sundry  municipal  purposes: 

For  flushing  gutters  and  sewers  Free 

For  fire  department  buildings .Free 

For  city  halls  and  offices  occupied  for  city  purposes Free 

For  fountains  in  city  parks,  the  Jet  of  which  shall  not  ex- 
ceed in  volume  one  orifice  one  sixteenth  of  an  inch, 
and  not  to  run  to  exceed  eight  hours  a  day  for  five 

months  in  a  year   Free 

For  all  free  public  schools  in  the  city Free 

For  public  drinking  fountains  in  accordance  with  contract 

with  the  city  Free 

For  water  for  other  municipal  purposes Meter  Rate 

Street  sprinkling:  meter  rate. 
Street  washing:  special  or  meter. 


Commercial  Service. 

Metkr  Rates 
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All  over  150,000 
Minimum  Monthly  Bill. 

For  half-inch  and  five-eight-inch  meters  $1 .  00 

For  three-quarters-inch  and  one-inch  meters   2.00 

For  larger  sizes   5 .  00 

Flat  Rates: 

Air  compressor,  or  beer  pump Special  or  meter 

Alcohol  for  each  barrel   08 

Ale   cellar    8 .  00 

Bakery,  each  oven   8 .  00 

Barber  shop,  first  chair   6 .  00 

Each   additional  chair    3 .  00 

Bath  tub,  private,  used  by  one  family  5 .  00 

Used  by  more  than  one  family,  each 3 .  50 

Bath  tub,  public  10.00 

Beer,  each  barrel  brewed 05 

Beer    house     8 .  00 

Billiard  saloon,  each  table 3 .  00 

Boarding  house,  1  to  7  rooms  10 .  00 

Each  additional  room   1 .  00 

Book  binding   8.00 

Brewery    Special  or  meter 

Brick  work,  per  thousand   08 

Brickyard  Special  or  meter 

Candle  manufacturing  „  Special  or  meter 

Candy  manufacturing  8 .  00 
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Church    15.00 

Church  haptistry 5.00 

Cigar  manufacturing,  per  hand 1 .50 

No  license  less  than 10.00 

Club  room  ...: 15.00 

Coffee  saloon    5.00 

Concrete  work,  per  cubic  yard  05 

Confectionery   -^S.OO 

Cow   1.00 

Distillery  , Special  or  meter 

Dram  shop    12.00 

Dyeing  and  scouring   12.00 

Forge,  each    3.00 

Fountain,  standard,  six  months,  running  not  more  than 

four  hours  per  day  10.00 

General  manufacturing Meter 

Hall   .15.00 

Hat  manufacturing    12.00 

Horse    1.50 

Hose,  for  private  stable 5. 00 

Hose,  for  hand  sprinkling,  for  six  months,  four  hours, 

per  day,  50  ft.  frontage  or  less 5 .  00 

Additional  frontage  per  foot 10 

No  license  less  than  season  rate. 

Hotel,  per  room  $1 .  50  or  meter 

Ice  cream  parlor 10 .00 

Laboratory Special  or  meter 

Laundry  Special  or  meter 

Livery  stable,  per  stall  2 .  50 

Malting,  per  bushel 01 

Office    5.00 

Oyster  saloon  8.00 

Packing  house   Special  or  meter 

Photograph  gallery 15.00 

Plastering,  per  square  yard 00% 

Rectifying  whiskey,  per  barrel 02 

Residence,  one  family,  one  to  four  rooms 6.00 

Five  rooms 7.50 

Six  rooms 9.00 

Seven  rooms   10. 50 

Each  additional  room 1 .  00 

Where  houses  are  occupied  by  more  than  one  family 
each  family  will  be  charged  for  according  to  the  num- 
ber of  rooms  it  occupies,  as  if  in  a  separate  house. 

Restaurant   15.00 

Sales  stable,  per  stall 2.00 

Shop   10.00 

Slaughter  house Special  or  meter 

Soap  manufacturing Special  or  meter 

Spint  gas,  each  barrel  made 08 

Store  10.00 

Stone  work,  per  100  cubic  feet 05 

Starch  factory Special  or  meter 

Steam  boiler Special  or  meter 

Stock  yard Special  or  meter 

Tannery Special  or  meter 

Tobacco  factory,  per  hhd.  manufactured 1.00 

Urinal,  private,  self  closing  fixtures 2.00 

Urinal,  public,  self  closing  fixtures 4.00 

Urinal,  constant  flow 6.00 

Vegetable  spray,  per  season 5.00 
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Vinegar,  each  barrel  manufactured $0 .  05 

Washing  bottles  6.00 

Washing  barrels,  each 05 

Water  closet,  private  used  by  1  family 4.00 

Used  by  more  than  1  family,  each 3.00 

Public 8.00 

Where  hoppers  or  privy  vaults  are  flushed  with  water 
from  any  other  fixture  a  water  closet  rate  may  be 
charged.  The  maximum  charge  for  the  service 
of  a  private  dwelling  for  one  family,  exclusive 

of  hose,  stable  and  fountain  shall  not  exceed 30.00 

Private  Fire  Service. 
Charges  for  private  fire  protection  service,  automatic  sprink- 
lers or  hose  outlets,  used  exclusively  for  fire  protection 
in  buildings: 
For  each  1000  square  foot  of  floor  surface,  or.fraction  thereof, 
per  annum  $3.00.    Provided,  that  the  amount  of  water 
rent  paid  for  other  purposes  on  the   premises   having 
fire  protection  fixtures,  shall  be  abated  to  an  amount 
not  exceeding  the  charge  for  said  fire  protection,  as  per 
above. 
Outside  fire  hydrants,  with  outlets  like,  or  similar  to  city  hy- 
drants, each  per  annum  $50.00.    And  no  reduction  or 
abatement  on  account  of  water  used  for  other  purposes 
at  the  rate  provided  therefor. 
Service  pipe  from  main  to  curb  is  laid  at  expense  of  company. 
A  charge  of  $3.25  is  made  for  tapping  and  connecting  to  the  main. 
Wa^er  is  furnished  for  a  term  of  not  less  than  one  year;  fiat  rates 
are  payable  semi-annually  in  advance  on  Jan.  1  and  July  1; 
meter  rates  payable  monthly  for  service  during  preceding 
month. 
If  bills  are  not  paid  within  10  days  after  same  become  due,  sup* 
ply  shall  be  cut  off  and  a  charge  of  $1.00  made  for  turning 
water  on  again.    Three  days'  notice  by  mall  is  given  to  de- 
linquent consumers  that  the  water  rent  is  due  and  unpaid. 
On  all  premises  where  metered  service  is  not  paid  for  or  guaran- 
teed by  the  owner  of  the  same,  the  company  will  require  a 
deposit  to  secure  prompt  payment  of  bills. 
The  use  of  hand  hose  for  washing  fronts,  pavements,  and  sprink- 
ling streets  and  lawns  is  limited  to  hours  from  7  to  9  a.  m. 
and  5  to  7  p.  m.  and  not  at  all  during  a  Are. 
A  charge  of  50  cts.  is  made  for  turning  water  off  in  case  premises 
are  vacated. 

BALDWIN. 

(Population,  584.)  ! 

MUNICIPAL  PLANT. 
Public  Service. 

Hydrant  rental:  • 

Street  sprinkling: 

From  From 

Cominercia]  Service.                                                            water  public 

Flat  Rates:                                                                    mains  wells 

Banks    $2.50  $1.00 

Barber  shops,  one  chair 5 .  00  2 .  00 

Each  additional  chair  2 .  00  .50 

Blacksmith  shops  2.50  1.00 

Bakery    5.00  2.00 

Cheese  factories    15 .  00  6 .  00 

Creameries    20.00  8.00 
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Dwellings,  one  family $5.00  $2.00 

Each  additional     "  3.00  2.00 

Drug   stores    5.00  2.00 

Drugstores  with  soda  fountain  in  connection      7.50         .    3.00 

Gasoline  engines  where  tank  Is  used 2 .  50  1 .  00 

without  tank    10.00  4.00 

Hotels   10.00  4.00 

I^wn  and  dwelling  from  one  tap 7.50 

Livery,  sale  or  feed  stable,  washing  buggies 

included    20.00  8.00 

Meat   market    10.00  4.00 

Offices    2.50  1.00 

Photograph  gallery    5.00  2.00 

Gallery  and  house   10.00  4.00 

Restaurants    .' 7.50  3.00 

Stores,  general 2.50  1 .00 

Saloons    15.00  •  6.00 

Stables,  private,  each  head  of  stock 75  .25 

Steam  engines   30.00  12.00 

Schoolhouses    10.00  4.00 

Water  closets   10.00 

Lawn  sprinkling  may  be  done  only  between  6  and  8  p.  m.  from 
May  15  to  October  1.     Any  person  using  same  over  2  hours 
daily  as  specified  is  liable  to  a  fine  of  $2.00  for  each  offense. 
All  expenses  of  connection  shall  be  paid  by  consumer,  except  the 
cut-off  which  is  furnished  free  by  the  village.     Where  dis- 
tance from  main  to  premises  is  greater  than  20  ft.  the  con- 
sumer Is  allowed  $2.50  per  rod  for  such  distance,  which  in 
no  case  is  to  be  over  10  rods. 
Water  rates  are  due  and  payable  semi-annually. 
A  discount  of  25  per  cent  will  be  allowed  to  those  who  pay  their 

water  rate  a  year  in  advance. 
Any  one  not  a  property  owner  who  shall  fail  to  pay  his  water  rate 
within  30  days  after  it  is  due  and  shall  continue  to  use  the 
same  shall  pay  a  fine  of  two  dollars,  for  each  ofiTense  for  the 
use  of  the  village. 

BANGOR. 

(Population,  692.) 
HUSSA  BROTHERS  ELECTRIC   LIGHT  AND  POWER  PLANT, 

Pumping:  steam  and  electric  power. 

Public  Service. 

Hydrant  rentals  and  water  trough $100  per  yr. 

Street  sprinkling 40 

Cominerclal  Service. 

Meter  Rates:  15  cts.  per  1000  gals. 

Minimum  charge  per  year  $5 .  00 

BARABOO. 

(Population,  6,324.) 

MlTNICIPAIi  PLANT. 

Pumping:  Hydraulic  power  and  steam,  standpipe. 

Public  Service. 

Commercial  Service. 

Meter  Rates: 

Service  charge  $3.00  per  annum. 
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Per  1000  gals. 

First  50,000  gals 15  cts. 

All  over  50,000  gals 12  cts. 

Payments  are  made  semi-annually.' 
Plat  Rates: 

Banks. 

One  self-closing  faucet   $8.00 

One  faucet,  with  hose  connection   10 .  00 

Bakeries. 

Daily  average  of  each  barrel  used ;  per  barrel,  per  annum  4 ;  00 

Provided  no  bakery  less  then   8 .  00 

Barber  Shop. 

First  chair  and  basin  6 .  00 

Each  additional  chair .'. 2.00 

Baths. 

Private,  without  heating  attachments 3 .00 

Private,  with  heating  apparatus  4 .00 

Hotels  or  boarding  houses,  first  tub 8.00 

"    each  additional  tub   4 .  00 

Public,  first  tub   12.00 

Public,  each  additional  tub  8.00 

Blacksmith  Shop. 

First  fire    5.00 

Each  additional  fire 2.00 

Building  Purposes. 

Brick,  per  1000  laid 10 

Stone,  per  perch  07 

Plaster,  per  100  yards 30 

Boarding  Houses. 

Per  room 1.50 

Providing  no  license  less  than  10.00 

Laundries. 

Public,  per  tub  8.00 

Offices. 

One  person  with  wash  basin  5 .  00 

Each  additional  person  2 .  00 

Printing  Offices. 

Six  hands  or  less  12.00 

Each  additional  hand   1 .  50 

Residences. 

Occupied  by  one  family,  5  rooms  or  less 5 .  00 

Six  rooms   6.00 

Seven  rooms 7 .  00 

Eight   rooms    8.00 

Each  additional  room  1 .  00 

Stables. 

Private,  one  horse  4 .  00 

Each  additional  horse 2 .  00 

Cows,  each    2 .  00 

Livery,  boarding  or  sale  stable,  six  horses  or  loss,  in- 
cluding washing  carriages  12 .  00 

Each  additional  stall 1.60 

Saloons. 

Two  self-closing  bar  faucets  10 .  00 

One      '•        "    and  one  hose  bar  faucet  15 .00 

Wash  basin,  self-closing  faucet 3 .  00 

Wash  basin  with  hose  connection  5 .  00 

Stores. 

One  basin,  self-closing  faucet  *  8 .  00 

One  basin  with  hose  connection  10 .  00 
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Urinals. 

Private,  one  basin,  self-closing  faucet $2 .00 

Self-closing,  stores,  banks,  offices,  etc 3 .  00 

Self-closing,  restaurants,  saloons  5. 00 

Public  urinals,  self-closing  faucet 8 .  00 

Water  Closets. 

Private   4.00 

Self-closing,  banks,  stores,  offices  5 .00 

Self-closing,  restaurants,  saloons,  etc 6 .  00 

Public   8.00 

Wash  Basins, 

In  dwellings  in  addition  to  1st  faucet 2.00 

In  hotels  in  private  room 3.00 

Hotel  wash  room,  each  basin 4 .  00 

Season  Rates. 

Sprinkling  lawns  with  %  nozzle  four  hours  per  day  and 

66  feet  front  or  less 5.00 

Each  additional  foot  front 07 

Streets  in  addition  to  lawn  sprinkling  per  foot  front 05 

In  case  of  corner  lots,  measurements  shall  be  taken  on 
both  fronts  for  street  sprinkling. 
Fountains. 

To  be  used  not  over  six  hours  per  day  for  the  season  of 
six  month  as  follows: 

1-16  inch  jet  10.00 

1-8  inch  jet  20.00 

3-16  inch  jet  35.00 

Soda  fountains    10.00   to  15.00 

Halls,  theaters,  hotels,  restaurants,  photograph  galleries,  steam 
boilers,  stores  and  manufacturing  combined,  shops  are 
entitled  to  special  rates. 
The  usf^  of  hand  hose  for  sprinkling  lawns,  etc.,  is  limited  to  four 

hours  per  day  from  7  to  9  a.  m.  and  6  to  8  p.  m. 
Yard  fountains  shall  not  be  used  more  than  six  hours  per  day,  un- 
less specially  permitted  and  an  additional  payment  made. 
A  charge  of  one  dollar  is  made  for  reconnecting  the  same  con- 
sumer to  the  same  premises.    Where  service  .has  been  dis 
connected  at  the  main  a  charge  of  $3.00  is  made  for  recon- 
nection. 
Water  rents  will  be  due  and  payable  on  the  first  day  of  January, 
April,  July  and  October  at  the  office  of  the  secretary  of  the 
water  commission.    If  not  paid  on  or  before  the  25th  day  of 
the  month  in  which  said  water  rents  are  due  the  supply 
will  be  turned  off  without  further  notice,  and  not  be  turned 
on  again  until  all  back  dues  are  paid,  including  the  time  it 
was  cut  off.    One  dollar  extra  will  be  charged  for  turning 
on  the  water  again. 

BARRON. 

(Population,  1,449.) 

MUNICIPAL  PLANT. 

Pumping:  Hydraulic  power,  standplpe. 

Public  Service. 

Hydrant  rentals  29  hydrants,  each $48.00  per  year 

Commercial  Service. 

Flat  Rates: 

Minimum  rate  $5.00  per  service  pipe  per  annum. 

Bakeries   1    year  $5.00 

Baths,  public  "       1.50 
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Baths,  private  year  |1 .  50 

Barber  shops,  three  chairs "       €.00 

"      each  additional  chair "       1 .00 

Barns,  private  "       3.00 

"      livery  "     15.00 

Billiard  and  pool  rooms "       5.00 

Butcher  shops  "       6 .  00 

Churches    "       5.00 

Dwellings    "       5.00 

Each  additional  family "       3.00 

Halls "       3.00 

Harness  shops "       5 .00 

Hand  laundries  "       6.00 

Hotels  $15.00  to  $20.00  according  to  size. 

Milliners    "       3.WJ 

Offices,  when  in  buildings  not  specially  rated. 

Physicians    "       3.00 

Dentists  "       2.00 

Lawyers  for  each  person  "       1 .  00 

Photograph  galleries "       6.00 

Printers   "       5.00 

Restaurants   "       5.00 

Restaurants  &  bakeries  "       8.00 

Saloons "     10.00 

Soda  fountains,  each "       2 .  00 

Stores,  4  persons "       5 .  00 

Stores,  more  than  4  persons "     10 .  00 

Tailor  shops "       5.00 

Water  closets  (extra  howl  $1.00) **       1 . 50 

Sprinkling  lawns,  time  of  sprinkling,  6  to  8  a.  m. 

and  6  to  8  p.  m year    3.00 

One  dollar  will  be  added  to  the  total  charged,  whertf  the  waste 
water  or  sewage  is  disposed  of  by  any  other  means  than 
by  carrying  out  by  hand. 
In  computing  charges  for  periods  less  than  one  year,  each 
month  shall  be  calculated  at  one^tenth  of  the  annual 
rate,  and  fractions  of  months  shall  be  counted  as  full 
months. 
If  water  rent  is  not  paid  by  the  15th  day  of  March  next  succeed- 
ing the  year  in  which  water  was  furnished,  service  shall  be 
discontinued  and  not  renewed  until  the  amount  due  is  paid. 

BAYFIELD. 

(Population,  2.000.) 

MUNICIPAL  PLANT. 

Pumping:  steam  power;  pressure  reservoir. 

Public  Service. 

Hydrant  rental:     $40.00  per  year 

Street  sprinkling:    sprinkling  crane  $50.00  per  year 

Public   fountains.         $50.00  per  year 

Two  public  buildings  $50.00 


It 


Commercial  Service. 

Meter  Rates: 

For  first  3000  gallons  (^  $0.35  per  1000  gallons 

3000  gal.  to     5000        "  (5)       .30 

5000  gal.  to  10000        "  0       .25 

10000  gal.  to  20000        "  @    •  .20 


t 
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20000  gal.  to  30000  gallons  #  $0.15  per  1000  gallons. 
30000  gal.  to  40000       '*         (§)       .10 

For  all  over  40000  gals,  in  one  month  @  8  cts.  per  1000  gals. 
Minimum  meter  rate — 50  cts. 
Water  Motor  Rate. 

Up       to  20000  gal  @     $0.15  per  1000  gallons 

20000  to  3r)000  gal  (^       .12 

35000  to  50000  gal  ^  .10 

Plat  Ratks: 
Consinnei'^s  Water  Rate. 

1  faucet  per  month $0.50 

Bath  tub  per  month 25 

Water  closet  per  month 25 . 

BEAVZB  DAM. 

(Population,  6.758.) 

BEAVER  DAM  WATER  WORKS  CO. 

Pumping:   Steam  power;  standpipe. 

Public  Service. 

Hydrant  rentals:  146  hydrants $400  per  mile 

Street  sprinkling $275.00  per  year 

Commercial  Service. 

Metei;  Rates: 

Minimum  semi-annual  charge  $2.50  for  the  first  family  or  es- 
tablishment and  $2.00  for  each  additional  one  supplied 
through  the  same  meter. 
When  the  daily  consumption  is: 
100    to      300  gallons,  per  1000  gals.  30  cts. 
^500    "      1000         '^  '•         "        '*      25    " 

1000    •*      6000         "       20    " 

6000    "    14000         ••  15    *' 

14000    "    20000         "  "         "        "       13    " 

20000    "    30000         "  "         **        •*       12    " 

Above  "    30000         10    " 

Flat  Ratp:s: 
Banks. 

One  self-closing  faucet,  with  hose  connection $10.00 

Bakeries. 
Daily  average  of  each  barrel  or  flour  used,  per  barrel..     3.50 

Provide  d  no  baUcry  less  than 10.00 

Barber  tihops. 

First  chair  and  basin 6.00 

Each  additional  chair   2.00 

Baths. 

Private,  without  heating  attachment 3.00 

Private,  with  heating  apparatus  4 .00 

Hotel  or  boarding  house,  first  tub 8.00 

each  additional  tub   4.00 

Public,  first  tub 12.00 

each  additional  tub 8.00 

Blacks 7)1  ith  N// ops. 

One  fire    4.00 

Each  additional  fire  2.00 

Building  Purposes. 

Brick  per  1000  laid .10 

Stone  per  perch 07 

Plaster,  per  100  yards *. 30 


WATER  RATES.] —295— [BEAVER  DAM 

Boarding  Houses. 

Per  room  $1 .25 

Provided  no  license  less  than  10.00 

Offices. 

With  wash  basin  $4  to  10 .  00 

PrinUng  Offices. 

Six  hands  or  less   12 .  00 

Each  additional  hand  , ,.\  i i 50 

Photograph  galleries. 

$10  to   25.00 

Residences. 

Occupied  by  one  family,  five  rooms  or  less 5.00 

Bach  additional  room  1 .  00 

Restaurants. 

$12  to   30.00 

8  tables. 

Private,  one  horse   4 .  00 

Each  additional  horse  2 .  00 

Cows,  each 2.00 

Livery,  boarding  or  sale  stable,  six  stalls  or  less,  includ- 
ing washing  carriages  12 .  00 

Each  additional  stall  1 .  50 

Saloons. 

$8  to   20.00 

Stores. 

One  basin,  self-closing  faucet,  $5  to  10.00 

Vrinals. 

Private,  one  basin,  self-closing  faucet 2.00 

Self-closing,  stores,  banks,  offices  3 .  00 

*'  restaurants,  saloons  5 .  00 

Public  urinals,  self-closing  faucet   12 .00 

Water  Closets. 

Private    4.00 

Self-closing,  stores,  banks  and  ofllces  6.00 

**  restaurants,  saloons,  etc.,  $6  to 10.00 

Public    10.00 

Wash  Basins. 

In  dwelling,  in  addition  to  first  faucet 2.00 

In  hotel,  in  private  room  2 .  00 

Hotel,  wash-room,  each  basin  4 .  00 

Season  Rates. 

Sprinkling  lawns,  with  %  nozzel,  4  hours  per  day — first 

sixty -six  feet  or  less   5 .  00 

Each  additional  foot  07 

Sidewalk,  and  one-half  width  of  street,  per  front  foot, 

%  hose,  Vk  nozzle,  per  ft 05 

In  case  of  corner  lots,  measurements  shall  be  taken  on 

both  fronts  for  street  sprinkling 

Fountains. 
To  be  used  not  over  six  hours  per  day  for  the  season  of 
six  months,  as  follows: 

1-16  inch  jet 10.00 

1-8  inch  Jet  20.00 

3-16  inch  jet   35.00 

Soda  fountains,  $10  to 15.00 

Special  Rates. 

Breweries,  halls,  theaters,  hotels,  laundries,  steam  boil- 
ers, stores  and  manufaciuring  combined,  shops — 
special  or  meter  rates. 
Water  rents  will  be  due  and  payable  on  the  first  day  of  July  and 
January,  in  advance,  at  the  office  of  the  Beaver  Dam  Water 
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Works  Company.  If  not  paid  within  ten  days  after  they 
shall  fall  due,  five  per  cent  will  be  added,  and  if  not  paid 
within  twenty  days  after  they  fall  due,  the  supply  will  be 
turned  oft  without  notice,  and  not  be  turned  on  again  until 
all  back  dues  are  paid,  including  the  time  it  was  cut  off. 
One  dollar  extra  will  be  charged  for  turning  on  again.  Upon 
a  reapplication  for  water  where  the  water  has  been  turned 
off  and  the  service  disconnected  at  the  main,  an  additional 
charge  of  three  dollars  for  reconnection  will  be  made. 

Use  of  hand  hose  for  sprinkling  lawns,  etc.,  is  limited  to  hours 
between  7  to  9  a.  m.,  and  6  to  8  p.  m. 

Service  pipe  is  installed  at  the  expense  of  consumers. 

BELMONT. 

(Population,  632.) 

MUNICIPAL  PLANT. 

Pumping:  Steam  power;  standpipe. 

Public  Service. 

Hydrant  rentals:  $20.00  per  hydrant  per  annum. 

Street  sprinkling: 

Public  fountains:  $100.00  each  per  annum. 

Commercial  Service. 

MEn^EB  Rates: 

Minimum  annual  charge  $4.50;  40  cts.  per  1000  gallons. 
Plat  Rates: 

Minimum  annual  charge $4 .  60 

Banks,  including  one  wash  basin,  per  annum i.bO 

Bakeries  6.00 

Bakery  and  store  8.00 

Bakery  and  restaurant  6 .  00 

Barber  shops 4.60 

Bath  tubs,  private   3.00 

Bath  tube,  public   8.00 

Billiard  rooms,  each  table 2.26 

Blacksmith  shops,  one  fife 4 .  60 

Each  additional  fire 1.00 

Book  bindery  in  addition  to  printing  office 4 .  50 

Building  purposes,  brick  work  per  1000  kiln  count 20 

Building  purposes,  stone  work,  per  cord 20 

Building  purposes,  plastering  per  100  yds 25 

Concrete  works  per  cord 30 

Butcher  shops   6.00 

Butcher  shops  with  steam  engine  15.00 

Cigar  factories,  5  hands  or  less   5.00 

Each  additional  hand  ..25 

Cigar  factory  with  store  6 .  00 

Cisterns  filled,  100  bbls.  or  less,  exclusive  of  labor 2.00 

Each  additional  50  bbls.  or  less,  exclusive  of  labor 1.00 

Dental  office  5.00 

Dental  office  with  fountain  spittoon  7.50 

Drug  store    6.50 

Dwelling  houses,  4  rooms 4 . 50 

5,  6  and  7  rooms 4 .  50 

If  occupied  by  more  than  1  family  extra 3.00 

Fountain  \<^  inch  Jet,  not  to  exceed  6  hours  per  day 6.00 

Lawn  sprinkling,  2,500  sq.  ft.  or  less  in  addition  to  house 

rate    2.50 

Each  additional  2,500  sq.  ft.  or  less 1.50 
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Lawn  sprinkling,  automatic,  extra  to  lawn  rates $5 .  00 

'  Motors,  %  incft  jet  for  10  hours  run  per  day  or  less 15.00 

Motors,  y^  inch  jet,  for  10  hours  run  per  day  or  less 60.00 

Halls 4.50 

Hotels    20.00 

Ice  cream  saloons,  3  tables  or  less 6 .  00 

Ice  cream  saloons,  each  additional  table 1.00 

Livery  barns,  special  or  meter  rates. 

Laundry    Special 

Office  and  sleeping  rooms,  occupied  by  more  than  2  per- 
sons, each  room 2. 00 

Each  additional  8  persons 1 .00 

Photograph  galleries 8.00 

Restaurant    6 .  00 

Stores,  24  ft.  front  or  less 4 .  50 

Saloons    10.00 

Fan  motors,  per  week 30 

Gasolene  motors,  special  rates 

Schools,  public 12.00 

Steam  boilers,  for  nominal  h.  p.  10  hours  run 2.00 

Steam  boilers,  for  house  heating  purposes  per  sq.  ft. 

surface    08 

Street  sprinkling,  special,  per  front  ft 10 

Urinals  with  self  closing  faucet 2 .  50 

Water  closets,  private  2 .  50 

Water  closets,  public  5.00 

Private  stable,  including  washing  carriages,  1  horse 50 

Each  additional  horse 50 

1  cow 50 

Each  additional  cow 50 

Each  family  taking  water  from  a  hydrant  from  other  premises 
than  that  occupied  by  such  family,  no  service  pipe  be- 
ing laid  to  the  premises  occupied  by  such  family,  shall 
pay  at  the  rate  of  $3.00  per  annum  taken  for  family 
use.    One-half  of  said  amount  to  be  paid  in  advance  on 
the  Ist  day  of  January  and  the  remaining  one-half  to 
be  paid  in  advance  on  the  1st  day  of  July  in  each  year. 
All  water  rents  not  otherwise  provided  for  shall  be  paid  semi-an- 
nually on  the  first  day  of  July  and  January  each  year  in  ad- 
vance; street  and  lawn  sprinkling  rates  shall  be  paid  yearly 
in  advance  on  the  first  of  April. 
The  use  of  hose  for  sprinkling  streets,  etc.,  is  permitted  from  6 
to  7  a.  m.,  12  to  1  p.  m.,  and  7  to  8  p.  m.    Yard  fountains, 
shall  not  be  used  more  than  6  hours  per  day  and  only  be- 
tween April  1,  and  November  1. 
Utility  installs  service  pipe  to  curb  line. 

A  charge  of  $1.00  is  made  for  reconnecting  same  consumer  to  the 
same  premises. 

BELOIT. 

(Population,  15,125.) 

BELOIT  WATER,  GAS  AND  ELECTRIC  CO. 

Pumping:  Steam  power;  standpipe. 

Public  Service. 

Hydrant  rentals: 

50  hydrants,  each  $70. 00  per  year 

50  "  "         60.00    "      " 

106  "  "         40.00    "      " 

Street  sprinkling: 

per  wagon $0.25  per  month 
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By  contract. 

Street  cleaning |100 .  00  per  season 

Flush  tanks,  each 8 .  50     "    year 

Sanitary  drinking  fountain :.  25.00    "    season 

City  cemetery    40. 00    "    season 

Commercial  Service. 

Meter  Rates  :  ^ 

The  company  installs  meters  at  its  own  expense  for  all  con- 
sumers having  sewer  or  cess-pool  connection,  and  charges 
for  all  water  passing  through  meters  at  the  following 
rates. 
1.  Service  charge,  payable  quarterly  in  advance. 

%  inch  meter,  one  consumer  on  meter    $1 .  00 
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5.00 

8.00 

15.00 


For  each  additional  consumer  on  same  meter 50 

Each  dwelling,  flat,  suite,  store,  tenant,  etc.,  shall  be  regarded 
as  one  consumer  in  determining  the  service  charge. 
2.  Output  charges  per  J 00  cu.  ft. 

First  6670  cu.  ft.  8V>  cts.  gross,  7%  cts.  net 

Next  3330        "       7V»       '    "  6% 

Next  6700        '*       6V2  "  5% 

All    over        16700        "       2V2  "  l^-j 

Flat  Rates,  payable  quarterly  in  advance: 

All  consumers  without  sewer  or  cess  pool  connection  or  who 
are  not  supplied  through  a  meter  shall  pay  a  rate  of 
11.25  per  quarter. 
Building  rates. 

Stone,  per  cord  10  cts.;  plaster,    per  100  sq.  yds.  15  cts. 
Brick,  per     M    10    **    ;  concrete,  per   cu.    yd.         3     " 
Discount:    The  difference  between  the  gross  and  net  rate  above  speci- 
fied, or  one   cent  per  1,000   gals.,    constitutes    a    discount    for 
prompt  payment. 
For  the  reconnection  of  meters  for  the  same  consumer  upon  the  same 
premises  a  charge  of  $1.00  is  made.  *" 

BEBLIN. 

(Population,  4,636.) 

MUNICIPAL  PLANT. 

Pumping:   Steam  power;  pressure  reservoir. 

Public  Service. 

Hydrant  rentals:    81    hydrants — first  of  year;   3   hydrants  added 
during  the  year,  total  $4,650.00. 

Street  sprinkling   $100 .  00  per  season 

Public  buildings:  regular  rates. 

Flushing  sewers  and  other  city  purposes $18.00  per  year 

Commercial  Service. 

Meter  Rates: 

Minimum,  annual  charge  $5.00;    not  to  exceed  2500  cu.  ft.  of 

water  can  bo  taken  for  that  sum. 
When  more  than  2500  cu.  ft.  of  water  is  used  annually  by  any 

water  taker,  the  rate  to  be  paid  therefor  shall  be  as 

follows : 
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Annually  not  less  than, 


cu.  ft. 

2,500.. 

4,000.. 

5,000.. 

6,000.. 

7,000.. 

8,000.. 

9,000.. 
10,000.. 
12,000.. 
14,000.. 
16,000.. 
18,000.. 


Annually  not 
more  than. 


Kate  per 

thousand 

cu.  ft. 


Cll.    ft. 

4,000 

$2.00 

5,000 

1.95 

6,000 

l.JJO 

7,000 

.1.85 

8,000 

1.80 

9,000 

1.75 

10,000 

1.70 

12,000 

1.65 

14,000 

1.60 

16,000 

1.55 

18,000 

1.50 

20,000 

1.45 

20,000  or  more,  $29.00  for  the  first  20,000  cu,  ft.,  and  $1.40  per 
thousand  cu.  ft.  for  all  in  excess  thereof. 

Note: — To  reduce  cu.  ft.  to  gallons  multiply  the  number  of  cu.  ft.  by  7%. 


Flat  Rates: 

Bakeries,    Meter 

Bath  tubs,  private,  first  tub 

For  each  additional  tub 

Public,  each  tub 

Boarding  houses,  per  room 

Board   schools    ^ . .  Meter 

Barber  shops,  first  chair 

E^ch  additional  chair  

Bottling  works Meter 

Building  purposes: 

for  laying  1000  bricks 

for  laying  a  cord  of  stone 

for  one  hundred  yards  of  plastering 

Banks    

Butcher  shops    Meter 

Blacksmith  shops,  one  faucet 

Cigar  factory 

Confectionery  and  ice  cream  parlor 

Church    

Drug  store,  per  faucet 

Dentist    

Eating  house   .  ^. 

Green  houses Meter 

House,  each  family,  first  faucet 

Each  additional  faucet  

Hotel,  per  room 

Ofllces 

Photograph  gallery 

Printing  office    

Engines  in  printing  office   Meter 

Public  halls    

Store  twenty-two  feet  front  

excess  in  proportion. 
Saloons,  bar  scrubbing  and  pump 


rates 
3.00 
2.00 
4.00 
1.00 

rates 
5.00 
1.00 

rates 

.10 

.10 

.15 

5.00 

rates 

5.00 

5.00 

7.00 

5.00 

5.00 

10.00 

10.00 

rates 

5.00 

1.50 

1.00 

5.00 

10.00 

6.00 

rates 

5.00 

5.00 

12.00 
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Laundry,   first  faucet $5.00 

Each  additional  faucet  1.00 

Livery  stables   Meter  rates 

Private  stables,  for  each  animal 1 .  00 

Private  schools    Meter  rates 

Public  schools   Meter  rates 

Soda  fountains  5 .00 

Steam  boilers  Meter  rates 

Urinals,  for  public  use,  each  1-16  inch  jet 5.00 

Vegetable  stand  with  sprinkler  4 .  00 

Work  shop,  ten  persons  or  less 5.00 

*  Each  additional  person  above  ten 15 

Water  closet,  private,  first  bowl   3 .  00 

Each  additional  bqwl   2 .00 

Public  each  5.00 

Yard  sprinkling,  sixty-six  feet  front 5 .  00 

excess  in  proportion. 
Water  rates  where  meter  is  not  used  must  be  paid  semi-annually, 
in  advance,  during  the  first  ten  days  of  May  and  November 
in  each  year,  at  the  office  of  the  city  clerk,  and  all  water 
rates  not  paid  within  such  time  shall  be  deemed  delinquent, 
and  the  water  supply  to  any  person  who  shall  not  pay  his 
water  rates  within  said  time  shall  be  shut  oif  and  discon- 
tinued. 
All  persons  using  any  hydrants,  hose,  or  pipe  connected  with  the 
waterworks  for  the  purpose  of  sprinkling  streets,  sidewalks, 
lawns  or  lots  within  said  city  shall  use  or  suffer  the  same 
to  be  used  for  such  purposes  only  for  five  hours  In  any  day, 
and  then  only  between  the  hours  of  five  and  eight  o'clock 
in  the  morning  and  six  and  eight  o'clock  in  the  evening, 
unless  by  special  permit  in  writing  therefor  from  said  water 
commissioners. 
No  person  or  persons  shall  through  hydrants  or  hose  or  other- 
wise, except  between  the  hours  of  5  and  8  o'clock  a.  m., 
sprinkle  any  part  of  a  street  in  front  of  any  retail  or  whole- 
sale business  house  or  public  building,  provided  that  this 
section  shall  not  prevent  the  cleaning  and  sprinkling  of  side- 
walks in  a  proper  and  judicious  manner. 
The  water  commissioners  may  in  any  case  where  water  Is  taken 
through  a  meter  require  that  the  applicant  pay  and  deposit 
in  advance  with  the  city  clerk  a  sum  which  shall  be  esti- 
mated by  said  commissioners  to  equal  the  value  of  the  prob- 
able amount  of  water  to  be  consumed  by  such  annllcant  durlny; 
the  half  year  or  nart  of  any  half  year  for  which  such  wat^r 
is  desired,  and  if  the  consumption  or  use  of  water  by  such 
applicant  shall  exceed  such  estimate  said  commissioners  may 
require  additional  advance  payments  or  deposits  to  be  made 
to  said  city  clerk  from  time  to  time,  and  at  the  end  of  such 
half  year  period  the  excess  of  such  payments  or  deposits  If 
any  shall  be  refunded  to  said  water  taker. 

BLACK  RIVER  FALLS. 

(Population,  1,917.) 

MUNICIPAL  PLANT. 

Pumping:  Steam  and  electric  power;  standpipe. 

Public  Service. 

Hydrant  rental:  21  hydrants  each $30.00  per  year 
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Commercial  Service. 

Metep.  Rate: 

Minimum  annual  charge  $5.00. 

Less  than  200  gallons  per  day,  per  1,000  gallons $0.30 

200  to  300  gallons  per  1000 25 

300  to  600  gallons  per  1000 20 

600  to  4000  gallons  per  1000 15 

4,500  gallons  and  upward  per  1000 10 

Tlat  Ratls: 

Banks    $5.00 

Bakeries  shall  be  charged  a  special  rate  according  to 

the  average'  dally  use  of  flour. 

Barber  shops,  1  chair 4 .  00 

Each  additional  chair   2 .  00 

Bath  tub,  private 1 .  00 

Elach  additional  tub  1.00 

Blacksmith  shops,  first  fire   4 .  00 

Each  additional  fire  2.00 

Boarding  houses  5 .  00 

For  each  hoarder  or  lodger  additional .50 

Billiard  rooms  6 .  00 

Breweries,  distilleries,   etc Spcfcial 

Building  purposes,  per  1000  brick 06 

Per  perch  of  stone  ! 03 

Per  100  square  yards  of  plastering 25 

No  permit  less  than   1 . 00 

Brick  yards  Special 

Cigar  factories  employing  ten  persons  or  less 6.00 

Candy  factories  $6.00  to  10.00 

Churches Free 

Dentists  offices   5.00 

Dwelling  houses,  family  of  6  persons  or  less 5.00 

Each  additional  person   1.00 

Fountains  to  be  used  not  over  eight  hours  per  day  for 

the  season  of  7  months,  1-16  in.  Jet 10.00 

1-8  inch  Jet   20.00 

3-16  in.  jet 35.00 

Foundries  and  machine  shops  Special 

Halls    5.00 

Hotels Special 

Ice  cream  saloons  6 .  00 

Laundries   Special 

Manufactories   Special 

Meat  markets — with   privilege  of  washing  fioors  with 

hose  : 5.00 

Office  5.00 

Photograph  galleries   : 5 .  00 

Printing  offices  ' 6.00 

Packing  houses Special 

Restaurants   8 .  00 

Soda  fountains  Special 

Stores    5.00 

Saloons    8.00: 

Sprinkling,  hose  attachment  for  street,  lawn  and  yard 

sprinkling.  50  feet  hose  or  less 5 .  (M> 

•  Each  additional  25  foot  hose 1.00 

Each  additional  hose  attachment  2 .  00 

Stables,  livery — 12  horses  or  less 10.00 

Each  additional  horse  ,,,,..,.,,. 75 
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Hose  for  washing  vehicles $3.00  to  $5 .  00 

Cows,  (no  deviation  from  this  price  for  cows  pastured)       .75 

Schools    Special 

Water  per  barrel    02% 

Water  closets  in  hotels,  saloons  and  public  places: 

Self  closing  faucets    5 . 00 

Private  self  clo«3ing  faucets 3.00 

Persons  not  satisfied  with  the  schedule  of  rates  as  above 
can  have  the  privilege  of  putting  in  a  water 
meter,  but  in  no  such  case  shall  the  annual  rental 

be  less  than 5 .00 

Where  water  is  used  for  purposes  not  specified  in  the  foregoing 
schedule  of  rates,  the  rates  will  be  fixed  by  the  board  of  water 
commissioners. 
Lawn  and  other  sprinkling  by  hose  may  be  done  from  6  to  7  a.  m. 
and  from  6  to  8  p.  m.  from  May  1  to  Nov.  1.  except  in  July 
and  August,  when  it  may  be  done  from  6:30  to  8:30  p.  m. 
Violation  of  this  rulef  will  cause  water  to  be  turned  off  and 
a  fee  of  $1.00  paid  before  it  is  again  turned  on. 
If  proprietors  of  lumber  yards,  manufactories,  halls,  stores,  eleva- 
tors, warehouses,  hotels  or  public  buildings,  regular  custom- 
ers of  water  from  the  water  works,  wish  to  lay  large  pipes 
with  hydrants  and  hose  couplings,  to  be  used  only  in  case  of 
fire,  they  will  be  permitted  to  connect  with  the  street  mains 
at  their  own  expense,  upon  application  to  the  board  of  public 
works,  under  its  direction,  and  will  be  allowed  the  use  of 
water,  for  fire  purposes  only,  free  of  charge. 
Water  bills  are  payable  semi-annually  on  Jan.  1  and  July  1.    If 
bills  are  not  paid  within  10  days,  a  penalty  of  10  pcfr  cent 
shall  be  added,  plus  an  additional  5  per  cent  for  collection 
fees. 
The  utility  may  require  any  consumer  to  furnish  and  install  a 
meter  at  his  expense. 

BLAm. 

(Population,  486.) 

MUNICIPAL  PLANT. 

Pumping:  Steam  pow^;  pressure  reservoir. 

Public  Service. 

Hydrant  rentals,  10  hydrants,  each $15.00 

Street  sprinklers,  each  wagon  during  season 6.00 

Commercial  Service. 

McrrR  Ratks: 

15  cents  per  1000  gallons. 

Flat  Rates: 

Banks  including  one  basin $  4.00 

Barber  shops,  1  chair 3 . 00 

Barber  shops,  each  additional  chair 1 .60 

Bath  tubs  in  barber  shops,  each 2.60 

Billiard  room,  each  table 1.50 

Blacksmith  shops,  one  fire 2 .  50 

Blacksmith  shops,  each  additional  fire 1.50 

Boarding  and  lodging  houses  and  furnished  rooms \     6.00 

Building  purposes  for  1,000  bricks,  wetting  and  making 

mortar  08 

For  100  yards  square  plastering 12 

j^  or  1  cprvi  Qt  Bton^  t « i  ?  •  i  • « 1 1  ^  *  •  r  •  t « « •  t  ?  i  ?  1 1  *  f  1 1 1 1 1  *  *  •      ♦  v8 
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Butcher  shops $6.00 

Dental  offices   , 4.00 

Drug  stores  5 .  00 

Dwelling  houses,  six  rooms  or  less,  for  each  family 4.00 

For  each  additional  room 20 

Fountain  flowing  not  exceeding  6  hours  per  day  during 

season,  \A^  of  an  inch  orifice i 12 .  00 

Fountain,  1-16  Inch  jet 8.00 

Fountain,  %  inch  jet 16.00 

Fountain,  nozzles  or  revolving  sprays 1 .  50 

Hose,  used  for  washing  and  sprinkling  sidewalks,  gutters 
and  outside  of  huilding  per  lineal  foot  front  dur- 
ing business  hours 08 

Per  front  foot,  prlvatef  house 04 

Hotels  per  year,  10  rooms  or  less 6.00 

Livery,  feed  and  sale  stable,  per  single  stall,  including 

washing  carriages .50 

Double  stalls    ...  * 1 .  00 

Offices,  each  2 .  50 

Photograph  galleries    3 .  00 

Private  stables.  1  hors0,  1  cow,  or  two  horses  including 

washing  carriages  1 .  75 

Each  additional  horse  or  cow 75 

Private  bath  tubs,  each 1 .00 

Private  offices,  each  6 .  00 

Public  halls,  each 4 .  00 

Restaurants  if  owner  resides  in  same  building. 5.00 

Restaurants,  alone    4 .  00 

Store.  24  feet  front  or  leiss 4 .  00 

Store,,  each  additional  foot 20 

Saloons,  each   10.00 

Soda  fountains,  each 3 .  00 

Sprinkling  lawns  with  V4  inch  nozzle  4  hours  or  less  per 

day,  70  foot  front  or  less 4 .  00 

Each  additional  front  foot 08 

Sprinkling  lawns  as  above  where  water  is  taken  in  house, 

70  ft.  front  or  less 2 .  00 

Each  additional  front  foot 06 

Urinals  in  hotels,  boarding  houses  and  saloons,  each 2.50 

TJrinals  In  stores,  banks,  offices  and  private  houses  each     1.00 
Wash  basins,  stationary  in  private  families,  1st  basin 

free,  all  others  each 75 

Water  closets,  private,  per  bowl 2.00 

Water  closets,  public,  i?er  bowl 4 .  00 

Water  rates  must  be  paid  semi-annually  in  advance.    The  water 

to  be  charged  for  from  date  of  application. 
In  case  of  default  for  ten  days  in  payment  of  water  rent  in  ad- 
vance, the  water  is  shut  off. 
Sprinkling  of  lawns,  etc.,  shall  be  done  only  during  the  following 

hours:  6:30  to  7:30  a.  m.,  12:30  to  1  p.  m.  and  6  to  7  p.  m. 
Any  consumer  not  satisfied  with  the  rates  charged  may  put  in  a 
meter  at  his  expense.    The  village  may  put  in  a  meter  at  its 
expense  if  it  deems  it  expedient. 

BLANCHARDVILLE. 

(Population.  643.) 

MUNICIPAL  PLANT. 

Pumping:  Steam  power. 

PabUo  Servioe. 

Bjrdnmt  rental:  $40  per  year  each. 
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Commercial  Service. 

Meter  Rates: 

Less  than  2500  cu  ft.  per  quarter 20  cts.  per  100  cu.  ft. 

Over  2500  cu.  ft.  per  quarter 15  cts.  per  100  cu.  ft. 

Meter  rent,  25  cts.  per  quartefr. 
Flat  Rates: 

$1.25  per  quarter. 

BLOOMER. 

(Population,  1,204.) 

MUNICIPAL  PLANT. 

Pumping:  Standpipe. 

Public  Service. 

Commercial  Service. 

Metkb  Rate: 

$1.25  for   the  first  5,000  gallons  or  fraction  thereof,   and  20 
cts.  per  1000  gals,  for  all  above  the  first  5,000  gals. 

Water  rents  are  duo  and  payable"  quarterly  on  Jan.  1,  April  1,  July 
1,  and  Sept.  1. 

Cost  of  service  pipe  and  meter,  together  with  expense  of  installa- 
tion, is  paid  by  the  consumer.  10  per  cent  is  addend  if  this 
work  Is  not  paid  for  within  10  days  from  time  it  is  com- 
pleted. 

Any  person,  persons,  or  corporation  who  may  desire  to  lay  pipes 
larger  than  '^1  inch  with  hydrant  and  hose  couplings,  to  be 
used  only  in  case  of  fire  on  their  own  premises,  will  be  per- 
mitted to  connect  with  the  street  main  at  their  own  expense 
upon  application  to  the  village,  and  under  direction  of  the 
village  will  bcf  permitted  to  use  the  water  for  said  fire  pur- 
poses only  at  special  rates. 

A  charge  of  $1.00  is  made  for  connecting  the  same  consumer  to 
the  same  premises. 

BRODHEAD. 

(Population.  1,517.) 

MUNICIPAL  PLANT. 

Pumping:  Water  power. 

Public  Service. 

Commercial  Service. 

Meter  Rate: 

50  cents  per  1000  gallons. 

Minimum  charge  equal  to  a  consumption  of  not  less  than  500 
gals,  per  day. 

Plat  Rates:  Rate  per  annum. 

Dwelling  houses,  first  faucet $2.00 

Each  additional   faucet 50 

For  sprinkling  lawns,  first  hydrant 2.00 

Each  additional  hydrant   1.00 

Hotels,  first  faucet 4.00 

Each  additional  faucet   50 

Photograph  galleries 4.00 

Barber  shops,  first  chair 2.00 

Each  additional   chair 1.00 

Barber  shops,  each  bath  tub 2.00 

Livery  stables  10.00 
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Saloons $6 .  00 

Printing  offices  3 .  00 

Stores    3.00 

Bakery  and  restaurants 5.00 

Butcher  shop  4 .  00 

Blacltsmith   shops    3 .  00 

Dentists    5.00 

Restaurants  and  eating  houses 3 .  00 

Soda  fountains 2 .  00 

Restaurants  alone   2 .  00 

Cigar  manufactories   Special 

Fountains    

Foundries  and  machine  shops " 

Engines    " 

Public   halls    " 

Laundries    " 

Banks    '. " 

Urinals    " 

Offices  and  sleeping  rooms *' 

Churches  supplied  free  by  paying  plumbing. 
Water  rents  are  due  and  payable  In  advance  Feb.  1  and  Aug.  1. 
Ten  per  cent  penalty  will  be  added  if  rent  is  not  paid  within 
10  days. 
Hose  for  sprinkling  rmrdetis  and  lawns  shall  be  used  only  from 
May  1  to  Nov.  1,  and  between  5  and  7  a.  m.  and  6  and  8 
p.  m.    Yard  fountains  are  not  to  be  used  more  than  6  hours 
per  day,  except  by  special  permission  and  payment  of  addi- 
tional chargef5. 
Proprietors  of  lumber  yards,  manufactories,  halls,  etc.,  who  wish  to 
lay  large  pipes  with  hydrants  and  hose  couplings  to  be  used 
only  in  case  of  fires,  are  permitted  to  connect  with  street 
mains  at  their  own  expense  and  will  be  allowed  the  'use  of 
water,  for  fire  purposes  only,  free  of  charge. 
Water  supplied   to  any  place  of  which  the  rates  and  system  of 
•  measurement  are  not  provided  for  by  another  set  of  rules 

shall  be  estimated  by  the  superintendent  and  assessed  (at 
the  rate  of  50  cents  per  1000  gals.)  whenever  a  meter  shall  be 
used  as  a  basis  of  estimation. 
If  water  is  shut  off  for  violation  of  rules,  a  charge  of  $1.00,  to- 
gether with  costs  and  damages,  will  be  made  for  reconnec- 
tion.  In  case  of  a  second  offense  ferrule  may  be  withdrawn; 
should  this  be  done  a  charge  of  $3.00  will  be  made  for  re- 
connection. 
The  utility  may  install  a  meter  at  any  time.  If  consume  is  dis- 
satisfied with  the  rates  he  may  have  a  meter  attached. 

BRUCE. 

(Population,  565.) 

MUNICIPAL  PLANT. 

Pumping.    Steam;  no  pressure  reservoir  or  standpipes. 

IHiblic  Service. 

Hydrant  rentals;  8  hydrants  each $.50.00  per  year 

Public  school  buildings $40.00  per  year 

Commercial  Service. 

Flat  Ratks:  Rate  per  annum. 

Minimum  charge  for  each  service  pipe $5.00 

Bakeries    5.00 
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Baths,  public   $5.00 

Baths,   private    1.50 

Barber  shops.  3  chairs  or  less 6.00 

Each  additional  chair  1.00 

Barns,    private    5.00 

Barns,   livery    25.00 

Billiard  and  pool  rooms 5.00 

Butcher   shops    5 .  00 

Churches 5.00 

Dwellings,  one  family,  all  purposes  except  lawn  sprink- 
ling      5.00 

Bach  additional   family    5.00 

Families  living  in  buildings  other  than  dwellings  taking 

water  from  same  service  pipe  as  other  tenants 3.00 

Halls     3.00 

Harness  shops    5  00 

Laundries,   hand    6.00 

Millinery   stores 3.00 

Drug    stores ■  6.00 

Offices   in   buildings  not  especially  raterd  and  whether 

supplied  directly  or  not  

Physicians    3.00 

Dentists    3  00 

Law  offices,  each  person  1 .  00 

Photograph  galleries   6.00 

Printing  offices    6.00 

Restaurants 5 .  00 

Restaurants  and  bakeries  combined 8.00 

Saloons  12.50 

Soda    fountains,    each 2 .  50 

Sprinkling  lawns  from  G  to  8  p.  m 3.00 

Stores,  four  persons  or  less 5 .  00 

Stores,  more  than  four  persons 7.50 

Tailor  shops    5.00 

Water  closets,  each    2.50 

Bruce   hotel    12.50 

State  bank  10.00 

BURLINOTON. 

(Population,  3.212.) 

MUNICIPAL  PLANT. 

Pumping:  Steam  power;  standpipe. 

Public  Service. 

Hydrant  rentals:   87 no  charge  made 

Street  sprinkling:  water  at  meter  rates. 

Commercial  Service. 

Meter  Rate: 

Minimum    annual    rate $5 .  00 

Less  than  1,000  gals,  per  day  15  cts.  per  M  gals. 
1,000  and  less  than  2,000  gals,  per  day,  13  cts.  per  M  gals. 
2,000  and  less  than  4,000  gals,  per  day,  11  cts.  per  M  gals. 
4.000  and  less  than  7,000  gals,  per  day.  10  cts.  per  M  gals. 
7,000  and  less  than  10,000  gals,  per  day,  9  cts.  per  M  gals. 
10.000  and  less  than  14,000  gals,  per  day,  8  cts.  per  M  gals. 
14,000  and  less  than  18,000  gals,  per  day.  7  cts.  per  M  gals. 
18,000  gals,  and  over  per  day,  6  cts.  per  M  gals. 
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The  minimum  cost  to  each  consumer  shall  not  be  less  than 
five  dollars  per  year.    Churches   shall   be  allowed  the 
equivalent  of  five  dollars'  worth  of  water  per  year  free 
of  charge,  at  the  rate  of  15  cts.  per  1,000  gals.;  all  quan- 
tities in  exceiss  shall  be  paid  for  at  the  above  meter 
rales.    All    water   service,    whether    free   or   otherwise, 
must    be   obtained    through    water   meters.    All    water 
rents  shall  be  paid  semi-annually  on  the  first  day  of 
April  and  the  first  day  of  October  of  each  year  In  ad- 
vance to  the  extent  of  the  minimum  charge  of  two  and 
one  half  dollars  every  six  months.    All  quantities  used 
during  the  preceding  six  months  in  e'xcess  of  the  mini- 
mum charge  shall  be  paid  for  when  the  advance  mini- 
mum charge  is  due  and  payable.    If  water  rents  are 
not  paid  within  30  days  after  the  first  day  of  April  and 
the  first  day  of  "October  of  each  yeur,  a  penalty  of  10 
per  cent  will  be  added  and  if  not  paid  within  45  days, 
the  water  will  be  shut  off  upon  the  order  of  the  com- 
mittee on  fire  department  and  waterworks  and  will  not 
ber  turned  on  again  until  the  party  or  parties  in  default 
nhall  have  paid  all  rents,  fees  and  other  lawful  charges 
in  arrears,  and  in  addition  thereto  the  penalty  in  Buch 
cases  made  and  provided. 
If  water  is  turned  off  for  violation  of  rules  it  will  not  be  turned  on 
again  except  upon  payment  of  $5.00  in  addition  to  all  other 
fees,  fines,  penalties,  and  expenses. 
The  cost  of  the  meter,  in  case  it  is  furnished  by  the  city,  and  of 
installing  the  same,  whether  so  furnished  or  not,  shall  be 
paid  by  the  consumer  before  the  water  is  turned  on  and  shall 
not  exceed  the  actual  cost  to  the  city. 
If  the  proprietors  of  lumber  yards,  manufactories,  halls,  etc.,  who 
are  regular  consumers,  wish  to  lay  large  pipes  with  hydrants 
and  hose  coupling  to  be  used  in  case  of  fire,  they  are  per- 
mitted to  connect  with  the  street  mains  at  thcrir  own  ex- 
pense; water  used  for  fire  purposes  only,  free  of  charge. 

OASHTON. 

(Population,  568.) 

MUNICIPAL  PLANT. 

Pumping:  Electric  power.    No  pressure  reservoir  or  standpipe. 

Public  Service. 

Hydrants,  $65.00;  water  for  fire  department,  $50.00. 

'  Commercial  Service. 

Meter  Rates: 

Minimum  annual  bill  $6.00. 

First        800  cu.  ft.  or  less  used  in  6  mo.  per  100  cu.  ft.  $0.40 

Next      1,000                     •*     .                "                    "  .30 

Next      1,500                     "                     ••                    "  .25 

Next    10,000                      "                      "                     "  .20 

Flat  Rates  : 

Banks    $3.50 

Bakeries    7.50 

Bakeries  and  restaurants  combined 12 .  50 

Barber  shops,  two  chairs  or  less 8 .  00 

Additional  chairs,  each 1 .  00 


'QuPHtion  of  rates  now  pondhif?  before  tlie  i^)mnilsalon. 
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Bath  tubs,  public,  one  tub $7.50 

Each  additional  bath  tub 5.00 

Private  tubs 1 . 5-^ 

Billiard  rooms 3.00 

Blacksmith  shops a . 00 

Boarding  and  lodging  houses,  ten  rooms  or  less 10.00 

Each  additional  room 50 

Stores 3.50 

Building  purposes  per  1,000  bricks 10 

Stone  work  per  cord 10 

Plastering  per  100  yds 25 

Butcher  shops  7.50 

Bottling  works 20.00 

Cigar  factory 5.0) 

Club  rooms    5 .  00 

Dwellings,  six  rooms  or  less,  one  family 5.00 

Each  additional  room 25 

Each  additional  family 4.50 

Depot 3.50 

Dentist  fountains,  cuspidors 2 .  50 

Drug  stores   7 .  50 

Halls,  public   5.03 

Hotels,  ten  rooms  or  less 10.00 

Ice  cream  parlor   3.00 

Laundry  25.00 

Lumber  office 3 .  50 

Marble  works  3 .  50 

Office  and  sleeping  rooms 3 .  50 

Photograph  gallery 2). 00 

Printing  office  4.00 

Post  office   3.50 

Restaurants,  three  tables  or  less 10.00 

Saloons   12.00 

Schools,  public   30.00 

Livery  stables   20.00 

Private,  each  horse  or  cow 1.00 

Urinals 2.00 

Water  basins,  public  1.00 

Water  basins,  private 50 

Water  closets,  public  places 5 .00 

Each  additional  bowl   3.00 

Private  closets   ■ 2 .  50 

Work  shops 3.00 

Stock  yards   25.00 

Tobacco  warehouse 10.00 

Grain  elevators  3 .  50 

CASSVILLE. 

(Population,  890.) 

MUNICIPAL  PLANT. 

Pumping:  Steam  power,  pressure  reservoir. 

Public  Service. 

Cominercial  Service. 

Mktir  Rate: 

10c  per  1000  gals. 

Flat  Rates  :  Per  Year. 

Barber  shop $  2.40 

Brewery Meter 

Drug  store 2.60 


WATER  RATES.] —309— [CHIPPEWA  FALLS 

Per  Year. 

Dwellings    $5.00 

Hotels  20.00 

Livery  barn Meter 

Meat  market 12 .  00 

Saloons  5 .  00 

OHETEK. 

(Population,  829.) 

MUNICIPAL  PLANT. 

Pumping: 

Public  Service. 

Commercial  Service. 

Meter  Ratrs 

Minimum  quarterly  charge  $1.25. 

1000  to  5000  gal $0.25  per  M  gal. 

Over  5000  gal 20         *'        or  fraction  thereof. 

Meters  furnished  by  city. 
Bills  due  and  payable  quarterly  on  the  first  day  of  April,  July, 

October  and  January. 
Wat(nr  turned  off  upon  failure  to  pay  bills  when  due,  and  charge 
of  $1.00  exacted  for  turning  on  water  again. 

OmPPEWA  FALLS. 

(Population,  8,893.) 

CHIPPEWA  VALLEY  RAILWAY,  LIGHT  &  POWER  CO. 

Pumping,  steam  and  electric  power,  standpipe. 

Public  Service. 

Hydrant  rental: 

Contract  with  city  100  at  $55.00  per  year  $5,500 

56  at     50.00         "  2,800 

Streft  sprinkling: 

$30  per  mo.  per  wagon. 

Commercial  Service. 

Meter  Rates. 

Minimum  charge  $5.00  per  annum. 
When  the  daily  consumption  is: 

100  to        3Q0  gallons  per  1000  gallons  $0.30 

300  "      1.000  "  "  .25 

1,000   '^     4.000  "  "  .20 

4,000   "      7,000  "  "  .15 

7.000   "      9,000  "  "  .12 

9,000   "    12,000  "  "  .10 

12.000  '*    18,000  "  "  .08 

18,000  "    30,000  "  "  .07 

30,000  "    45,000  "  "  .06 

46,000   "    50,000  ••  *  .05 

60.000  and  over  "  "  .04 

Plat  Rates  : 

Minimum  rate  for  any  consumer  $5.00  per yr. 

Banks, 

One  self  closing  faucet 8 .  00 

One  faucet,  with  hose  connection IQ.OO 
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Bakeries. 
Daily  average  each  barrel  of  flour  u^d,  per  bbl. . .  $4 .  00  per  yr. 
Provided  no  bakery  less  than 8.00 

Barber  Shops. 

First  chair  and  basin 5.00 

Each  additional  chair  1.50 

Baths. 

Private  without  heating  attachments 3.00 

Private,  with  heating  apparatus 4.00 

Each  additional  bath-tub  used  by  sam^  family..     2.00 
Hotel,  hospital,  boarding  house  or  barber  shops, 

first    tub    8.00 

Hotel,  hospital,  boarding  house  or  barber  shops, 

each  additional  tub 4 .  00 

Public,  first  tub  12.00 

Public,  each  additional  tub   .'i 8.00 

Blacksmith  Shops. 

First  fire   5.00 

Each  additional  fire 2. 00 

Building  purposes. 

Brick  per  1,000  laid 10 

Stone  per  perch 07 

Plaster  per  100  yards  40 

Boarding  Houses, 

Per  room   1 .  00 

Providing  no  boarding  house  less  than 10.00 

Dwellings. 
Occupied  by  one  family,  kitchen  faucet 5.00 

Dental  Offices. 

Hydraulic  spittoon  and  basin 10.00 

Drinking  Faucets. 

In  lumber  yards,  planing  mills,  etc.,  for  drinking 

water  only,  per  season  5 .  00 

Fountains. 
Fountains  to  be  used  not  over  six  hours  p^  day 
for  the  season  of  six  months,  as  follows: 

1-16  inch  jet    10.00 

1-8    inch  jet 20.00 

3-16  inch  jet   35.00 

Kitchen  Faucets. 
In  boarding  houses,   hospitals  and  hotels  when 

annual  rate  is  $15.00  or  over 5.00 

In  halls,  lodge  rooms,  churches,  etc 5.00 

Factories. 

Manufacturing  gloves  or   shoes,   one   faucet  for 

each  25  persons  or  fraction  thereof  employed  $5.00 

Laundry. 

Public,  per  tub    8.00 

Offires. 
Wash  basin  ' 5.00 

Printing  Offices. 

Six  hands  or  less 10.00 

Each  additional  hand 1.50 

Stahles. 

Private,  one  horse    4 .  00 

Each  additional  horse 2.00 

Each    cow    2 .  00 

Livery  Stahles. 
Boarding  or  sale  stable,  six  horses  or  IcfSs,  includ- 
ing washing  carriages   12.00 

Blach  additional  stall   (double)    1.60 
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Photograph  Gallery. 

Prom $10.00  to  $15.00  per yr.  ' 

Saloons, 

Two  self-closing  bar  faucets 10 .  00  i 

One  self-closing  and  one  hose  bar  faucet 15.00 

Wash  basin,  self-closing  faucet 3.00 

Wash  basin,  with  hose  connection 5.00  , 

Sprinkling^  During  specified  hours. 
Sprinkling  lawns  with  1-8  in.  nozzle,  four  hours 

per  day,  and  two  66  foot  front  lots,  or  less. .     5.00 

Each  additional  two  06  foot  front  lots 5 .00 

Streets,  in  addition  to  lawn  sprinkling,  per  front 

foot    05 

In  case  of  corner  lots  measuring  shall  be  taken, 
on  both  fronts  for  street  sprinkling. 
Stores, 
One  basin,  self  closing  faucet  in  clothing,  shoe, 
notions,  Jewelry  stores  and  small  stores  em- 
ploying not  to  exceed  four  persons 5.00 

One  basin,  self  closing  faucet  in  stores  not  above 

mentioned   8.00 

One  basin  with  hose  connection 10.00 

Urinals, 

Private,  one  basin,  self-closing  faucet 2.00 

Self-closing,  stores,  banks,  offices,  et<v  3.00 

Self-closing,  restaurants,  saloons 5. 00 

Public,  self-closing  faucet 8.00 

Wash  Basin. 
Wash  basin  in  dwelling  in  addition  to  first  faucet    2.00 

In  hotd  in  private  room   3.00 

Hotel  wash  room,  each  basin  4.00 

Water  Closets — Self  Closing. 

Private    •. 4.00 

Self-closing,  stores,  banks,  offices  5.00 

Restaurants,  saloons,  etc 5 .  00 

Public    8 .  00 

Miseellaneous. 

Private  fire  hydrants  for  fire  purposcfis  only 50.00 

Stand  pipe  in  building  for  fire  protection  only, 
rated  according  to  property  protected.    No 

rate  less  than   12 .  00 

Flat  rate  on  motors  to  run  pipe  organs  located 
in  churches  and  run  by  piston  motors  or  simi- 
lar motors   30. 00 

The  rates  to  cemeteries,  both  public  and  private, 
shall  be  5  cts.  per  1000  gallons,  without  re- 
gard to  quantity. 
Hydraulic  elevator,  Chippewa  Valley  Mercantile 

Co.,  134  W.  River  St.,  per  year 65.00 

Soda  water  factories   15.00  to  30.00 

Green  houses 10 .  00  to  25 .  00 

Flushing  private  sewers,   (minimum  charge,  50 

cts.)  per  hour   1 . 00 

Mandelert  Mercantile  Co*s.  Woolen  Mills,  includ- 
ing boiler Meter 

Bills  due  and  payable  quarterly  in  advance  on  the  first  day  of 
January,   April,   July   and  October  each  year.    When   bills 
are  10  days  overdue,  water  will  be  shut  off. 
A  charge  of  $1.00  made  for  turning  on  water  when  It  has  been 
turned  otl  for  nonpayment  of  bills. 
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Hand  hose  may  be  used  between  the  hours  of  6  and  8  a.  m.  and 
6  and  8  p.  in. 

A  charge  may  be  made  for  tapping  and  furnishing  the  corporation 
cock  of  $2.00  each  for  %  inch,  and  |2.25  for  %  inch. 

Consumers  are  required  to  furnish  and  keep  their  meters  in  re- 
pair and  protect  them  from  frost  and  injury  of  every  kind. 

CLINTON. 

(Population,  897.) 

ClilNTpN  GAS  AND  WATER  CO. 

Pumping:     Gas  power;  standpipe. 

Hydraulic  rentals,  30  hydrants  each |30      per  year. 

Street  sprinkling 20.60  per  year. 

*  Commercial  Service. 

Meter  Rates: 

Per   1000  gallons   20  cts. 

Flat  Rates: 

Dwellings    |4 .  00  per  year. 

OLINTONVILLE. 

(Population,  1,747.) 

MUNICIPAL  PLANT. 

Pumping;  Steam  power;  standpipe. 

Public  Service. 

21  hydrants  at  $35.00  per  year. 

Commercial  Service. 

Meter  Rates: 
Service  Charge.  • 

For  each  %  inch  meter    $4.00  per  year 

%  "  iS.OO 

1  *•  10.00 

2  "  20.00 

Charge  for  Water. 

For  first    100,000  gal.  per  year    $0.12  per  M  gal. 

"     next     100,000  "  10 

"  all  over  200,000  " 06 

All  water  service*  to  be  metered. 

Water  rates  collected  annually  in  the  same  manner  that  other  spe 
cial  assessments  against  real  estate  are  collected. 

COLBY. 

(Population,  869.) 

MUNICIPAL  PLANT. 

Pumping:  .  "    » 

Public  Service. 

Hydrant  rental:  $40  per  year. 

Commercial  Service. 

Flat  Rates: 

Baths,   public    $10.00  per  year. 

Dwellings    5.00 

Dwellings  with  bath   7.50 

'  Question  of  rates  now  pending  before  the  Commission. 
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Dwellings  with  closet  $7.50  per  year 

Hotels    10.00 

Lawns   5.00 

Livery   stables    10.00 

Saloons    10.00 

Stores    5.00 

COLUMBUS. 

(Population.  2,523.) 

MUNICIPAL  PLANT. 

Pumping:  Steam  power;  standpipe. 

Public  Service. 

Hydrant  rentals:     50  hydrants  each $40.00  per  year. 

Electric  department  (contract) 96.00       " 

Street  sprinkling Metered 

Commercial  Service. 

Meter  Rates: 

Minimum  annual  charge  $5.00. 

Per  100  cu.  ft 20  cte. 

Flat  Rates': 

Water  for  paving  per  100  sq.  yds 40  cts. 

Water  for  constructing  curbs  and  gutters,  per  lineal  foot,  5  mills. 

Sprinkling  of  lawns,  gardens,  etc.  is  permitted  from  6  to  8  a.  m. 

and  from  4  to  8  p.  m.  but  nofr  more  than  four  hours  per  day. 

Regular  customers  may  lay  large  pipe  and  connect  with  city  mains 

at  their  own  expense,  to  be  used  only  in  case  of  flre.    Wat^r  j 

for  flre  purposes  will  be  free  of  charge. 
Consumer  must  pay  for  meter  installed. 

A  charge  of  $5.00  is  made  upon  application  to  tap  main  for  cost 
of  tap.    A  charge  of  $2.00  is  made  for  each  tap  more  than 
one  to  be  connected  to  the  same  service  pipe. 
Bills  due  and  payable  semi-annually  in  advance,  the  first  day  of 

Jan.  and  July  each  year. 
A  charge  of  $1.00  is  made  for  turning  on  water  where  it  had  been 
turned  off  because  of  non-payment  of  bill, 

CORLISS. 

(Population,  525.) 

WISCONSIN  ENGINE  CO. 

Pumping.  ,1 

Public  Service. 

*  Commercial  Service. 

Meter  Rates  : 

Minimum  monthly  charge  50  cts. 

Per  100  cu.  ft 22%  cts.' 

CUBA  CITY. 

(Population,  967.) 

MUNICIPAL  PLANT. 

Pumping:     Electric  motor;  standpipe. 

Publio  Service.. 


'  Question  of  rates  now  pending  before  the  Commission. 
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Commercial  Service. 

Meteb  Rates: 

100  to  1,000  gals,  per  mo.,  40  cts.  per  M 
1,000  to  2,000  "  30 

5,000  "  20 

10,000  "  15 

Plat  Rates: 

Dwellings $5.00  per  year 

Water  from  public  hydrants 4.00        " 

ouhberland. 

(Population,  1.446.) 

MUNICIPAL  PLANT. 

Pumping:     Steam  power;  standpipe. 

Public  Service. 

Public  fire  hydrants  (per  hydrant) $60.00  per  year 

Public  library  12.00 

Public  school    15.00 

Street  sprinkling  No  charge 

Commercial  Service. 

Flat  Rates: 

Bakeries $2.00  per  year 

If  with  dwelling 6.00 

Baths    2.00 

Barber  shops,  for  two  chair  or  less 5.00 

Barber  shops,  each  additional  chair 1 .00 

Bath  tub,  private 1.00        *' 

BatI'.  tub,  public 4.00 

Blacksmith  shop,  for  two  fircfs  or  less 2.00 

Building  purpcscE,  brick  per  thousand .15 

**            stone  per  cord .25 

plaster,  per  100  yards 15 

Butcher  shops  3.00        " 

Churches   free 

Dwelling  houses  per  family 4 .00        ** 

Heating   plants    1.00 

Hotels  and  boarding  houses  for  six  rooms  or  less  6.00        " 

Each  additional  room 50        " 

LAwn  sprinkling,  per  fifty  foot  frontage 1.00        '* 

Laundries    special 

Offices  and  sleeping  rooms 1 . 00        " 

Photo  galleries 3.00        " 

Printing  offices  special  for  power 2.00        " 

Restaurants  if  with  dwellings 6.00        •* 

Restaurants    » . .  2.00        " 

Saloons    5.00        " 

Soda  fountains  2.00        *• 

Stables,  public  for  12  head  or  less 10.00        •• 

Stables,  each  additional  head 1 .  00 

(There  is  no  rate  for  private  stables.) 

Stores    3.00        ** 

Steam  engines,  per  horse  power  up  to  ten 3 .00        " 

Each  additional  horse  power 1.00        *' 

Water  closets,  public 3.00        " 

Water  closets,  private 1 .  00        •* 

Cumberland  Milling  Co.,  present  capacity. ......  50.00        ** 
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Rates  for  easels  not  above  provided  for,  shall  be  fixed  by  the  fire 
and  water  committee,  subject  to  the  approval  of  the  council, 
but  no  special  rate  shall  be  less  than  $1.00  per  annum. 

Bills  due  and  payable  quartorly  on  the  first  day  of  April,  July, 
October  and  January  each  year.  Waterr  will  be  turned  oft 
when  bills  are  10  days  overdue. 

A  charge  of  $1.00  is  made  for  turning  on  water  when  it  has  been 
turned  ofF  for  non-payment  of  bill. 

Hand  hose  or  lawn  fountains  may  be  used  two  hours  per  day  p^ 
50  ft.  of  frontage.    In  no  case  can  they  be  used  all  night. 

DABLINOTON. 

(Population,  1,808.) 

MUNICIPAL  PLANT. 

Pumping:     Electric  power;   pressure  reservoir. 

Public  Service. 

Hydrant  rental  per  hydrant $35  per  annum 

Commercial  Service.  * 

METiat  Rates. 

-   Service  Charge. 

%  In.  meters,  one  consumer $0.75  quarterly 

%    • '       1.00 

1  "  "      ■••  "       1.25         ** 

2  "  "        "  "        1.50 

Othefr  sized  meters — a  proportional  variation  in  the  service 

charge. 
For  each  additional  consumer  on  the  same  meter  an  addi- 
tional charge  of  50c  quarterly. 
Charge  for  Water. 

Minimum  semi-annual  bill  $1.50. 

First  500  gals,  per  day  per  quartet 16  cts.  per  1000  gals 

All  over  500  gals,  per  day  per  quarter 13  1-3  cts.  per  gal. 

Flat  Rates: 

Each  consumer  $3 .  00  semi-annually 

(Each  dwelling,  flat,  store,  etc.,  regarded  as  one  consumer.) 

Each  barn $2 .  00  semi-annually 

Rent  due  and  payablef  semi-annually  in  advance  to  the  amount 

of  $3.00  on  the  first  day  of  July  and  January. 
City  limited  to  a  cost  of  $3.00  in  the  installation  of  meters,  excess 

cost  to  be  borne  by  consumer. 
Water  to  be  turned  off  upon  failure  to  pay  rent  within  ten  days 
after  it  is  duef. 

DEERFIELD. 

(Population  533.) 

MUNICIPAL  PLANT. 

Pumping:     Qas  power;  standpipe.  « 

Public  Service. 

Commercial  Service. 

Plat  Ratks: 

Dwellings,  stores,  shops,  lawns  and  gardens. 

First  faucet $5.50  per  year 

Second  and  third  additional  faucet  each 2.00        " 

Fourth  and  other         "  "         "      60 
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Building  purposes. 

Per  1000  brick |0.10 

Per  cord  of  stone 10 

Per  100  yards  of  plastering 15 

Creameries   15.00  per  year 

Hotels 8.00 

Livery  stables  25 .00 

Photograph  galleries    6 .  00 

Specillc  rates  for  other  purposes  fixed  on  application  by  the 
board. 

DELAVAN. 

(Population,  2,450.) 

MUNICIPAL  PLANT. 

Pumping:     Steam  power;  standpipe  and  pressure  reservoir. 

Public  Service. 

Hydrant  rentals:  67  hydrants,  no  charge. 
Street  sprinkling?  no  charge. 

Commercial  Service. 

Meter  Rates: 

Semi-annual  minimum  charge,  |2.50. 

For  the  first  8,333  gals ^2.50  for      8,333  gal8. 

For  an  additional  10,000  gals,  at  30  cts.  per  1000     $5.50  for     18,333  gate. 

For  an  additional  50.000  gals,  at  25  cts  per  1000    18.50  for    68,333  gals. 

For  an  additional  50,000  gals,  at  20  cts  per  1000    28.00  for  118,333  gals. 

For  an  additional  50,000  gals,  at  15  cts  per  1000     35.00  for  168,333  gals. 

For  an  additional  50,000  gals,  at  10  cts  per  1000    40.50  for  218,333  gals. 

For  an  additional  50,000  gals,  at    9  cts  per  1000    45.00  for  268,333  galfl. 

For  an  additional  50,000  gals,  at    8  cts  per  1000    49.00  for  318,833  gals. 

All  water  consumed  in  each  six  months  period  over  318,833  gals,  at  rate 

of  8  cts.  per  1000  gals. 

A  charge  of  $14.00  will  be  made  for  each  tap  including  corporation 

cock,  service  cock  and  box  and  putting  in  the  service  pipe 

to  inner  side^  of  the  curb. 

Bills  due  and  payable  semi-annually  the  first  of  January  and  July. 

Meter  to  be  attached  to  any  service  pipe  at  owner's  expense  when 

village  board  so  orders. 
Defects  in  private  pipes  to  be  remedied  within  twenty-four  hours 
after  notice,  under  penalty  of  turning  off  water  and  pay- 
ment of  $3.00. 
All  consumers  must  provide  meters.    City  will  furnish  meters  at 
cost. 

DE  PERE 

(Population,  4,477.) 

MUNICIPAL  PLANT. 

Pumping:     Electric  power;  standpipes. 

Public  Service. 

Hydrant  rentals:  90  hydrants,  each $50.00  per  year 

Street  sprinkling,  each  cart $5.00  to  $10.00 

Commercial  Service. 

Meter  Ratfs: 

Minimum  quarterly  charge  $1.25. 
First    3,000  gals,  or  less  per  quartefr $1.25 
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Next    0,000  gals,  per  quarter $0.35  per  M  gale. 

"      10,000     '*        •*        "        25     "     "     " 

*'      10,000     "         ••        *•        15      "     "      " 

Over  28,000     "        "        "        10     "    "     " 

Fr^T  Ratks: 

Bakeries $8.00  to  $10.00  per  year 

Barber  shop,  two  chairs  or  less 5.00        " 

Each  additional  chair 1.50        " 

Bath   .....: 2.00 

Blacksmith  shop,  one  fire 5.00        " 

Each  additional  fire 1.50 

Closet   ♦ 3.00 

Each  additional  closet 1.00        " 

Faucet,  one ' 5.00        " 

Each  additional  family 4.00        " 

E>ach  additional  faucet  2.00        " 

Hose  for  lawn  for  60  ft.  front 5.00        " 

Each  additional  foot  at  2^  cts. 

Lavatory    2.00        " 

Restaurant   $5.00  to    10.00        " 

Stables  for  not  more  than  two  horses  or  cows.     3.00        " 

Each  additional  horse  or  cow 1 .  00        " 

Stores  and  offices,  one  faucet 5 .  00        " 

"    closet    5.00 

"     urinal    5.00 

Sale  of  water,  each  load  not  to  exceed  25  bbls.  per  load ...  25  cts. 
Bills  due  and  payable  quarterly   in  advance  on  the  first  day  of 
November,  February,  May,  and  August,  and  must  b^  paid*  by 
15th  of  said  month. 

DODGEVILLE. 

(Population,  1,791.) 

MUNICIPAIi  PLANT. 

Pumping:     Steam  power;  standpipe. 

Public  Service. 

Hydrant  rentals:  36  hydrants $1,280.00  per  year 

Public  fountains,  3 $40.00 


«i 


Commercial  Service. 

Meter  Rates: 

40  cts.  per  1000  gallons. 

Service  pipe,  corporation  cock,  scfrvice  cock,  together  with  service 
cock  box  and  installation  of  same  to  be  paid  for  by  con- 
sumers on  the  side  of  the  mains  nearest  the  sidewalk,  and 
consumers  on  the  other  side  are  allowed  25  cts.  a  foot  for 
e;cc^s  of  ditch  and  pipe  on  that  side  over  the  short  side. 

Failure  to  make  necessary  repairs  upon  private  premises  within 
twenty-four  hours  after  notice,  will  be  followed  by  the  shut- 
ting off  of  the  water,  and  exacting  of  a  penalty  for  such 
shutting  and  turning  on  after  required  repairs  have  been 
made. 

Hydrants,  taps,  hose,  water  closets,  urinals,  baths,  etc.,  not  to  be 
left  running  without  special  permit  and  payment  of  addi- 
tional rates. 

Hose,  larger  than  three-quarter  inch  not  permitted  except  upon  pay- 
ment of  additional  charge.    Nozzle  must  be  used  In  every 
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case  and  automatic  sprinkling  with  hose  by  any  device  pro- 
hibited. Hos^  may  be  used  between  the  hours  of  6  a.  m. 
and  S  a.  m.  and  6  p.  m.  and  8  p.  m.  from  May  1st  to  Novem- 
ber 1st. 

Yard  or  house  fountains  to  be  used  only  six  hours  daily  from  May 
1st  to  Nov.  1st,  except  by  special  permit  and  upon  payment 
of  additional  rates. 

In  particular  cases  private  hydrants  to  be  used  in  case  of  fire  only 
may  be  installed  at  consumers'  expense.  Water  for  such 
purpose  to  be  furnished  free  of  charge. 

Service  pipe  laid  at  consumers'  expense  from  the  main. 

City  reserves  right  to  attach  water  meter  to  any  service  pipe. 

Bills  due  and  payable  seitii-annually  on  the  1st  of  January  and 
July  each  year.  Penalty  of  10  per  cent  added  to  each  bill 
not  paid  within  10  days  after  they  aref  due,  and  treasurer 
shall  collect  them,  adding  5  per  cent  for  his  fees  of  collection. 

DUBAND. 

(Population,  1,503.) 

MUNICIPAIi  PLANT. 

Pumping. 

Public  Service. 

Commercial  Service. 

Meter  Rates: 

Minimum  annual  bill  $5.00. 

First  200  gals,  per  day;  per  1,000  gals 30  cts. 

Next  100  • 25    ** 

Next  300  "  "  "  20    " 

Next  2,400  *'  "  '*  15    " 

All  over  3,000  "  "  "  10   " 

Bills  payable  semi-annually  on  the  15th  day  of  January  and  July. 
If  not  paid  within  ten  days  the  water  will  be  turned  off,  and 
a  charge  of  fl.OO  made  for  turning  it  on  again. 
Water  for  lawn  and  street  purposes  may  be  used  from  6  to  7  a.  m. 
and  froip  6  to  8  p.  m.,  except  during  the  months  of  July  and 
August,  when  it  may  be  used  from  5:30  to  8:30  p.  m. 
Meters  furnished  at  expense  of  consumer,  and  a  charge  of  |8.00  is 
made  for  tapping  main  and  furnishing  corporation  cock,  goose 
neck,  curb  cock,  and  curb  box. 

« 

EAST  MILWAUKEE. 

(Population,  707.) 

MUNICIPAL  PLANT. 

Pumping:     Water  purchased  from  city  of  Milwaukee 

Public  Service. 


Commercial  Service. 

Meter  Rate: 

Minimum  quarterly  bill  50  cts. 

7  cts.  per  100  cu.  ft. 

A  charge  of  |1 .00  for  reading  meters  is  mad^  annually. 
Pr.AT  Rates: 

Settling  trenches. 
For  each  100  ft.  or  less  of  2  ft.  wide  trench $0.40 

««  <1  <l  4«  it  (i  t(      O        f(  M  li  AA 
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For  each  100  ft.  or  less  of  5  ft.  wide  trench $1.00 

"      "        "    "    of  gas  pipe  trench '. 32 

Building  purposes. 

Brick,  per  1000  (M) $0.04 

Stone,  rubble,  per  cord 08 

Plastering,  per  100  sq.  yds 11 

Concrete,  per  cu.  yd 006% 

Cement,  tile,  or  artificial  stone  sidewalks  and  floors, 

per  100  sq.  ft?. .06% 

Fire  proof  tiling,  per  100,  any  size  tile 06% 

Hollow  tile,  per  100  sq.  ft 06% 

Concrete  blocks,  per  100  sq.  ft 06% 

Grouting,  per  1000  sq.  ft 06% 

Steam  shovels,  etc.  (large)  per  week 1 .00 

Minimum  charge  for  any  permit 25 

Falling  cisterns. 

For  filling  sprinkling  tank 50 

Bills  are  due  and  payable  on  first  day  of  January,  April,  July  and 
October.  If  bills  are  not  paid  within  20  days  a  penalty  of  5 
per  cent  will  be  added,  and  if  any  bills  remain  unpaid  for  ten 
days  thereafter  water  will  be  shut  off. 
In  case  water  has  been  turned  off  for  any  reason,  it  will  not  be 
turned  on  again  until  all  back  rates,  penalties,  and  a  further 
sum  of  $2.00  has  been  paid. 
Consumers  must  pay  for  meter  and  cost  of  installation. 

EAST  TROY. 

(Population,  673.) 

MUNICIPAL  PLANT. 

Pumping.  I    ■  > 

Public  Service. 

*  Conunercial  Service. 

Meteb  Rates  : 

Minimum  quarterly  bill  $1.25. 

100  to      300  gals,  per  day  per  1,000  gals 20cts.   . 

300  to   1,000  ••  "  18   " 

1,000  to   6.000  "  "  15    " 

6,000  to  14,000  "  "  12    " 

14,000  to  20,000  "  "  8    " 

20,000  to  30,000  •'  "  5    " 

Meters  Installed  at  consumers'  expense.  The  use  of  hose  for  sprink- 
ling streets,  lawns,  gardens,  washing  windows,  etc.,  is  per- 
mitted at  all  hours  of  the  day  not  later  than  9  p.  m.,  except 
in  case  of  fire,  when  the  use  of  hose  is  forbidden. 
Yard  fountains  shall  not  be  used  more  than  six  hours  per  day  and 
only  between  April  1st  and  November  Ist. 

EAU  CLAIRE. 

(Population,  18,310.) 

MUNICIPAL  PLANT. 

Pumping:     Steam,  hydraulic  and  electric  power. 

PabUc  Service. 


*  Qaeetion  of  rates  now  pending  before  the  Commission. 
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Commercial  Service. 

Meter  Rates: 

First  600  cu.  ft.  per  quarter — minimum  charge  $0.75 

Next  1.400  "  "  per  100  cu.  ft.       .12^i 

2.000  "  "  "  ••  .11 

2.000  "  "  "  "  .10 

1.000  *'  "  "  "  .09 

1.000  "  "  "  "  .08 

'       "  1,000  "  "  "  "  .07 

1,000  "  "  "  "  .06 

1,000  "  "  "  "  .05 

All   over  11,000  "  "  "  •'  .04 

Service  charge: 

For  %  Inch  meter    $0.25 

•*     %      *•        •*        40 

"       1       "         *'        50 

"1%       "         "        1.00 

"      2       *'         *•        1.50 

"      3       •'         *'        2.50 

"      4       '*         "        : 5.00 

"      6       ••         "        10.00 

Meter  rental  is  not  Included  in  the  minimum  hill. 
If  there  is  more  than  one  service  on  a  meter  each  additional 
consumer  shall  pay  a  service  charge  of  25  cents  for  each 
quarter. 
Flat  Rates: 

For  kitchen  faucet  or  two  faucets  in  case  one 
is  used  for  range  boiler,  service 
charge  25  cts.  output  charge  75  ets., 

total ,. $1 .00  per  quarter 

Each  additional  faucet 25    " 

For  first  basin  or  lavatory 50    "        " 

Additional  basins  or  lavatories,  each 25    "        " 

For  first  water  closet 1.00    "        " 

Additional  water  closets,  each 50    "        " 

For  first  bath  tub 1.00    " 

For  additional  bath  tubs,  each 50    "        " 

For  urinal  in  dwelling,  sdf  closing  faucet. .     1.00 

For  public   urinals 2.50    " 

For  special  fixtures  and  services  not  named  above,  the  ratei 

will  be  fixed  by  the  council  on  application. 
Building  purposes. 

Brick  per  1,000  mason's  measurement 10  cts. 

Stone  per  100  cu.  ft  "  20     " 

Plastering  per  100  yds.        "  25     " 

Concrete  walls  and  piers  per  cu.  yd 7 

Concrete  walks  or  floors  per  sq.  yd 2 

Unmetered  lawn  sprinkling. 

For  a  street  frontage  of  30  ft.  or  less  for  the  season  $3.00 

For  each  additional  foot  over  30  ft 10 

Corner  lots  measured  on  short  side,  but  width  of 
boulevard  is  included. 
Street  sprinkling  from  lawn  hose,  5  cts.  per  front  foot. 
All  sprinkling  charges  shall  be  paid  on  October  Ist 
Lawn  and  street  sprinkling  on  unmetered  service  can  be  done 
only  from  6  to  8  a.  m.  and  6  to  8  p.  m. 


«* 
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Water  for  private  fire  protection. 
For  connections  with  city  watel*  mains. 
For  G  Inch  pipe  connection  |20.00  per  year. 
."     4  "  16.00 

"    3  "  12.00 

"     2  "  10.00 

For  automatic  sprinklers  1  cent  per  year  additional  for  each 

sprinlfling  head  or  similar  device. 
No  charge  for  water  actually  used  for  fir^  protection. 
The  city  charges  |1.50  for  tapping  the  water  main  and  for  the 
corporation   cock.     Service  pipe  Is  laid  and   kept  in  order 
at  the  expense  of  consumer. 
Mefters  are  set  without  charge  for  labor  If  pipes  are  accessable. 

Fittings  furnished  at  cost. 
Bills  are  payable  quarterly  on  the  first  days  of  January,  April, 
July,  and  October,  and  a  penalty  of  5  per  cent  will  be  added 
If  pkyment  is  not  made  before  the  first  day  of  the  succeed- 
ing month. 

EDGERTON. 

(Population,  2,513.) 

MUNICIPAL  PLANT. 

Pumping!  Steam  powcfr;  standpipe. 

PuUic  Service. 

For  fire  protection $2,000  per  year 

payable  Feb.  15  each  year. 

Commercial  Service. 

Meter  Rates: 

Per   1000   gallons    12  cts. 

Water  for  power  purposes,  per  1000  gal 8  ctfl. 

"        street  and  sprinkling  purposes Special  rates 

to  be  fixed  by  common  council. 
Service  Charge. 

Size  of  meter,  1  inch  or  less  1 .  75  per  quarter 

1  inch  to  2  inches 1.25 

Over  2  Inches  1.50 

Bills  due  and  payable  quarterly  on  first  day  of  August,  November, 
February  and  May  of  each  year.    Water  to  be  turned  off 
when  bills  are  10  days  overdue. 
A  charge  of  |8.00  made'  for  each  tap,  including  the  corporation 
cock,  service  cock  and  box  and  putting  in  service  pipe  to  line 
of  curb.     If  service  pipe  be  larger  than  %  inch  an  additional 
charge  to  be  made. 
A  charge  of  $1.00  to  be  mad^  for  shutting  off  and  turning  on  the 
water  occasioned  by  violation  of  any  of  the  rules  or  regula- 
tions. 
A  charge  of  $3.00  made  for  shutting  off  and  turning  on  the  water 
occasioned  by  failure  to  make  repairs  in  service  pipels  or 
fixtures  within  24  hours  of  notice  of  needed  repairs. 
Private  fire  hydrants  permitted  to  large  consumers  at  their  own 
expense,  to  be  used  in  case  of  fire  only.    Water  furnished 
for  Bucli  purposes  free  of  charge. 

ELEHABT  LAKE. 

(Population,  499.) 

MUNICIPAL  PLANT. 

Pumping:     Electric  power;  pressure  reservoir. 

Public  Service. 
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Commercial  Service. 

Meter  Rate: 

Minimum  quarterly  bill  $1.00,  and  to  each  quarterly  bill  shall 

be  added  2.5  cts.  for  reading  each  meter. 
20  cts.  per  100  cu.  ft. 
Flat  Rates: 

Barber  shops,  first  chair  ^.nd  basin |6.00  per  year 

Each  additional  chair  and  basin 2 .  00 

Baths,  private,  1  tub,  without  heating  attach- 
ment       5.00        " 

Baths,  hotels  and  boarding  houses,  1  tub 10.00        " 

Each  additional  tub 6.00 

Baths,  public,  1  tub 15.00 

Each  additional  tub  10.00 

Blacksmith  shops,  first  fire ., 5.00        " 

Each  additional  fire 2.00 

Building  purposes,  brick  per  1000  laid 10 

Stone  per  cord,  100  cubic  feet 10 

Plaster  per  100  yards 15 

Water  will  not  be  furnishefd  for  building  pur- 
poses for  an  amount  less  than  $1.00. 

Hotels,  one  lavatory,  per  room 2 .  50        " 

For  each  additional 2.00        " 

Wash  rooms,  each  basin 4 .00        " 

Laundries,  per  tub  8.00        " 

Filling  of  cisterns  in  residences,  for  each  filling    1.00        " 
Residences,  five  rooms  or  less  occupied  by  one 

family,  1  faucet 5 .  00        " 

Six  rooms 6.00        " 

Seven  rooms 7.00        " 

Each  additional  room 1 .00 

Stables,  private,  one  horse 2 .00        " 

Each  additional  horse  2 .  00 

One  cow 2.00        " 

Special  rates  on  40  horses  or  cows  or  mor^. 

Livery,  boarding  or  sale  stables,  six  horses  or  * 

less  (including  washing  of  buggies) 15.00        " 

Each  additional  stall 2.00 

Stores,  one  basin  with  self-closing  faucet 5.00        " 

Urinals,   private,    one   basin   with   self-closing 

faucet,  extra  3 .  00        " 

Saloons,  one  faucet  under  bar,  for  bar  use  only    8.00        " 

Where  hose  is  used  on  same  faucet,  extra 2.00        " 

Wash  basin  faucet 3.00 

Each  additional  faucet  2.00 

Water  closets,  private 5.00        " 

Water  closets,  public  10.00 

Season  rates  for  sprinkling  of  lawns:  sprink- 
ling of  lawns  with  Vs  inch  nozzle,  two 
hours  per  day  60  feet  frontage,  or  less. .     5.00 

Each  additional  foot  frontage 08        " 

Street  sprinkling  In  addition  to  lawns  5  cents 

per  foot  frontage. 
Fountains  with  1-16  inch  jets,  not  to  "be  used 
over  6  hours  per  day  for  the  season  of 

5  months  10.00 

Fountains  with  1-8  inch  jets  under  same  condi- 
tions   20.00 
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Soda  water  fountains .$10.00  to  $15.00  per  year 

Special      rates — halls,     photograph  '  gallefies, 
theaters  cider  presses,  restaurants,  manu- 
facturing shops  and  gasoline  engines  are 
entitled  to  special   rates  as  determined 
by  the  water  committee. 
Bills  are  due  and  payable  quarterly  on  the  first  days  of  March, 
June,  September,  and  December  at  the  office  of  the  village 
treasurer,  and  if  not  paid  within  10  days  the  supply  will  be 
turned  off  and  will  not  be  turned  on  again  until  all  back 
dues  are  paid  together  with  one  dollar  extra  for  turning 
water  on  again. 
Customers  must  furnish  and  install  meters. 

Yard  fountains  and  lawn  sprinklers  shall  not  be  used  more  thau 
two  hours  per  day  and  this  only  from  6  to  S  p.  m.,  unless 
on  special  permit  and  on  additional  payment. 

ELKHOBN. 

(Population,  1,707.) 

MUNICIPAL  PLANT. 

Pumping:     Steam  power;  standpipe. 

Public  Service. 

Hydrant  rentals:  50  hydrants,  each $5^.00  per  year 

Street  sprinkling 100.00 

Commercial  Service. 

'  Metek  Rates: 

$1.50  id  charged  each  consumer  as  a  minimum  fate,  if  he  has 
not  used  5000  gallons  during  the  previous  six  months. 

First  5000  gals 40  cts  per  1000  gals. 

Next  5000    "     30    "      "       " 

All  over  10.000  gals 20    "     "      " 

Meter  rent,  25  cts.  per  month. 
Rates  collected  semi-annually. 

ELLSWORTH. 

(Population,  1,005.) 

MUNICIPAL  PLANT. 

Pumping:     Electric  power;  standpipe. 

Public  Service. 

Hydrant  rentals:     No  charge. 

Commercial  Sen'ice. 

Metkr  Ratk: 

Minimum  semi-annual  rate  $2.50. 

First  20,000  gals 50  cts.  per  1000  gals. 

All  over  20,000  gals 40 


**       It      ti        i« 


ELBOY. 

(Elroy,  1,729.) 

MUNICIPAL  PLANT. 

Pumping!     Steam;  pressure^  reservoir. 

Public  Service. 

Street  sprinklers,  each  wagon  during  season $6.00 

*  Question  of  rates  now  pending  before  the  Commission. 
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Commercial  Service. 

Meter  Rates: 

Minimum  annual  charge  $5.00. 

First  50,000  ga)s 25  cts.  per  1000  gals. 

Next  50,000     **     20     "       "       " 

••      50,000    "     15     "       "       " 

"      50.000     *'     10     "       "       " 

All  over  200,000  gals 6     "       "      " 

Fj-at  Rates: 

Minimum  annual  charge  $5.00. 

Banks,  including  one  wash  basin $5.00  per  year 

Barber  shops,  one  chair 3. 00        " 

Each  additional  chair 2.00 

Bath  tubs  in  barber  shops 3.00        " 

Billiard  rooms,  each  table 2.00 

Blacksmith  shops,  one  fire 3.00        " 

Each  additional  fire  2.00 

Boarding    and    lodging    house    and    furnished 

rooms,  per  room 1 .  00 

Building  purposes  for  1000  brick,  wetting  and 

making  mortar 10 

For  100  sq.  yds.  plastering 15 

For  1  cord  stone ; 10 

Butcher  shops 8.00  to  10.00 

Churches  free,  less  the  price  of  service  pipes, 
cocks,  etc. 

Dental  offices 5.00 

Drug  stores  6.00        " 

Dwe^lling   houses,    6    rooms   or   less    for   each 

family    .' 5.00 

Each  additional  room 25        " 

Fountain  flowing  not  exceeding  6  hours  per  day 

during  the  season  1-8  inch  orifice 12.00 

Fountains  one-sixteenth  inch  jet 10.00 

Fountains  one-fourth  inch  jet 20.00 

Fountains,  nozzles  or  revolving  sprays 2 .  00        " 

Hose  for  washing  and  sprinkling  sidewalks, 
gutters,  the  outsidef  of  buildings,  per 
lineal  foot  front  business  houses  for  sea- 
son     10 

Same  as  above,  private  houses 05 

Hose  for  sprinkling  lawns  2000  sq.  ft.  or  less..     1.00 

Hotels,  per  room   1 .  00 

Livery,  sale  and  feed  stables.  pe?r  single  stall 

(Inc.  washing  carriages) J. 25        " 

Offices 3.00 

Photog'-aph  galleries 10.00 

Private  stables,  1   l;orse,  1   cow  or  2   horses, 

washing  carriages  2 .  00        " 

Private  stables,  each  additional  horse  or  cow..     1.00        " 

Private  bath  tubs 2.00 

Printing  office's  . , 8.00 

Public  halls  5.00 

Restaurants,  if  owner  resides  in  same  building    10.00 

Restaurants,  alone 6.00 

Stores,  34  feet  front  or  less 5 .  00        •* 

Stores,  each  additional  floor 25 

Saloons  $10.00  to  $15.00 
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Soda  fountains $4.00  per  year 

Urinals  in  hotels,  boarding  house's  and  saloons    3.00 

Urinals  in  stores,  banks  and  offices 3 .  00 

Urinals  in  private  houses 1.50 

Wash   basins,  stationary,   In  private  families, 

first  basin  free,  all  others 1 .  00 

Water  closets,  private,  per  bowl 2.60 

Water  closets,  public,  per  bowl 5 .  00 

All  bills  are  payable'  quarterly  in  advance  on  the  first  days  of  Janu. 
ary,  April,  July,  and 'October;  if  not  complied  with  within 
three  days,  10  per  cent  penalty  will  be  added,  and  if  not  paid 
in  six  days  the  water  will  be  shut  off. 
Meter  fiites  shall  be  payable  monthly;  10  per  cent  penalty  will  be 
added  if  the  rent  is  not  paid  in  ten  days  after  the  same  be- 
comes due. 
Service  pipe  to  thcr  curb  is  installed  by  the  city.    For  each  tap  a 

charge  of  $2.00  is  made. 
The  use  of  hand  hose  is  limited  to  season  May  1  to  November  1, 
and  for  lawn  sprinkling  to  hours  5  to  8  a.  m.  and  5  to  9  p.  m.; 
for  washing  windows,  5  to  9  a.  m.     Street  sprinkling  is  pro- 
hibited. 
Yard  fountains  shall  not  be  used  more  than  six  hours  per  day  and 

only  between  May  I  and  Nov.  1. 
Meters  are  put  in  at  expense  of  consumer. 

EVANSVILLE. 

(Population,  2,061.) 

MUNICIPAL  PLANT. 

Pumping:     Steam  power;  standpipc. 

Public  Service. 

Hydrant  rentals,  54  hydrants $2,000.00  per  year 

Street  sprinkling   60.00 


it 


Commercial  Service. 

Meter  Rates: 

Minimum  annual  charge,  $5.00. 
When  the  daily  consumption  is: 

10  to  300  gallons per  1,000  gals.  $0.30 

300  to  1,000  gals "        "        "  .25 

1,000  to  6,000  gals •* 

6.000  to  14,000  ^als 


«< 


14.000  to  20.000  srals 


*t 


.20 
.15 
.13 
.12 
.10 


20,000  to  30,000  gals " 

Abovef  30,000  gallons " 

Plat  Rates: 

Minimum  annual  charge  $5.00. 

Banks,  including  one  wash  basin $  8.00  per  year 

Bakeries,  daily  average  2  barrels  flour 4.00        " 

Each  additional  barrel  2 .  00        " 

Barber  shops,  one  chair  and  basin 5.00        " 

Each  additional  chair 1 .00 

Bath  tubs — In  barber  shop,  each 4 .  00        " 

In  private  dwcllinc:s,  1  tub 3.00        " 

Each  additional  tub 2.00 

Hotels  and  hoarding  houses.  1  tub 8.00        " 

Each  additional  tub 4.00 
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Billiard  rooms,  each  table $2.00  per  year 

Blacksmith  shops,  one  fire 5 .  00        " 

Each  additional  fire 1.00 

Boarding  and  lodging  houses,  per  room 1,.00 

Providing  no  license  less  than 10.00 

Bottline  establishments — meter  rates. 

Building  purposes,  per  thousand  bricks 10 

Stone,  per  cord 15 

PlasterinJ?,  per  hundred  square  yards 15 

Butcher  shops 8 .  00 

Cigar  manufactories,  for  first  five  hands 5.00 

E:ach  additional  hand 50 

Churches 5.00 

Cistern  filling— special. 

Dental  offices    5.00 

Drug  stores  5.00         " 

Dwellings  for  domestic  purposes: 

Each  family,  first  faucet 5.00 

Each  additional  faucet  1 .  50        ** 

Bath  tub,  extra  '. 3 .00 

Water  closet,  extra  2 .  50         ** 

Wash  basin,  first  basin  free,  all  others,  ea.     1.00        ** 

Eating  houses  and  restaurants — special. 

Fountains,    from   April    to   November   1st,   six 

hours  per  day,  V^  inch  orifice 15.00         " 

MG  inch  orifi.ce 10.00 

Green  houses — special. 

Hose — For  sprinkling  streets,  washing  windows 
and  sidewalks,  per  linoal  foot,  business 
houses    10         " 

Sprinkling  lawns,  y^  inch  nozzle,  season  from 
May  1st  to  October  1st,  from  6  to  8  a.  ra. 
and  G  to  8  p.  m.  for  lot  66  feet  front  or 

leiss  5.00 

Additional  frontage,  per  foot 06         " 

Hotels,  per  room   1 .  00         " 

No  license  loss  than 10.00         " 

Ice  cream  saloons,  three  tables 5.00         " 

Each  additional  table 50  *       " 

Laundries — special  or  meter  rates. 

Laundries  In  dwcllin^^s,  per  tap 1.50         ** 

Livery  stables,  per  stall,  including  carriage 
wash  ins;,  double  stalls  to  be  counted  as 
two  stalls 1 .00         " 

Manufacturing  establishments — special  or 
meter  rates. 

Offices,  one  basin  5.00         *• 

PhotogTviph  galleries 15.00         " 

Private   stables,    including    carriage   w^ashing, 

one  or  two  'iniraals 3 .  00         " 

Each  additional  animal  over  two 1.00         *' 

Printina:  offices — 8i)ecial  or  motrr  rates. 

Public  halls,  $r).00  and  upwards. 

Railroad  depots — special  rates. 

Stores,  one  faucet 5 .00         " 

Schools,  private — special. 

Schools,  public  -special. 

Soda  fountains   5.00         " 
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Steam  engines — special. 

Street  F.prinklins  cartri — special. 

Urinals,  constant  flow — special. 

In  hotels*  boarding  houses,  etc.,  1  bowl $3 .  00  per  year 

Each  additional  bowl  1 .50 

In  stores,  uauKs.  oflflces,  one  bowl 2.00        " 

Each  additional  bowl  1.50 

In  private  houses,  one  bowl 2.00        " 

Each  additional  bowl 1.50 

Water  closets,  public,  per  bowl 5.00        " 

Water  closets,  privates,  per  bowl 2. 50        '* 

Work  shops — special  rates. 

Any  person  not  satisflcd  with  the  foregoing  schedule  of  rates 

for  water,  has  the  privilege  of  putting  in  an  approved 

water  meter  at  his  own  eTcpense  and  paying  the  meter 

rates. 

Water  department  laps  main  and  lays  service  pipe  to  inside  of  curb 

line,  for  which  the  consumer  pays  |12.00. 
Bills  are  due  and  payable  quarterly  on  the  first  day  of  January, 
April,    July,    and    October    In    advanced.     Street    and    lawn 
sprinkling  rates  are  paid  yearly  on  the  first  day  of  April. 
The  use  of  hose  for  washing  sidewalks,  windows,  etc.,  is  permitted 
at  all  hours  of  the  day  not  later  than  9  p.  m.  except  in  case 
of  fire.    Yard  fountains  shall  not  be  used  mor^  than  6  hours 
per  day  and  only  between  April  1st  and  November  1st,  ex- 
cept by  special  permission  and  upon  payment  of  additional 
charges. 
Regular  customers  who  wish  to  lay  large  pipes  with  hydrant  and 
hose  couplings  to  be'  used  only  in  case  of  fire,  will  be  per- 
mitted to  connect  with  the  street  mains  at  their  own  ex- 
pense, and  will  be  allowed  to  use  water  for  fire  purposes 
only,  free  of  charge. 

FENNIMORE. 

(Population.  1,159.) 

MUNICIPAL  PLANT. 

Pumping:     Steam  power;  no  standpipe  or  pressure  reservoir. 

Public  Service. 

Commercial  Service. 

Metkr  Rates: 

Per  1000  gals,  when  daily  consumption  equals: 

400  to  1000  gals 30    cts.  per  1000  gal. 

1000  to  2000  gals 25 " 

2000  to  6000  gals 20    "        "       "       " 

6000  to  10000  gals.... 15     "        "      "      " 

Over  10000  gals Special  rate 

Flat  Rates: 

Banks    $4.00  per  year 

Bakeries   6.00 

Barber  shops 4 .  00 

Bath  tubs  in  barber  shops,  each 5 .  00 

Blacksmith  shops   3 .  00 

Boarding  and  lodging  houses,  per  room 1.00 

Building  purposes  for  1000  bricks,  wetting  and 

making  mortar 10 
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Building  purposes  per  100  sq.  yds.  of  plastering  $0.15 

Building  purposes,  stone  per  cord 10 

Butcher  shops   6 .00  per  year 

Bowling  alleys  5 .00 

Churches  and  public  schools  free,  excepting  cost 

of  piping  both  for  construction  and  con- 
sumption. 

Cigar  manufactories  5.00         " 

Cisterns  niled  ^exclusive  of  labor)  50  bbls 1.00         ** 

.    Additional  HO  bbls.  or  less 50 

Club  rooms 5.00 

Confectionery    5.00 

Dental  office    6.00         "  ^ 

Doctor's  office  4 .00         " 

Drug  store 6 .  00 

Dwelling  houses,  one  family 6.00 

Bach  aditional  family 6.00 

Dyeing  and  scouring,  including  laundries 15.00 

Eating  houses  6 .  00 

Fountains,  Vs  inch  jet  for  season 6.00 

l.]6      "     "     "         "     3.00 

"  nozzle  or  revolving  sprays 2.50         " 

butterfly  valves   : 5.00 

Hose    for    washing   and    sprinkling   sidewalk, 

gutters,   the    outside   of    buildings,    per 

lineal  foot  front,  busineiss  houses 10 

Private  houses   05 

Hose     for     sprinkling     lawns,     gardens     and 

street    2.00 

TTose,  when  used  as  a  fountain,  fountain  rates. 

Hotels    12.00 

Ice  cream  saloons,  three  tables  or  less 6.00         " 

Laundries,  meter  rates  or 15.00         " 

Livery,  sale  and  feed  stables 24 .  00 

Manufacturing  establishments,  special  or  meter 

rates. 
Offices    and    sleeping    rooms    occupied    by    not 

more  than  two  persons  3 .  00 

Each  additional  person   1 .00 

Photograph   galleries   6 .  00 

Private    stables,    one    horse    or    one    cow    and 

washing    carriage    1 .  50         " 

Each  additional  animal 50         " 

Private  bath  tubs   1.00 

Printing  offices  (engines  extra)   6.00         *' 

Public  bath  tubs,  each  tub 5.00 

Public   halls    5.00 

Restaurants,  for  three  tables  or  less 6.00 

Railroad  depots,  special  or  meter  rates. 

Stores,  25  feet  or  less 5.00 

Ka(?h  additional  foot 25 

Saloons    12.00 

Schools,    private,    not    boarding,    25    scholars, 

$5.00  to  10.00 

Soda   fountains    5 .  00         ** 

Steam  engines,  each  horse  power 2 .  00 

Steam  engines,     "         "  "      per  24  hrs...     4.00 

Steam    boilers,    for    house    warming,    etc.,    for 

each  sq.  ft.  fire  surface 30         " 
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Street  sprinkling,  each  cart  per  week Special 

Urinals,  public,  constant  flow $6.00  per  year 

"         in  stores,  banks  and  offices 1.50        " 

•'         in  private  houses  1 . SO        " 

**         in    blocks   and    manufacturing   estab- 
lishments         2.50 

Warehouses,  special  or  metered  rates. 

Water  basins,   stationary,   first   basin    free    in 

private  families;  all  others,  each 1.00 

Water  closets,  private,  per  bowl 2.00 

public,  per  bowl  5.00 

Water  power  for  seamstresses,  tailors,  dentists  > 

and  doctors,  not  to  exceed  1-16  inch  jet    2.00 

Work  shops,  ten  persons 3 .  00 

"  **        each  additional  person 25        " 

Yard  hydrant,  dwelling  house  rates. 
Bills  for  labor  and  material  due  and  payable  monthly. 
Bills  for  water  due  and  payable  semi-annually  on  the  first  Monday 

In  June  and  December  each  year. 
A  charM;e  of  $12.00  made  to  defray  expense  of  laying  service  pipe 

from  mains  to  line  of  gutter  for  each  original  tap. 
A  charge  of  $3.00  made  for  failure  to  repair  service  pipes  within 
49  hours  after  notice  of  needed  repair.    Water  to  be  turned 
off  and  not  turned  on  again  until  repairs  are:  made  and  the 
charge  is  paid. 
Fixtures  not  to  be  kept  running  when  not  in  actual  use  except 

by  special  permit  and  payment  of  additional  rates. 
Hand  hose  permitted   for  sprinkling  in  the  residence?  portion  of 
the  city  between  the  hours  of  6  and  8  p.  m.,  and  for  washing 
windows,  etc.,  from  6  to  9  a.  m.,  from  April  1  to  Nov.  1. 
Yard  fountains  shall  not  lie  usi'd   more  than  6  hours  a  day  be- 
tween April  1  to  Nov.  1  except  upon  special  permission  and 
payment  of  additional  rates. 
Private  hydrants  for  fire  protection  only  permitted  to  larg^  con- 
sumers at  their  own  expense.     Water  for  such  purposes  furn- 
ished free  of  charge. 
Water  meters  installed  at  the  request  of  consumer,  or  desire  of  the 
village  board  at'  the  expense  of  the  consumer. 

FLORENCE. 

(Population, .) 

MUNICIPAL  PLANT. 

Pumping:  ^ 

Public  Service. 

Commercial  Service. 

B*LAT  Rates: 

50  cents  to  $1.25  per  month. 

FOND  DU  LAC. 

(Population,  18,797.) 

MUNICIPAL  PLANT. 

Pumping:     Steam  and  electric  power;  no  standpipe  or  pressure  reser- 
voir. 

Public  Service. 

Hydrant  rentals:  140  hydrants,  each $64.30  per  year 

Additional   hydrants,   each    50 .  00 
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Commercial  Service. 

Mejter  Rates: 
Service  Charge,    Payable  quarterly  in  advance. 

%  In.  meter — one  consumer  on  meter per  quarter  |0.75 

.04  in.        *•  "  "  "      "     "        "  .90 

1  in.       *'  "  "  "      "     "        "  1.00 

11^  in. ••      "     '•        "  1.50 

2  in.       "  "  "  "      "     "        "  2.00 

3  In.       '*  "  "  "      "     "        "  3.00 

4  in.       "  "  "  '•      "     *'        "  5.00 

6  in.       ' "      "     "        "         10.00 

Consumer  Charge. 
For    each    additional    consumer    on    same    meter    per 

quarter |0.50 

Each  dwelling,  flat,  suite,  store,  tenant,  etc.,  sliall  be  re- 
garded as  one  consumer  in  detefrmining  the  serv- 
ice charge. 
Charge  for  Water^ 

First  40  M  gals,  per  quarter  per  M  gals $0.40' 

Next  160  M  gals,  per  quarter  per  M  gals 30 

Next  600  M  gals,  per  quarter  per  M  gals 20 

All  In  oxcefes  of  800  M  gals,  per  quarter  per  M  gals 15 

Flat  Rates: 

Dwelling  houses — 5  rooms  or  less,  occupied  by 
one  family  and  with  sewer  or  ceFs  pool 

connection    $5.00  per  year 

Ea9h  additional  room   1 .00        " 

Dwelling  houses — 5  rooms   or  less,  and   occu- 
pied by  one  family  and  without  sewer  or 

cess  pool  conncfction   4 .  00        " 

Each  additional  room 75        " 

In  the  above  cases  water  Is  to  be  drawn 
through  faucet  not  having  hose  attach- 
ment, if  faucet  is  used  having  a  hose 
attachment  add  to  the  above  rates  $5.00. 
For  dwelling  honsep  occupied  by  more  than  one 
family  added  to  the  above  rates  for  each 
family  .supplied  in  addition  to  the  first 
family,  one-half  of  the  rate  for  the  first 
family. 

"Water  closets — oach  private 5 . 00        " 

Water  closets — each   additional 2 .  00 

Bath    tubs— each    private? 5.00        "  • 

'•    —each  additional    2.00 

Wash  basins — each  private 3.00        " 

"    —each  additional   1.50 

Saloons — one  plain  faucet  at  bar 12 ,00        " 

Hotels  and  boarding  houses — each  room 1.50        " 

Water  closets— each  public   10. 00        " 

"  "      —each  additional    4.00 

Bath  tubs— each  public 10.00        " 

"   —each  additional    4.00        "       ^ 

Wash  basins — each  public  5 .  OO        " 

"    —each  additional   2.50 

Urinals— each  public   12.00        " 

"      —each  additional   5.00 

Horses — each  head   8 .00        ** 

♦»     — e(irn  additional  , 8.00       •• 
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All  fixtures  in  stores,  offices,  saloons,  shops,  factories 
and  hotels,  open  to  public  use,  will  be  assessed 
at  public  rates.  Public  drinking  fountains  with 
self  closing  cock,  operated  from  May  1  to  No- 
vember 1 $10 .  00 

Building  Purposes. 

Brick-per    M     10 

Stone — per    cord    .20 

Cement  walk  or  floor — per  square  yard 02^4 

Plastering — per  100  square  yds 25 

All  other  uses  special  assessments  or  meter  rates. 
Flat  rates,  service  and  consumer  charges  due  and  payable  quarterly 
in  advance  on  the  first  day  of  January,  April,  July  and  Octo- 
ber each  year. 
Meter  rates  due  and  payable  quarterly.    Ten  per  cent  added  to  bills 
20  days  overdue,  and  water  will  be  turned  off  when  bills  are 
40  days  overdue. 
A  charge  of  $1.00  made  for  turning  on  water  wh^  it  had  been 
turned  off  because  of  nonpayment  of  bills  or  violation  of 
rules  or  regulations  of  company. 
Meters  to  be  furnished  and  installed  by  water  department  at  cost 
of  city.    Except  for  reasons  of  ordinary  wear  and  tear,  con- 
sumer must  keep  meters  in  repair. 
More  than  one  meter  will  be  furnished  on  the  same  premises  sub- 
ject to  additional  service  charge. 
Private  hydrants  for  fire  protection  only  permitted  to  large  con- 
sumers.   Installation  from  the  mains  to  the  curb  furnished 
by  the  city  at  cost. 
Service  pipes  from  main  to  the  curb  laid  by  the  water  depart- 
ment upon  payment  of  $1.00  for  permit. 

FORT  ATKINSON. 

(Population,  3,877.) 

MUNICIPAL  PLANT. 

Pumping: 

Pnblic  Service. 

Commercial  Service. 

Metkl  Rates  : 

Minimum  bill  $5.00  per  year. 

First  20,000  gals,  used  yearly,  25  cts.  per  M  gals. 

Over   20,000      "         "  "         10 

Consumption  of  more  than  150,000  gals,  yearly,  10  cts.  per  M 

garls.  straight. 
Consumption  of  5,625,000  gals,  per  year,  5  cts»  per  M  gals. 
Meter  Rent — 25  cts.  per  month. 
Plat  Rates: 

Yard  hydrants  (unmetered)   $5.00  per  year 

Tap  Fee: 
For    %  inch  or  smaller 6.00        ** 
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Jn  making  taps  city  furnishes  IPjtterJal  and  labor  to  th0  c^jfy 
Including  the  curb  Pock, 
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Consumers  must  furnish  or  rent  meters  and  city  will  repair  and 

maintain  them  without  charge. 
All  bills  subject  to  discount  of  10  per  cent  per  bill  if  paid  before 

15th  ot  the  month  following  the  reading  of  meters.    Water 

will  be  turned  off  when  bills  are"  30  days  overdue. 
A  charge  of  $1.00  made  for  turning  on  water  where  it  had  been 

turned  off  for  nonpayment  of  bills. 
City  reserves   right  to  install  meter  at  consumer's  expense  upon 

service  pipes  v/hcre  yard  hydrants  are  used  and  unmetered. 

FOX  LAKE. 

(Population,  851.) 

MUNICIPAL  PLANT. 

Pumping: 

l*ublic  Service. 

Hydrants  for  fire  protection  and  street  sprinkling  $10.00  per  year 
Sprinkling — Public  buildings  at  regular  meter  rates. 


Commercial  Service. 

I  Mkter  Rates: 

Minimum  quarterly  bill  $2.00. 
First  4,000  gals,  per  quarter,  minimum  bill. 
Next  6,000  "  per  M  gals..  40  cts. 

Next  10,000  "  ••  30  cts. 

Over  20,000  "  "  20  cts. 

Meters  are  furnished  at  the  expense  of  the  village.  Village  installs 
services  to  curb  line.  Meters  read  Jan.  2-,  April  1,  July  1,  and 
Oct.  1,  and  bills  are  payable  on  or  before  the  tenth  day  of  tbe 
month  in  which  meters  are  read.  If  bills  are  not  paid  when 
due,  10  per  cent  collection  fee  is  added,  and  if  the  bill  plus  the 
collection  fee  is  not  paid  within  20  days  thereafter,  the  water 
will  be  turned  off,  and  a  charge  of  $1.00  made  for  turning  it  on 
again. 

6LENW00D. 

(Population,  954.) 

MUNICIPAL  PLANT. 

Pumping:     Steam  power;  standpipe. 

Public  Service. 

Hydrant  rentals:     No  charge. 

Public  fountains  and  buildings:     No  charge. 

Commercial  Service. 

Flat  Ratksj^ 

Hotels $1.50 permonth 

Joint  school  district  No.  1 1.00 

Livery  barns  1 .  85 

Livery  barns,  additional  during  buggy  wash- 
ing season   1-00 

Other  families  or  consumers  not  specifically 

named 75 

Pastures  50  cts.  per  mo.  per  tap  for  one  head  of  stock;  10  cts. 

for  each  additional  head. 

Private  closets   25  per  month 

Public  closets  50         " 

Resid(mces  J  or  2  taps 76         " 
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Sprinkling  lawn $2.00  per  season 

Stores,  1  or  2  taps 75  per  month 

To  water  cow  or  horse,  per  liead 10 

Water  motor  for  washing  machine *.50 

Permit  must  be  taken  out  for  sprinkling  lawn,  and  such  sprinkling 
to  te  done  between  hours  of  6  and  8  p.  m. 

GLIDDEN. 

(Population,  .) 

MUNICIPAL  PLANT. 

Pumping:     Steam  power;  standpipe  and  pressure  reservoir. 

Public  Service. 

Hydrant  rentals:     No  charge. 

Commercial  Service. 

Meter  Rates: 

Less  than  1000  gal.  per  day $0.0475  per  100  gal. 

1000   "   to   5000  gal.  per  day . . .     .  045 
5000   "    to  10000  gal.  per  day. . .     .04 

Minimum  monthly  charge:  Vg  inch  meter $1.00 

Minimum  monthly  charge:  %  inch  meter 2.00 

Minimum  monthly  charge:  larger  than  %  inch 5.00 

Flat  Rates: 

Alcohol,  for  each  barrel  made $0.10 

Ale  cellar,  from $10 .  00  to  50 .  00  per  year 

Bakery,  each  oven 10.00  to  50.00        " 

Barber  shop,  first  chair 8 .  00        " 

Bach  additional  chair 3.50 

Bath,  private,  hot  and  cold 6 .  00        " 

"      public,  each  tub 14.00 

Billiard  saloon,  each  table 3 .  00        " 

Boarding  house,  each  room 1.50 

No  license  less  than 10.00        " 

Brick  work,  per  thousand 08 

"   '  yard,  by  meter. 

Church,  from 5 .  00  to  10 .  00 

Cigar  manufacturing,  per  hand 1 .  50 

No  license  less  than 10 .  00        *' 

Club  rooms,  from 20.00  to  100.00        " 

Confectionery,  from 10.00  to  75.00 

Cow  1.50 

Dram  shop,  from 10.00  to  100.00 

Dyeing  and  scouring,  from 15.00  to  100.00 

Forge,  each   3 .  00 

Fountain,  for  six  months    running  not  more 

than  four  hours  per  day   5.00  to  75 .  00        " 

Hall,  from 5.00  to  50.00 

Horse  1.50 

Hose,  for  private  stable 5 .  00        " 

'•    livery       "       20. 00  to  75.00 

•*    washing  pavement,  per  front  foot 0.20        '* 

"     street  and  sidewalk,  per  front  foot.. .     0.40 

Hotel,  per  room   1.50 

Ice  cream  saloon,  from 5 .  00  to  25 .  00 

Laundry,  by  meter. 

Livery  stable,  per  stall 2.50 
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Office,  from , $5.00  to  $20.00  per  year 

Photograph  gallery,  from 5.00  to    25.00 

Plastering,  per  square  yard 03 

Residence,  by  one  family,    1  to    4  rooms 8.00 

Residence,  hy  one  family,  5  and  6  rooms 10.00        '• 

Residence,  by  one  family,  7  and  8  rooms 15.00        " 

Residence,  by  one  family,  9  and  10  rooms 18.00        *' 

Residence,  by  one  family,  11  and  12  rooms 20.00        " 

Residence,  by  one  family,  over  12  rooms,  each 

room   1.50        " 

Restaurant,  from 7 . 00  to  15.00 

School,  if  public,  per  pupil 5.00  to  20.00 

Shop,  from 5.00  to  25.00        " 

Sprinkling,  per  garden,  from 20.00  to  100.00        " 

Store,  from 15.00  to  30.00        " 

Stone  work,  per  cord,  mason  measurement 20 

Steam  boilers,  special  or  meter. 

Tenement,  pcrr  room 1 .  00        " 

Urinal  basin,  public 5.00  to  25.00 

Urinal  basin,  private 3.00        " 

Water-closet,  private 3.00  to  7.00        " 

Water  closet,  public 5.00  to  9.00        " 

In  all  cases  where  hoppers  or  privy  vaults  are  flushed  with  water 

from  the  sink  or  by  the  use  of  hose  a  wat^  closet  rate  will 

be  charged. 
Bills  due  and  payable,  except  where  meters  are  used,  semi-annually 

in  advance,  on  the  first  of  May  and  Novemberr  each  year. 

Water  will  be  turned  off  when  bills  are  10  days  overdue. 
A  charge  of  $1.00  will  be  made  for  turning  on  water  where  it  had 

been  turned  off  for  nonpaymient  of  bills,  or  for  violation  of 

rules  and  regulations. 
A  charge  of  .^0  cts.  will  be  made  for  turning  off  and  on  water  in 

case  premises  are  vacated  after  one  year  of  service. 
Sprinkling  permitted  between  the  hours  of  7  and  9  a.  m.  and  5  and 

7  p.  m. 
Right  is  reserved  by  city  to  install  meters  where  therer  is  doubt  as 

to  quantity  of  water  used  or  wasted  and  a  deposit  is  required 

to  cover  estimated  use  for  three  months. 

GRAND  RAPIDS. 

(Population,  6.521.) 

MUNICIPAL  PLANT. 

Pumping:     Steam  and  electric  power,  standpipe. 

Public  Service. 

Hydrant  rentals:     No  charge. 

Commercial  Service. 

Metkr  Rates: 

Minimum  annual  charge.  $5.0'). 

First  200  gals,  per  day,  per  100  cu.  ft 15  cts. 

Next  700  "  ••  10   " 

"     5000  "  ••  8   " 

"     6000  "  '•  6   •' 

All  above  12000  gals,  per  day,  per  100  cu.  ft 5   ** 

Flat  Rates: 

Banks,  including  one  wash  basin $8.00  to  $10.00  per  year 

Vcrh  additional  tasin 1.00 
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Bakers,  average  daily  use  for  each  barrel  flour.   $4.00  per  year 

Barber  shops,  for  one  chair $4 .  00  to  6 .  00 

Bach  additional  chair 3.00 

Bath  houses,  public,  per  tub 12.00 

Each  additional  tub 6.00 

Bath  tub,  private 4.00 

Billiard  rooms,  one  table 5.00 

Each   additional   table 1 .  50 

Book  bindery,  assessed  8 .  00 

Beer  and  drinking  saloon 10.00  to  20.00 

Butchers'  stalls  and  shops 6.00  to  12.00 

Blacksmith  shops,  one  fire 3 .  00        " 

Each  additional  fire' 1.50 

Brewers,    rectifiers,    distillers    and    slaughter 

houses,  estimated  at  100  gallons  water 

used  per  barrel  manufactured,  per  1000 

gallons   15 

Building   purposes — making    mortar    for    1000 

brick,  kiln  count 10 

Tempering  mortar  and  wetting  brick  for  1000 

brick,  kiln  count 05 

Tempering  mortar  only 02 

Making  mortar  for  perch  of  16 '/o  cu.  ft.  of  stone       .05 

Tempering  mortar  only  for  same 02 

Making    mortar    for    plastering    100    sq.    yds. 

2  coat  work 10 

Making  mortar  for  plastering   100  sq.  yds.  3 

coats   15 

Making  concrete  per  sq.  yd.  4  inches  thick 01 

«f  *f         •<      «f    fi  a      **  **  1 1/ 
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Making  concrete  in  proportion  for  additional 

thickness. 
Candy — manufacturers  of  confectionery  8.00  to  30.00  per  year 

Cigar  manufacturers,  5  hands  or  under 5.00        " 

Cows,  each 1 .  50        •* 

Court  house,  to  be  assessed  or  determined  by 
meter. 

Churches    6.00        " 

Drug  stores — 2  persons  or  less 5 .  00        " 

Each  additional  person 50        *• 

Dye  house — scouring  and  nmovating  establish- 
ments    10  00  ttf  30.00 

Dental  offices 2.00  to    5.00        " 

Dwelling  houses— not  exceedinir  5  rooms 5.00 

Each  additional  family  not  occupying  more 
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than  3  rooms  In  same  dwelllns: 3.00 


<« 


Club  rooms 5 .  00        ** 

Dray  and  team  horses,  each  1 .  50        " 

Eating  houses — to  accommodate  20  to  30  per- 
sons    15.00        " 

With  capacity  to  accomraodatrr  15  persons 

or  less 10 .  00        •* 

Any  additional  niimbor  in  proportion  up  to  30.00        " 
Fountain — flowing  not  pxccpdin?   6   hours  per 
day  during  season,  through  1-16  in.  exit 

orifice   6.00 

Through  %  in.  orifice : . . .  10.00        " 

Through  %  in.  orifice 15.00        " 
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Flowing     additional      hours      in     proportion. 
Season  to  begin  May  1st  and  end  November  1st. 
Filling  private  cistern — for  water  only  $1.00  to  $3.00 
Foundry  and  machine  shops — to  be  assessed  or 

determined  by  meter. 
Faucets — for  drinking  purposes,  self-closing  in 
manufacturing  establishments,  distil- 
leries, tanneries,  slaughter  houses,  brew- 
eries, machine  shops,  and  other  establish- 
ments not  specified   elsewhere  for  two 

persons  or  less 4 .  00  per  year 

Each   additional    person 25        " 

Other  than  self-closing,  twicef  the  above  rates. 
Groceries,  provisions  and  liquor  stores,  for  two 

persons  or  less 6 .  00        " 

Each  additional  person 50        " 

Gas  worker — to  be  assessed  or  determined  by 

meter. 
Hotel   and  boarding  houses — not  excefedlng  6 

rooms 6.00        " 

Each  additional  room  up  to  10,  each 75        " 

"      over  10,  each 50        " 

Ice  cream  saloons — for  4  tables  or  less 5.00        " 

Each  additional  table 50 

Lodging  houses — same  as  hotels. 

Laundries $10.00  to  30.00 

Livery — and  othefr  public  stables,  each  horse,  in- 
cluding washing  buggies  and  carriages 

belonging  thereto 2 .  00 

Washing  buggies  with  hose,  without  use  for 

other  purposes,  each 1 .  00 

Motors — to  be  assessed  or  determined  by  meter. 
OfficeiR — and  sleeping  rooms,  including  1  wash 

basin  , 2.00  to    5.00 

Printing  offices — 6  hands  or  less  (motor  extra)  12.00        " 
Private  stables — for  1  horse,  including  wash- 
ing carriages 2 .  00        " 

For  two  horses   4 .  00        " 

Each  additional  horse  over  two 75        " 

Public  halls 5.00  to  15.00 

Photograph  galleries 5.00  to  15 .00 

Steam   engines — assessed  per   nominal   horse 

po^'er,  each  1 .  50 

Steam  boilers — for  house  warming,  each  sq.  ft. 
of  surface,  no  less  charge  than  for  400 

feet 25 

Street  sprinkling — by  hose;  including  washing 
and  sprinkling  sidewalk,  60  feet  front  or 

less  5.00 

Sprinkling  lawns — where  water  is  mad^  use  of 
on  premises  for  general  domestic  pur- 
poses 60  feet  front  or  less 5 .  00 

For  sprinkling  lawns  and  not  used  for  other  . 

purposes,  for  60  feet  or  less 5 .  00        " 

Stores — 12  to  18  fe^  wide   (street  sprinkling 

with  hose  extra)   6.00        " 

Same  18  to  24  feet 8.00 

Same  each  additional  front  foot 25        " 
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Stores — and  other  business  establishments  with- 
out sprinkling  and  not  specified  else- 
where, for  4  persons  or  less $5 .  00  per  year 

Each  additional  person 50        " 

Saloons    $10.00  to  20.00 

Soda  fountains  for  season  of  6   months,  1-16 

inch  jet,  washing  glasses,  etc.  . .  $5 .  00  to    8 .  00 
For  season  of  6  months,  1-8  inch  Jet,  washing 

glasses,  etc 12 .  00 

Tanneries — to   be   assessed   or   determined   by 

meter. 
Urinals — const'int  flow  1-16  opening,  public  or 

stores,  each  7 .  00 

Constant  flow   1-16   opening,   private  house, 

each   4.00 

Urinals — self  closing  urinals  one-half  the  above 

rates. 
Water  closets — for  one,  self  closing  in  private 

house    4.00 

Each  additional  bow!  2.00 

Self-action,  used  and  occupied  for  stores  and 

offices    5.00 

Self  action   in  hotels  and   boarding  houses, 

each 5.00 

For  10  persons  or  less  10 .  00        " 

Each  additional  person 50        " 

Other  than  self-action   will  be  charged  three 
times  above  rates  and  special  permission 
must  first  be  obtained  from  office  per- 
mitting use  of  same. 
Wash*  stand — or  bowl  in  private  house  for  one    2.00        " 

Each  additional,  bowl   1.00 

In  stores,  offices  and  other  business  establish- 
ments not  specified  elsewhere,  each  addi- 
tional         2.50 

Sinks  or  basins  used  for  same  purpose  and 

other  purposes   2.50 

Work  shops — employing  10  persons  or  under..     8.00 

Each  additional   person    50 

Rates  for  all  purposes  not  berein  named  will 
be  fixed  by  meter  measurement,  not  ex- 
ceeding  the   meter   rates,   providing   no 
service  pipe  shall  be  assessed  to  yield  a 
revenue  of  less  than  $5.00  per  annum, 
however  small  the  quantity  of  water  re- 
quired. 
Bills  due  and  payable  In  advance  quarterly  on  the   first  day  of 
May,  August.  November  and  February.     10<^r  added   to  all 
bills  not  paid  within  ?,0  days  after  they  are  due. 
Failure  to  pay  rent  when  due,  waste  of  water,  or  neglect  to  ke^ 
hose  and  fixtures  in  good  order,  may  be  followed  at  option  of 
the  city  by  turning"  off  of  water  and  a  denial  of  service  until 
back  rent,  damages  and  a  penalty  of  $1.00  are  paid. 
Sprinkling  permittpd  only  between  hours  of  7  to  9  a.  m.  and  6 
to   8   p.   m.     3M   inch    hose   and   3/16   inch   nozzle  are  the 
largest   permitted   without   special   rates.     Sprinkling  must 
be  done  by  holding  nozzle  or  by  use  of  lawn  sprinkler  ex- 
cept when  persons  have  a  meter. 
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Yard  fountains  to  be  used  not  more  than  four  hours  a  day  for 

six  months  in  each  year,  unless  by  special  permission  and 

payment  of  special  rates. 
Fixtures  not  permitted  to  bo  kept  running  while  not  in  use,  unless 

by  special  permit  and  payment  of  special  rates. 
Private'  hydrants   attached   directly   to  the   mains   permitted   for 

Are  purposes  only  at  special  rates. 
No  deduction  mado  on  account  of  fixtures  not  in  use. 
City  will  furnish  meters  to  all  patrons  free  of  cost. 

GREEN*  BAT. 

(Population,  25,236. j 
GREEN  BAY  WATER  CO. 

Pumping:  Steam  and  electric  power,  standpipe. 

Public  Service. 

Street  sprinkling:     By  contract,  water  furnished  at  12 Vj  cts.  per 
1000  gal. 

Hydrant  rentals:  First  210   hydrants $9,000.00  per  year 

Additional      '*        each 37.50 

6   standpipes    174.48 

Meter  Rates: 


Minimum  annual  charge 8.00 


I* 


Less  than    500  gallons  daily  use  4ct.  per  100 
500  to  1000  "  3% 

1000  to  1500  "  31/3 


1500  to  2000  "  3V4 

2000  to  2500  "  3 

2500  to  3000  •*  2% 

3000  to  3500  "  21/2 

3500  to  4000  "  2Vi 

4000  and  over  "  2 

Flat  Rates  : 
Dwelling  Houses,  Per  year 

Dwelling  houses  of  five  rooms,  occupied  by  one  family, 

for  the  first  faucet  $5.00 

For  each  additional  room 1 .  00 

For  each  additional  faucet,  to  be  used  by  the  same  family    2.00 
Where  a  house  is  occupied  by  more  than  one  family,  and 
less  than  four,  one  faucet  only  being  used  by  all, 

for  each  family 5 .  OO 

Wheref  a  house  is  occupied  by  four  or  more  families,  and 

but  one  faucet  is  used  by  all,  for  each  family ■  4.00 

Where  a  house  is  occupied  by  more  than  one  family,  the 
highest  rates  will  be  charged  for  each  family  hav- 
ing water  carried  into  their  part  of  the  house..     5.00 

For  the  first  bath  tub  with  faucet 4 .00 

When  used  by  more  than  one  family,  for  each  family..     3.00 

For  each  additional  bath  tub  with  faucet 3.00 

For  each  first  pan  or  hopper  water  closet  with  self  regu- 
lating faucet 4. 00 

Wihen  used  by  more  than  one  family,  for  each  family..     3.00 
Each  additional  pan  or  hopper  water  closet,  with  self- 
regulating  closet   3.00 

For  each  slop  closet S .  00 

Where  two  faucets  are  used,  one  for  hot  and  one  for  cold 
water,  both  emptying  into  one  vessel,  but  one 
charge  will  be  made  for  both. 
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Per  year 
Provided  that  in  no  case  shall  the  charge  for  the  use  of 
water  by  a  private  family,  exclusive  of  hose  and 

stable,  be  more  than $30.00 

Boarding  Houses, 

Per  room  for  first  faucet $1 .  00 

No  annual  rental  less  than  10 .  00 

Each  additional  faucet  3.00 

For  pan  or  hopper  water  closet,  with  self-regulating  fau- 
cets      10.00 

For  each  additional  pan  or  hopper  water  closet,  with 

self-regulating   faucet    3 .  00 

Each  slop  closet 5.00 

Bath  tub  when  used  by  boarders  10 .  00 

For  each  tub  in  public  bath  house  or  hotel 10.00 

For  each  water  closet  in  public  bath  house 8 .  00 

Stores,  Offices,  Etc. 
For  each  tenement  occupied  as  a  store,  warehouse  or 

office    $6.00 

Barber  shop,  first  chair 6 .00 

Each  additional  chair   '. .     2.00 

When  two  or  more  such  tenements  are  supplied  from  the 

same  faucet,  each  6.00 

For  markets,  saloons,  workshops,  or  for  purposes  not  in- 
cluded in  any  other  classification,  and  not  requir- 
ing more  than  an  ordinary  supply  of  water  taken 

from  one  faucet,  not  more  than 25 .  00 

For  pan  or  hopper  water  closet,  with  self-regulating  fau- 
cet or  urinal,  used  by  the  occupants  of  one  tene- 
ment only    5 .  00 

When  used  by  occupants  of  more  than  one  tenement,  for 

each    3 .  00 

For  each  additional  faucet  one-half  the  above  charges 
may  be  added. 
Private  Stables  with  one  Faucet  Therein. 

For  first  horse  $4 .00 

Each  additional  horse 2.50 

Each  cow   1 .  50 

Livery,  Club  and  Boarding  Stables  with  one  Faucet  Therein. 

For  six  horses  or  less  $12 .  00 

For  each  additional  horse 1 .  50 

Truck  and  Cart  Stables. 

For  each  horse,  if  more  than  three $2.50 

No  stables  less  than  6 .  00 

Rat€B  for  all  stables  include  water  for  washing  carriages, 
omnibuses  and  cars  without  hose,  where  hose  are 
used  in  any  stable  an  additional  charge  may  be 
made  of  five  dollars  for  the  first  carriage  or  ve- 
hicle and  two  dollars  for  each  additional  one. 
Hose. 
For  thef  right  to  attach  y,  in.  hose  with  nozzle  of  not 
more  than  Vi  inch  orifice,  for  washing  windows, 
sprinkling  streets,  or  watering  gardens  (the  use  of 
the  same  to  be  limited  to  one  and  one-half  hours 

per  day)   for  one  lot  or  store $6.00 

Steam  Enginrs. 

Stationary  steam  engines,  working  not  over  twelve  hours 
per  day,  may  be  charged  bv  the  horse  power,  as 
follows:  For  each  horse  power  up  to  and  not  ex- 
ceeding ten,  the  sum  of $4 .  GO 
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For  each  horse  power  exceeding  ten  and  not  over  fifteen, 

per  annum  the  sum  of $3 .  50 

For  each  horse  power  over  fifteen  the  sum  of 3.00 

No  steam  engine  less  than 10.00 

Eating  Houses. 

Refectories,   confectioneries,   eating   houses,   fish   stalls, 
provision   shops,  refreshment  and  oyster  houses, 

not  more  than   50.00 

Buildinff  Purposes. 

For  each  barrel  of  lime  or  cement  used 05 

Bakeries. 

Bakers  may  be  charged  according  to  the  average  daily 
use  of  flour,  namely:  for  each  barrel  per  day,  the 

sum  per  annum 4.00 

Provided  that  in  no  case  of  a  bakery  is  the  company  re- 
quired to  charge  less  than  eight  dollars  per  annum. 
Bills  due  and   payable  semi-annually  in  advance  on  the  first  of 
June  and  December  each  year.    Water  turned  off  when  bills 
are  10  daj's  overdue. 
A  charge  of  one  dollar  made  for  turning  off  and  on   wat^  oc- 
casioned by  nonpayment  of  bills  or  for  violation  of  any  of 
the  rules  or  regulations  of  the  company. 
A  deposit   in  advance  required  where  there  is  furnished  a  tem- 
porary supply  for  special  purposes. 
Service  pipe  laid  to  line  of  streets  and  through  cellar  wall,  pro- 
'   vided  same  is  on  the  line  of  the  street  by  company  without 
charge;   in  such  cases  applicant  is  charged  for  one  faucet 
whether  water  is  used  or  not. 
Sprinkler  with  a  proper  nozzle  permitted  for  l^A  hours  each  day. 
No  reduction  or  rebates  allowed  for  temporary  absence  from  prem- 
ises or  disccntinuauce  of  use  of  water. 

HAZEL  GREEN. 

(Population,  621.) 

MUXICIPAIi   PLANT. 

Pumping:     Rlectric  power,  standpipef. 

Public  Service. 

Hydrant  rentals:     No  charge. 

Commercia]  Service. 

Metfr  Rates: 

For  first       1000  gal.  used  per  mo.  $0.60  per  1000  gal. 

*•     second  1000  "  "  .50  " 

third      1000  '•  •*  .40 

fourth    1000  "  "  .30 

All  over       4000  "  "  .20 
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HILLSBORO. 

(Population,  804.) 
HHiliSBORO  WATER  WORKS  OO. 

Pumping:     Steam  power;   standpipe. 

Public  Service. 

Hydrant  rentals:     $200X0  per  year  for  14  hydrants  for  fire  protec- 
tion. 
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Commercial  Service. 

Flat  Rates: 

A  single  tap  for  the  bouse  at $5.00  pe^r  year 

A  house  tap  with  an  outside  tap  for  sprinkling 

lawn    7.00 

A  private  barn  tap 2 .  00 

Livery  barns   15 .  00 

"Water  closets   5 .  00 
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HORIOON. 

(Population,  1,881,) 
MUNICIPAL  PIiANT. 

Pumpinjg:     Kerosene  engines  and  flowing  wells;  standpipe. 

I^ublic  Service. 

Hydrants  for  fire  protection  and  street  sprinkling,  each  hydrant,  per 
year,  $30.00. 

Commercial  Service. 

Meteb  Rates: 
Minimum  hill 

%  inch  meter $1 J5  per  quarter 

%  "  2.00 

1  "  2.50 

1%  "  2.75 

2  "  3.50 

Bills  payable  in  advance.    Larger   meters  charged   in  pro- 
portion to  the  above  sizes. 

Charges  for  Water: 

First  7,500  gallons  per  quarter,  minimum  bill. 

Next         30,000  "  per  1,000  gals.,  15  cts. 

All  above  37,000  "  "12    " 

Each  flat,  dwelling,  store,  tenant,  etc.,  shall  be  regarded  as  one 
consumer. 

Meters  are  read  on  the  first  day  of  January,  April,  July  and 
October,  and  bills  are  payable  on  or  before  ten  days  after 
receipt  of  same.  If  bills  are  not  paid  when  due,  a  collection 
fee  of  10  per  cent  will  be  added,  and  if  the  bill  plus  col- 
lection fee  is  not  paid  within  20  days  thereafter,  the  water 
will  be  shut  off  and  a  tax  of  $1.00  charged  for  turning  It  on 
again. 

Meters  are  furnished,  and  owned  by  the  utility.  The  city  in- 
stalls the  service  pipes,  tap,  and  shut-off  to  the  curb  line, 
but  the  consumer  must  pay  $12.50  when  the  connection  is 
made. 

HUDSON. 

(Population,  2,810.) 

MUNICIPAL  PLANT. 

Pumping:     Electric  power,  pressure  reservoir. 

Public  Service. 

Hydrant  rentals:     No  charge. 

Commercial  Service. 

Meter  Rates: 

Minimum  semi-annual  charge  $2.00. 

For  6  months  consumption  of  5000  cu.  ft 30c  per  1000  gal. 

For  6  months  consumption  5000  to  15000  cu.  ft.  20c  per  1000  gal. 
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For  6  months  consumption  all  over  1500O  cu.  ft.  10c  per  lOOO  gal. 
All  water  rates  must  be  paid  within  30  days  after  bills  are  due, 

HURLEY. 

(Population,  3,000.) 

HURIiEY  WATER  CO. 

Pumping:     Steam  and  electric  power;  standpipes. 

Public  Service. 

Hydrant  rentals:  44  hydrants — each $100.00  per  year 

Street  sprinkling:     No  charge. 

Commercial  Service. 

Meter  Rates: 

First      20,000  gals,  per  month 40  cts.  per  1000  gals. 

All  over  20,000  '*  10 

Mines  and  railroads: 
For  consumption  of  under  550,000  gals,  per  month. 
First      20,000  gals.,  40  cts.  per  1000  gals. 
All  over  20,000     "      10 
For  consumption  of  from  550,000  to  900,000  gals,  per  uionth, 
First      20,000  gals.,  40  cts.  per  1000  gals. 
All  over  20,000     "9 
Over  900,000  gals,  per  month,  8  cts.  flat. 
Flat  Rates: 
Residence, 

Single  faucet  per  family $8.00  p^  year 

Faucet  and  bath  IS. 00 

and  toilet  20.00 

SiDrlnkling  charges,  per  season •   5.00 

Cottimercial. 

Faucet    $8.00 

Faucet,  wash  bowl  and  toilet 15.00        " 

IRON  RIVER. 

(Population  2,000.) 

IRON  RIVER  WATER,  MGHT  AND  POWER  CO. 

Pumping:     Steam    and    electric    power;    no    standpipe    or    pressure 

reservoir. 

Public  Service. 

Hydrant  rental,  per  hydrant:     $100.00  per  year. 

.Commercial  Service. 

Fr.AT  Rates: 
Resid.ence. 

Seven  rooms  or  less $8 .  00  per  year 

Each  additional   room    50        " 

"      bath  tub r?.00 

"      urinal    3.00 

"      water  closet    3.00 

cow    1 .  00 

"      horse    1.50        ]] 

Hose  for  sprinkling  lawn 5.00 

Using  water  from  adjoining  house  6.00 

Saloons    18.00 
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Special  Contract  Rates. 

Iron  River  creamery  $24 .  00  per  year 

Iron  River  Lumber  Co.,  for  fire  protection  and 
drinking  water  for  liorses  and  men,  and 

water  for  engines  367 .  92        " 

Iron  River  Water,  Ligiit  &  Power  CJompany  pays 
the  Iron  River  Lumber  Co.  $75.00  per 
mo.  while  their  mill  runs,  and  furnishes 
water  for  their  sawmill  and  planing  mill, 
for  what  fuel  the  water  company  needs  to 
run  their  plant. 
Northern  Pacific  R.  Co.,  water  for  their  En- 
gines     360.00 

Bills  due  and  payable  monthly  in  advance,  on  the  first  day  of 
month;  if  not  paid  then  water  will  be  turned  off  without 
notice. 

JANESVILLE. 

(Population,  13,894.) 
JANES VnXiE  WATER  COMPANY. 

Pumping:     Steam  power;  standpipe. 

Public  Service. 

Hydrant  rental: 

Original  system  by  contract  $4,200.00 

128  additional  hydrants 3.200.00 

Street  sprinkling,  $20.00  to  $25.00  per  month  per  wagon 
Public  fountains:     5  free,  5  at  $30.00  per  year. 
City  park  sprinkling,  $150.00.     . 

Commercial  Service. 

Meter  Rates: 

Per  1000  gals. 

Average  less  than  500  gals,  per  day $0.35 

500  and  less  than    1,000    .        "  30 

1,000  "  2,000  "  25 

2,000  "  5,000  "  22% 

5,000  "  8,000  "  20 

8,000  "  10,000  "  15 

10,000  "  13,000  "  12 

13.000  "  15,000  "  10 

16,000  "  20,000  "  08 

20,000  "  25,000  "  07 

150,000  gallons  and  over  per  day 05 

Meters  In  buildings  or  flats  which  serve  more  than  one  tenant 
will  be  charged  the  minimum  rate  $2.50  for  each  quarter 
for  each  tenant  served. 
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Flat  Rates: 
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One  faucet  at  sink  (5  rooms  or  less) 

$7.00 

$7.50 

Each  additioual  room  ( dwelling) 

Lav&torr  or  additional  faucet  (b) 

......1...... 

3.50 

10.00 

3.00 

10.00 

3.00 

5.00 

2.00 

10.00 

1.50 
5  00 
2.00 
5.00 
2.00 
3.00 
1.00 

1 

1.50 

One  water  eloset  (b) 

S4.00 
2.00 
4  90 
2.00 
3  00 
1.00 

16.00 
2  00 
5.00 
2.00 

5.00 

Each  additional  closet 

2.00 

One  l)ath  tub  

5.00 

Each  additional  tub 

2L« 

One  urinal 

5.00!    3.00 

Each  additional  urinal 

2.90'    1.00 

Uoilers  for  steam  heat  (e) 

One  hors<>  (d) 

"ij.oo 

2.00 
2  00 
2.00 
l.OU 

2.00 

First  ton  horses  (d) 

15.00  

Eacli  additional  horse 

'  ■  "  "   '  ■ 

2.00 

One  cow ' 

X'OO 

F^ach  additional  cow 

1.00 

Each  additional  chair 

.'.JO 

1 

1 

\ 

1 

No  charcre  for  over  ten  rooms. 

All  hol«'ls.    boardln«r  houses,   manuractorles.    llverle?,      and  l>oardlntr 
stables  metei-ed. 
Saloons  one  faucet  t15.00     Otlier  fixtures  mted  same  as  stores  and  office. 

(a)  When  a  wash  ba.Nin.  sink  or  set  tub  has  lioth  liot  and  cold  water  faucet, 
it  will  be  called  but  one. 

(b)  If  of  approved  pattern.     No  pan  closets  all  >wed  to  l>e  connect  d  with 
the  works. 

(d)  I  iicludini? carriage  wasliin^r 

(e)  S5.00  rate  include!)  private  dwellintrs  only.  $10  00  rate  Inetudes  business 
]jlocksetc. 

Rate  for  construction  purposes: 

Lime  or  cement  per  bbl $0.08 

Laying  stone  per  cord 25 

Laying  brick  per  thousand 10 

Laying  cement  walk  per  lineal  foot 01 

Paving,  36  ft.  wide,  brick,  asphalt,  macadam  tar,  per 

lineal  foot 03 

Paving  36  ft.  wide,  macadam  per  lineal  foot 02 

Sewer  work  for  each  foot  in  depth,  per  lineal  foot OOH 

Cement  curb  and  gutter  per  lineal  foot 01 

Laying  concrete  wall  at  same  rate  as  stone. 

Plastering  for  each  100  sq.  yds 25 

Private  hydrants: 

For  lire  protection  only  $25.00. 

When  connections  with  mains  of  this  company  are  made  for 
the  purpose  of  furnishing  Are  protection,  a  minimum  charge 
win  be  made  for  water  to  be  used  on  the  premises  othei 
than  for  fire  protection  as  follows: 

2"  opening $25.00  per  year. 

3"        "      35.00 

4"        "       75.00 

6"         '*      125.00 

No  charge  for  water  used  for  flre  protection. 
Meters  and  service  pipes  from  main  to  curb  Installed  at  consumer's 

expense. 
Water  for  public  buildings  free. 
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Bills  for  regular  water  rates  payable  semiannually  in  advance  on 
the  first  days  of  January  and  July.  Bills  for  metered  water 
are  payable  quarterly  on  the  first  days  of  January,  April,  July 
and  October.  All  bills  must  be  paid  within  25  days  after 
their  becoming  due. 

A  charge  of  $1.00  is  made  for  turning  on  water  where  it  has  been 
turned  off  for  violation  of  rules  or  regulations,  or  for  nonpay- 
ment of  bills. 

Water  for  sprinkling  must  oe  metered. 

Any  fixture  located  in  any  hallway  or  other  public  place  to  be 
rated  for  full  amount  chargeable  to  different  parties  having 
access  to  it. 

JEFFHRSON. 

(Population.  2,5S2.) 

MUNICIPAL   PLANT. 

Pumping:     Steam  power;  standpipe. 

Public  Service. 

Hydrant  rental: 

For  54  hydrants $2,560  per  year 

Additional  hydrants  hereafter  installed $45.00  per  hydrant 

Commercial  Service. 

Mktfr  Rati's: 
Service  Charge. 
Size  of  meter: 

1  inch  or  less $  .75  per  quarts 

2  "      1.50 

4      "      4.00 

Other  sizes  accordingly. 

Charge  for  Water: 

First        20.000  cu.  ft,  per  100  cu.  ft 12  eta. 

All  over  20,000  "  8 
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JUNEAU. 

(Population,  1,003.) 

MUNICIPAL  PLANT. 

Pumping:     Gas  power;  standpipe. 

Public  Service. 

Hydrant  rental:  32  hydrants,  each $20.00  per  year 

Street  sprinkling 2  cts.  per  front  foot 

Commercial  Service. 

Metes  Rates: 

Minimum  semiannual  bill  $1.50. 

First        3,000  gals,  or  less 50  cts.  per  M  gals. 

Next         2,000  "  45 

5,000  "  40 

5,000  "  35 

5,000  "  30 

10,000  "  26 

10,000  "  20 

All  over  40,000  gals 15 

Meters  are  read  on  Jan.  l  and  July  1,  and  bills  are  payable  between 

.     the  first  and  tenth  of  Jan.  and  first  and  tenth  of  July. 
Mefters  may  be  installed  by  consumers  at  their  own  expense. 
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Fixtures  shall  not  be  kept  running  when  not  in  actual  use  except 
by  special  permit  and  payment  of  additional  rates. 

Violation  of  any  rule  or  regulation  may  be  followed  by  cutting  off 
water  supply  and  the  exaction  of  a  penalty  of  $1.00  and  the 
caus^  of  denial  of  service  satisfied  before  water  is  again 
supplied. 

Applications  for  water  must  be  accompanied  with  the  sum  of  $10.00 
to  pay  for  carrying  the  water  to  the  inner  curb  line.  In 
case  the  corporation  cock  has  already  been  attached^  the  sum 
will  be  $8.00  instead  of  $10.00. 

Sprinkling  must  be  doner  between  6  and  8  a.  m.  and  6  and  8  p.  m. 

Fountains  may  be  used  between  April  1  and  Nov.  l  each  year. 

KAUEAUNA. 

(Population,  4,717.) 

MUNICIPAL   PLANT. 

Pumping:     Steam  power:  standpipe. 

Public  Service. 

Hydrant  rental:  95  hydrants,  each $20.00  per  year 

Commercial  Service. 

METER  Rates: 

Minimum  bill  per  quarter,  $1.25. 

50        to  300      gallons  daily  per  1000  gallons 30 


iJOO      to  1000 
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1000  to  6000 
6000  to  14000 
14000  to  20000 
20000  to  30000 
Above  30000 
Flat  Rates: 

Bakeries,  per  bbl.  flour  daily  average $  4.00  per  year 

Banks   10.00 

Barber  shops,  first  chair 5 .00        " 

Bach  additional  chair 1.00 

Bath  tub,  private,  first  tub 3.00 

Each  additional  tub 2.00 

Bath  tub,  public,  first  tub 6.00 

Bach  additional  tub 2.00 

Billiard  rooms,  first  table 4.00        " 

Each  additional  table 1.00 

Blacksmith  shops,  one  fire 5.00 

Each  additional  fire  2.00 

Boarding  houses,  each  room 2.00        " 

but  no  rate  less  than 10.00 

Boarding  school,  special  rate. 

Bottling  works 12.00 

Building  purposes,  per  thousand  brick 10 

"  **         per  cord  of  stone 10 

"  '•        per  hundred  yds.  of  plaster       .15 

Butcher  shops  10.00 

Cigar  factory,  per  hand 1.50 

Confectionery  and  ice  cream  parlor 7.00 

Drug  stores  10.00        |^ 

Dentists    8.00 

Eating  houses,  special  rates. 
Green  houses,  special  rates. 
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Hotels,  special  rates  but  no  rate  less  than $10.00  per  year 

Offices   5.00 

Photograph  galleries   15 .  00        " 

Printing  offices   5.00        " 

engines  extra 
Public  halls,  special  rates 

Stores,  oncf  basin  and  self  closing  faucet 7.00 

Saloons,  bar,  scrubbing  and  pump 12.00 

Livery  stables,  per  stall 1.50       ^ 

but  no  rate  less  than 10.00        ** 

Private  stables,  one  or  two  animals 3.00        ** 

each  additional  animal 1.00 

Soda  fountains  5.00 

Steam  boilers,  per  horse  power   2 .  00  per  year 

Sprinkling  carts,  special  rates. 

Residences  each  family,  5  rooms  or  less 5.00        ** 

Each  additional  room 1.00 

Urinals,  self  closing,  private 2.00        " 

stores,  banks,  offices,  etc..     3.00 
"  "  "       restaurants  and  saloons . .     5 .  00        " 

public 7.00 

Work  shops  and  mills,  special  rates. 

Water  closets  private,  self  closing 3.00        " 

"  "        self  closing,  stores,  offices  and 

banks    : 4.00        " 

Water  closets,  self  closing,  saloons,  restaurants, 

.3tc 5.00 

Water  closet?,  self  closing,  public 7.00        " 

Season  Rates. 
Fountain   flowing  not   exceeding   6   hours  per 
day  during  the  season  from  the  first  of 
May  to  the  first  of  November. 

One-sixteenth    inch    jet ...  * 10 .  00 

One-eighth   inch   jet 20 .  00 

Hose  on€'-oighth  inch  jot  not  exceeding  4  hours 

per  day. 
Sprinkling   str'^ets,    including   sprinkling   and 
washing  sidewalks  and  outside  buildings, 
per  front  foot,  business  houses,  p^r  sea- 
son of  six  months 16 

Same  as  foregoing,  private  houses  per  front 

foot    10 

Sprinkling  lawns,  50  feet  frontage 5 .  00 

ESach  front  foot  in  excess  of  50  feet 05 

Hose  when  used  as  fountain,  at  fountain  rates. 
Rates  for  all  other  purposes  that  may  be  ap-  • 
plied  for,  not  named  in  the  foregoing 
schedule  of  maximum  rates  will  be  fixed 
by  estimation  or  meter  at  the  option  of 
said  city  of  Kaukauna. 
For  each  original  prrmit  or  tap  a  charge  will 
be  made  as  follows: 

For  a  %  inch  service  pipe $10 .  00 

For  a  %  inch  service  pipe 15.00 

For  a  1  inch  service  pipe 20 .  00 

Service  pipe  to  the  inside  of  the  curb  line  put  in  at  expense  of  the 

city 
Every  service,  so  far  as  possible,  shall  be  connected  with  a  meter 
furnished  by  the  city.    All  meters  must  be  placed  by  a  li- 
censed plumber  at  the  expense  of  property  owners. 
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All  water  bills  shall  be  due  and  payable'  quarterly  in  advance  on 
the  first  day  of  May,  August,  November,  and  February,  of 
each  year.  Bills  not  paid  within  10  days  subject  to  penalty 
of  10  per  cent,  and  if  not  paid  within  20  days  water  shall  be 
shut  ofT,  and  not  turned  on  again  except  upon  payment  of 
bill  together  with  the  10  per  cent  penalty  and  $1.00  for  the 
ccst  of  shutting  off  and  turning  on  the  water  again. 

Water  rents,  where  meters  have  been  placed,  shall  be  collefcted  for 
the  first  three  months  and  fraction  thereof  at  tie  schedule 
rates,  (as  It  vvlll  require  the  registration  from  one  rent  day 
to  the  next  to  get  the  amount  to  collect  at  meter  rates) 
thereafter  according  to  the  meter  record  for  the  preceding 
three?  months.  No  rebate  will  be  allowed.  Meters  shall  be 
read  on  the  first  of  every  month,  and  a  record  of  such  read- 
ing icept. 

Present  rate  with  C.  &  N.  W.  Ry.  Co.: 

20.000  to  40,000  gals,  per  day 6    cts.  per  M 

40,000  to  60,000  "  5 

Over  60,000  "  4% 

KENOSHA. 

(Population,  21,371.) 

MUNICIPAL  PLANT. 

Pumping:     Steam  power;  standpipe. 

Public  Service. 

Hydrant  rental:     No  charge. 

Sprinkling  carts,  each  per  season $50 .  00 

Commercial  Service. 

Metfr  RxVTe: 

Minimum  annual  charge.  IS.OOc 

Less  than  500  gallons  daily 12  cts.  per  1000  gallons 

500  to  1000  gallons  daily 10     "      '* 

1000  to  10.000  gallons  daily 9     "      " 

10,000  to  25,000  gallons  daily 8 

25,000  to  50,000  gallons  daily 7 

50,000  to  75.000  gallons  daily 6 
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75,000  to  100,000  gallons  daily 5     "  " 

Over  100,000  gallons  daily 4      "  " 


Flat  R.\tes:  Per  y^p^'. 

Bakeries    I  5.00 

and   $1.00   per  bbl.   of  flour  of  average 
daily  consumption. 

Bath  tubs,  private,  first  tub 3.00 

Bath' tubs,  private,  each  additional  tub 2.00 

Bath  tubs,  public,  each  tub ; 4.00 

Boarding  houses,  per  room 1.00 

Boarding  schools,  special  rates. 

Barber  shops,  first  chair 5.00 

Barber  shops,  each  additional  chair 1 .00 

Billiard  rooms,  first  table 2.00 

Billiard  rooms,  each  additional  table 1.00 

Bottling  works   12.00 

Building  Purposes: 

P<*r  thousand  brick 10 

T^er  cord  of  stnne 10 

Per  hundred  yards  of  plaster 15 
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Per  year 

Banks    15.00 

Butcher  shops  10.00 

Blacksmith  Bhops,'one  faucet 5.00 

Cigar  factory 5 .  00 

Confectionery  and  Ice  Cream  parlor 7.00 

Churches  5.00 

Drug  stores   8.00 

Dentists 10.00 

Eating  houses 10.00 

Green  houses,  meter  rates. 

House,  each  family,  first  faucet 5.00 

^  House,  each  family,  each  additional  faucet 1.50 

Hotels,  per  room 1 .  00 

Offices    5.00 

Photograph  galleries    15 .  00 

Printing  offices  5 .  00 

Engine,  extra. 

Puhlic  halls 5.00 

Stores,  22  feet  front 5 .  00 

Excess  in  proportion. 

Saloons,  bar,  scrubbing  and  pump 12.00 

First  faucet  in  private  laundry 3.00 

Each  additional  faucet  in  private?  laundry 1.00 

Livery  stables,  per  stall 1 .  25 

Private  stables,  one  animal 2.00 

Private  stables,  each  additional  animal 1.00 

Private  schools 5 .  00 

Soda  fountains 5 .  00 

Steam  boilers,  per  horse  power 2.00 

Urinals  for  public  use,  each  one-sixteenth  jet..     5.00 

Vegetable  stand  with  sprinkler 4.00 

Work  shop,  ten  persons  or  less 3 .00 

Each  additional  person  over  ten 15 

Water  closets,  private,  first  bowl 3 .  00 

Watel-  closets,  private,  each  additional  bowl ...     2 .  00 

Water  closets,  public,  each 5 .  00 

Yard  sprinkling,  50  feet  front  or  less 3.00 

Yard  sprinkling,  100  feet  front  or  less 5.00 

For  each  additional  50  feet  front  or  less 2.50 

Service  pipe  is  laid  to  inside  of  curb  line  by  the  city,  for  which 
the  consumer  is  charged  on  the  basis  of  $10.50  for  a  %  inch 
pipe. 
Water  bills  must  be  paid  semi-annually  in  advance  on  or  between 
the  1st  and  10th  days  of  May  and  November.  If  rates  are 
not  paid  by  the  10th,  water  will  be  shut  off  and  not  turned  on 
again  except  upon  the  payment  of  $1.00. 
Street,  side'walk,  and  lawn  sprinkling  limited  to  5  hours  per  day. 

between  hours  of  5  and  8  a.  m.  and  6  and  8  p.  m. 
Fountains  limited  to  10  hours  per  daj',  between  6  a.  m.  and  8  p.  m., 
except  on  special  permit  and  additional  payment. 

KIEL. 

(Population,  1,244.) 
MUXICIPAIi  PLANT. 

Pumping:     Gas  power;  standpipe. 

Public  Service. 

Hydrant  rental:     No  charge. 

6 
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Commercial  Service. 

Meter  Rates: 

Minimum  quarterly  rate  $1.50,  which  allows  the  consumer  835 

cu.  ft. 
Each  additional  100  cu.  ft.  18  cts. 
Fr*AT  Rates  : 
Building  Purposes: 
15  cts.  per  1000  brick. 
15  cts.  per  cord  stone. 
25  cts.  per  100  yds.  plaster. 

Cistern  of  50  bbl.  capacity  or  less  50  cts.,  each  additional  50 
bbls.  or  less  50  cts. 
All  water  rents  shall  be  due  quarterly,  the  second  day  of  January, 
April,  July,  and  October  of  each  year  at  the  office  of  the  vil- 
lage clerk.  Ti*  not  paid  by  the  35th  of  said  months,  the  water 
will  be  shut  ofT,  and  will  not  be  turned  on  again  until  the 
rent  due  and  penalty  of  $2.00  is  paid. 

KILBOURN  CITY. 

(Population,  1,235.) 

MUNICIPAL   PLANT. 

Pumping:     Electric  power;  standpipe. 

Public  Service. 

Hydrant  rental:     No  charge. 

Commercial  Service. 

Meter  Rates: 

Minimum  annual  rate,  $4.00. 

Less  than  300  gals,  per  day,  per  100  gals $  .03 

300  to  400  gals,  per  day,  per  100  gals 03 

400  to  1,000  gals,  per  day,  per  100  gals 02% 

1,000  to  5,000  gals,  per  day,  per  100  gals 02 

5,000  and  upwards  per  day,  per  100  gals 02 

Special  rate  to  railroad  company  of  6  cts.  per  1000  gals,  with  a 
minimum  monthly  charge  of  $50.00. 

Water  rents  shall  be  paid  semi-annually  in  advance  on  the  first  day 
of  January  and  July.  If  not  paid  within  3  days,  10  per  cent 
penalty  will  be  added,  and  if  not  paid  in  six  days  the  water 
will  be  shut  oft. 

Meter  rates  shall  be  paid  monthly,  10  per  cent  will  be  added  li  the 
rent  is  not  paid  within  ten  days  after  the  same  became  payable. 

Village  pays  for  service  pipe  and  installation  to  inside  of  curb  line, 
but  the  the  village's  outlay  is  not  to  exceed  25  cts.  per  lineal 
foot,  and  13.00  additional  for  each  corporation  box. 

The  use  of  hand  hose  not  larger  than  %  inch  is  permitted  from 
7  to  8  a.  m.  and  from  7  to  8  p.  m.,  for  purpose  of  sprinkling 
streets,  gardens,  yards,  washing  sidewalks,  windows,  etc. 

Meters  must  be  paid  for  and  kept  in  repair  by  the  owner  of  the 
premises. 

Yard  fountains  shall  not  be  used  more  than  8  hours  per  day  and 
only  between  May  1  and  October  1,  except  by  special  permis- 
sion and  upon  payment  of  additional  charges. 

If  proprietors  of  manufactories,  lumber  yards,  hotels,  etc.,  being 
regular  customers,  wish  to  lay  large  pipe  with  hydrants  and 
hose  couplings,  to  be  used  only  In  case  of  fire,  they  will  be  per- 
mitted to  connect  with  the  street  mains  at  their  own  expense 
and  will  be  allowed  the  use  of  water,  for  fire  purposes  only,  free 
of  charge. 
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LA  CROSSE. 

(Population,  30,417.) 
MUNICIPAL   PLANT. 

Pumping:     Steam  power;  no  standpipe  or  pressure  reservoir. 

Public  Service. 

Street  sprinkling: 

For  each  cart  per  season  (season  from  April  to 

Novemtier  Inclusive)   $50 . 00 

Hydrant  rental :     No  charge. 

Commercial  Service. 

Flat  Rates: 

Minimum  semi-annual  charge,  $2.50. 
Class  One. 
Dweflling  houses: 
Closets,  halls,  other  than  used  as  living  rooms 

and  pantries,  not  counted. 
For  house  occupied  by  one  family: 

1  or  2  rooms $8.00  per  year 

3  or  4  rooms 4.00        " 

5  or  6  rooms 5 .  00        " 

Each  additional  room  more  than  six 50        " 

Housef  occupied  by  more  than  one  family  to  be 

charged  at  the  above  rate  for  one  family, 

and  $4.00  for  each  additional  family. 
Class  Two, 
Bath  tubs  and  laundry: 

Bath  tubs  (private),  each $2.00 

Bath  tubs  (public),  each 10.00 

Laundry  (private) ,  each  2 .  00 

Washbasins  and  sinks,  other  than  in  dwellings    1.00 
Water  closets: 

Private,  first 3.00 

Each  additional   2.00 

Public,  each    5.00        " 

Above  rates  for  closets  with  self-closing  valves; 

all  others  must  be  metered. 
Urinals : 

Private,  first  3.00 

Each  additional   2.00        ** 

Public,  each    5.00 

Above  rates  for  urinals  with  self-closing  valves; 

continuous    flow    and   all   other   urinals 

must  be  metered. 
In  class  two,  all  enumerated  fixtures  shall  be 

considered    private   where   they   are    in 

dwelling  houses  only.    All  others   shall 

be  considered  as  public. 
Class  Three. 
Street  washers: 
To  be  used  for  sprinkling  sidewalks  and  half 

streets. 

For  25  feet  or  less  frontage $4 .  00        " 

For  each  front  foot  above  25,  per  foot 15 

No  charge  will  be  made  for  this  when  person 

pays  for  sprinkling  lawn. 


It 
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Lawn  :uid  garden  sprinklers. 

Sprinkling  where  meters  arer  not  used  shall  be  limited  to  the 

following  mentioned  hours,  5:00  a.  m.,  to  8:00  a.  m., 

5:00  p.  m.  to  9:00  p.  m.    The  following  mentioned  rates 

win  be  charged,  where  there  is  a  building 

on  the  premises: 

For  the  first  1,000  sq.  ft.  or  less Free 

For  additional  7,000  sq.  ft.  or  less $6.00 

For  each  additional  1,000  sq.  ft.  or  major  fraction  thereof      .25 
Space    occupied    by    buildings    should    be   Included   In 

measurements. 
For  premises  not  occupied  by  buildings  no  deduction  shall  be 

made. 
Private  stables: 

Each  animal   $1.00 

This  rate  permits  use  of  hose  for  washing  carriages. 
Class  Four. 

Asylums Dwelling  house  rates 

Bakefies  for  each  barrel  of  flour  of  average  dally  use..  $3.00 

Banks    7.00 

Billiard  tables    (public )   each  table 1 .  00 

Any  billiard  table,  for  which  a  charge  is  made  for  playing  a 

game  thereon,  shall  be  considered  a  public  table. 

Bookbinderies,  for  two  persons  or  less $5.03 

For  each  additional  person   25 

Bowling  alleys,   (public)   each  alley-way 6.00 

Any  bowling  alley,  for  which  a  charge  is  made  for  playing  a 

game  thereon,  shall  be  considered  a  public  alley. 

Carriage  shops,  for  five  persons  or  less $6.00 

For  each  additional  person   25 

Cigar  factories  for  ten  persons  or  less  5.00 

Each  additional  person    26 

Flats    Dwelling  house  rates 

Forges,   first  one    $3.00 

Each   additional    1.00 

Halls,  of  2,000  square  feet  or  less  area 4.00 

Each  additional  1,000  square'  feet  or  less  areSa 1.00 

Ice  cream  saloons,  three  tables  or  le^s 6.00 

Each  additional  table   1.00 

Offices  and  sleeping  rooms,  each 1.00 

and  charge  for  fixtures  as  indicated  in  class  two. 

Schools,   (public  and  private)   each  pupil 05 

Grocery    stores    6.00 

Dry  goods  and  other  stores,  for  each  five  persons  or 

less    5.00 

Each  additional   person    26 

Soda  fountains.   each« 2.00 

With  spray  tumbler  washer   10.00 

Steam  engines   (non-condensing)    in  use  ten  hours  per 

day  or  less: 

For  ten  horse  power  or  leiss,  per  horse  power $3 .  00 

For  each  additional  horse  power  1 .00 

In  use  from  ten  to  twenty-four  hours  per  day: 

For  ten  horse  power  or  less,  per  horse  powrt* 6.00 

For  each   additional  horse  power 2.00 

Boilers,  for  heating,  for  each  square  foot  of  fire  surface      .30 
Boilers  used  for  power,  charge  made  on  engine. 


WATER  RATES.] —353-- [LA  CROSSE 

Boilers  used  for  heating  and  power,  both  charges  made 
as  indicated  above. 

Tenement  house   Dwelling  house   rates 

Work  shops,   (not  sche^duled)  for  ten  persons  or  less..  $5.00 

For  additional  person  25 

The  above  mentioned  rates  are  for  the  general  use  of 
water  in  and  about  the  above  named  places,  but  do 
not  includer  the  use  of  water  for  any  other  special 
purpose,  nor  for  purposes  enumerated  in  any  of 
the  other  classes  of  rates. 
Class  Five, 

Private  fire   hydrants,   each $5 .  00 

Flushing  sewers,  per  100  lineial  feet  all  sizes 1.50 

Settling  trenches,  for  each  100  square  feet 1 .00 

Building  purposes: 

Cement,  tile  or  artificial  stone  sidewalks,  250  square  feet 

or  less    25 

All  over  250  square  feret,  per  100  square  feet 10 

Brick  work,  per  1,000 05 

Stone  work,  per  100  cubic  feet 10 

Plastering,  per  100  square  yards  or  less 15 

Concrete,  50  cubic  yards  or  less   75 

Each  additional  cubic  yard 01 

Filling  cistern;  first  2,000  gallons  or  less 3.50 

Each  additional   1,000  gallons 50 

Interstate  Fair  Association:     Water  at  the  fair  grounds.  10.00 
Class  Six. 
A  uniform  charge  of  25  cts.  per  meter  shall  be  made  each  six 
months   for  reading  the  same.    All  metered  water  ex- 
cept as  provided  in  classes  seven  and  eight  shall  be  paid 
for  at  the  following  named   rates,  no  deduction  being 
made  on  account  of  any  leakage  or  wastage: 
The  first  2,000  cu.  ft.  or  less  in  6  months  at  $0.15  per  100  cu.  ft. 
The  next  20,000  cu.  ft.  or  less  in  6  months  at  $0.10  p^  100 

cu.  ft. 
The  next  50,000  cu.  feet  In  6  months  at  $0.05  per  100  cu.  feet. 
The  next  255,000  cu.  feet  in  6  months  at  $0.04  per  100  cu.  fefet. 
In  excess  of  327,000  cu.   feet  in   6  months  at  $0.03  per  100 
cu.  feet. 
Class  Seven. 
A  charge  will  bef  made  for  all  cemeteries.  The  Young  Men's 
Christian  Association  building  and  the  Young  Women's 
Christian  Association  building  at  a  rate  of  50  per  cent 
of  the  rate  provided  in  class  six. 
Class  Eight. 
A   charge   will   be   made   for   all    parochial    schools,   the    St. 
Michael's  Orphan  Asylum  for  Boys  and  the  St.  Anne's 
Orphan  Asylum  for  Girls  and  the  Home  for  the  Friend- 
less at  the  rate  of  25  per  cent  of  the  rates  specified 
in  class  six. 
Bills  du0  and  payable  in  advance  semiannually  on  first  days  of 
January  and  July  each  year.    Failure  to  pay  bills  by  the 
2l8t  of  said  months  will  be  followed  by  adding  5%  to  each 
delinquent  bill,  and  if  not  paid  within  an  additional  five 
days,  water  will  be  shut  off. 
Street  sprinkling  permitted  between  hours  of  5  and  S  a.  m.  and 
5  and  9  p.  m.    Nozzle  of  more  than  M  in.  in  diameter  pro- 
hibited. 
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Where  water  has  been  turned  off  for  nonpayment  of  bills  or 
violation  of  rules,  water  supply  will  not  be  restored  until 
the  cause  for  which  the  water  was  turned  off  has  been  re- 
moved, and  all  back  rates  and  penalties,  and  the  further 
sum  of  not  less  than  $1.00  nor  more  than  $5.00  have  been 
paid.  I 

Meters  installed  and  repaired  at  request  and  expense  of  property 
owners. 

In  case  water  meter  fails  to  register  the  quantity  of  water  used, 
the  consumers  will  be  charged  the  average  daily  consump- 
tion registered  the  corresponding  month  of  the  previous 
year;  if  the  meter  has  not  been  in  use  for  six  months,  then 
at  flat  rates. 

All  service  pipes  larger  than  %  inches  must  be  metered. 

Whenever  water  is  supplied  to  any  premises,  part  of  which  is  used 
for  working  syphons,  pumps,  lifts  or  motors,  to  aquariums, 
barber  shops,  brick  yards,  churches,  clubs,  dyeing  and  clean- 
ing establishments,  saloons,  restaurants,  eating  houses,  beer 
pumps,  turkish  baths,  bottling  houses,  breweries,  butcher 
shops,  candy  factories,  foundries,  fountains  (all  kinds), 
gas  engines,  gas  works,  grain  elevators,  green  houses,  hotels, 
boarding  houses,  lodging  houses,  hospitals,  hoisting  ele- 
vators, meat  markets,  laundries,  railroads  (all  purposes), 
lumber  yards,  packing  houses,  abbatoirs,  photograph  gal- 
leries, printing  offices,  wholesale  liquor  stores,  drug  stores, 
soap  factories,  condensing  engines,  standpipes  and  apparatus 
for  fire  protection  in  buildings,  tanneries,  theaters,  tobacco 
warehouses,  watering  troughs,  vinegar  factories,  livery 
stables,  hotel  stables,  sale  stables,  malt  houses,  distilleries, 
manufactories,  or  any  other  establishments  •  or  places  of 
business  not  enumerated  in  the  foregoing  classes,  the  same 
to  be  measured  by  meter;  and  will  bef  rated  by  meter  meas- 
urement. 

Any  person  connected  with  the  city  water  supply  under  either  of 
thef  foregoing  classes  may  have  a  meter  attached  to  his 
premises  covering  the  water  supply  of  said  premises,  pro- 
vided all  water  used  on  said  premises  is  run  through  such 
meter. 

LADYSKQTH. 

(Population,  2,352.) 

MUNICIPAL  PLANT. 

Pumping:     Steam  power. 

Public  Service. 

Hydrant  rental:     No  charge. 

Street  sprinkling,  per  sprinkler  per  week ^6 .  00 

Commercial  Service. 

Meteb  Rates: 

Minimum  semi-annual  bill,  $2.50. 

First  5,000  cu.  ft.  or  less  per  6  mo.,  per  100  cu.  ft 20  cts. 

Next  15,000               "               "               "                   10  " 

"     10,000                "                "                "                    5  " 

"    30,000                "                "                "                   3  " 

"    30,000                "                "                "                   2  " 

Over  90,000               "   per  6  months 5  " 
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Fl^t  Rates: 

Minimum  annual  bill,  $5.00. 

Banks,  including  one  wash  basin,  per  annum |5.00 

Bakeries    $6.00  to  10.00 

Barber  shops,  three  chairs  or  less 10.00 

Each  additional  c)iair  1.50 

Bath  houses  (public),  per  tub Special 

Bathing  tubs  in  barber  shops,  each 5.00 

Billiard  rooms,  each  table 2.00 

Blacksmith  shops 3.00 

Boarding  and    lodging   houses,    and    furnished   roams, 

per  room  1 .  00 

Boarding  schools,  per  room l.OJ 

Bookbinderies   8.00 

Bottling  ale  and  beer $5.00  to  10.00 

Breweries,  distilleries,  rectifiers,  malthouses,  estimated  at 

100  gallons  to  the  barrel,  per  1,000  gallons 15 

Building  purposes  for  1,000  brick  wetting,  making  mortar      .  10 

Building  purposes,  per  100  yds.  plastering 15 

Building  purposes,  stone,  per  cord 10 

Butcher  shops $8.00  to  10.00 

Bowling  alleys  5 .  OO 

Candy  manufactories  $8.00  to  10.00 

Cells  in  jail,  each Special 

Churches,  free,  les^  the  cost  of  service  pipes,  cocks,  etc. 

Cigar  manufacturing  5.00 

Cisterns,  50  bbls.  or  less 2.00 

Elach  additional  50  bbls.  or  less 1.00 

Club  rooms 5.00 

Commercial  colleges  5.00 

Confectionery    10.00 

Dental  office 5.00 

Drug  store $5.00  to  10.00 

Dwelling  houses,  6  rooms  or  less  for  each  family 6.00 

Each  additional  room 50 

Dyeing  and  scouring,  including  laundries Special 

Eating  houses   $5.00  to  10.00 

Fountains,  flowing,  not  exceeding  8  hours  per  day  during 

season  from  April  1  to  November  1,  ^^  in.  orifice. .  15.00 

Bach  additional  %  in.  jet 2.00 

Fountains.  1-16  in.  jet  the  season 10.00 

Each  additional  1-16  in.  jet 2.00 

Fountains,  %  in.  jet 25.00 

Fountains,  5-16  in.  jet 45.00 

Glass  and  tumbler  washers 15.00 

Glass  works Meter  rates  or  special 

Hotels,  per  room Special 

Ice  cream  saloons,  three  tables  or  less 5.0O 

Each  additional  table 50 

Laundries Meter  rates  or  special 

Livery,  sale  and  feed  stable,  per  single  stall,  including 

washing  carriages Meter  or  special 

Locomotives Special  or  meter  rates 

Lumber  yards Meter  rates 

Manufacturing  establishments Special  or  meter  rates 

Offices  and  sleeping  rooms  occupied  by  not  more  than  two 

persons Special 

ESach  additional  person Special 

Photograph  galleries $5.00  to  10.00 
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Private  stables,  one  horse,  one  cow,  or  two  horses,  wash- 
ing carriages |2 .  00 

Each  additional  horse 75 

Private  bath  tubs 2  .Ot) 

Each  additional  tub 1.00 

Printing  offices,  engines  extra Special 

Public  bath  tubs,  each  tuu Special 

Public  halls Special 

Puddling  ditches,  etc Special  rates 

Restaurantfl,  three  tables  or  less $5.00  to  10.00 

For  each  additional  table 50 

Railroad  depots Special  or  meter  rates 

Stores,  24  feet  or  less 5.00 

Each  additional  foot 25 

Stores  of  irregular  shape In  proportion 

Saloons $10.00  to  15.00 

Schools,  not  boarding,  25  scholars 5. CO 

Each  additional  scholar 20 

Soda  fountain  when  exclusive 5 .  00 

Soap  manufactories Special  or  meter  rates 

Steam  engines,  each  horse  power Special  or  meter  rates 

Each  horse  power  per  24  hours Special  or  meter  r^te.s 

Steam  boilers  for  house  warming,  etc.,  for  each  square 

foot  of  fire  surface Special 

Tobacco  warehouses 10 . 0 ) 

Urinals,  public,  with  constant  flow 8 .  00 

In  hotels,  boarding  houses  and  saloons 3.00 

In  blocks  and  manufacturing  establishments 2.50 

In  stores,  banks  and  offices 1 .  50 

In  private  houses 1 .  50 

Warehouses Special  or  meter 

Wash  basins,  stationary,  first  basin  in  private  family Free 

All  others,  each 50 

Water  closets,  private,  per  bowl 2.00 

Public,  per  bowl 3. CO 

Water  carts,  per  100  gal 05 

Water  power  for  sewing  machines,  etc Special 

Work  shops Special 

Yard  hydrants Dwelling  or  boarding  house  rates 

Lawn  sprinkling,  per  lot  66x132  ft 4.00 

Each  additional  front  foot 04 

All  persons  not  satisfied  with  the  above  schedule  of  rates  can  have 
the  privilege  of  putting  in  a  water  meter  at  their  own  ex- 
pense. 
Yard  fountains  shall  not  be  used  more  than  six  hours  per  day  and 
only  between  April  1  and  November  1,  in  each  year,  except 
by  special  permission  and  upon  payment  of  additional 
charges. 
All  water  rents  shall  be  paid  semi-annually,  the  first  day  of  January 
and  July  of  each  year,  In  advance;  If  not  compiled  with 
within  three  days,  ten  per  cent  penalty  w^ill  be  added,  and 
if  not  paid  In  six  days  the  water  will  be  shut  off.  Meter  rates 
shall  be  paid  monthly  in  advance;  ten  .per  cent  penalty  "will 
be  added  if  the  rent  Is  not  paid  within  ten  days  after  the 
same  becomes  payable. 
There  shall  be  no  charsre  for  tapping  the  main.  On  all  streets 
where  mains  are  laid  the  city  agrees  to  carry  the  water  to  the 
curb  line  free  of  charge,  provided  that  each  applicant  pay  his 
water  rent  six  months  in  advance. 
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LAKE  GENEVA. 

(Population  3,079) 

MUNICIPAIi  PLANT. 

Pumping:     Steam  power;  standpipe. 

Public  Service. 

Hydrant  rental:  78  hydrants — 10  cts.  per  year  per  running  foot 

of  main. 
Street  sprinkling 14  cts.  per  1000  gallons. 

Commercial  Service. 

Meter  Rates: 

Minimum   quarterly  charge   $2.50,   when   the   dally  consump- 
tion is 

100  to        300  gallons,  per  1000  gallons   35  cts. 

300  to    1,000        "  "  30    '• 

1.000  to     6,000        "  "  25     " 

6,000  to  14,000         •'  " 20     " 

14,000  to  30,000         "  "  15     " 

Ahove  30,000        "  "  13     " 

When  annual  consumption  is 

500,000  to  1,000,000  gallons,  per  1000  gallons   20  cts. 

1.000,000  to  3,000,000         "  "  15     " 

Above  3 ,  000 ,  000    "        "         12  " 

Flat  Rates: 

Minimum  annual  charge  $5.00. 

Banks — one  self-closing  faucet  • $2.25  per  quarter 

One  faucet  with  hose  connection 2.50        " 

Bakeries — daily  average  of  each   barrel  of 

flour    1.00 

None  less  than  2.50 

Barber  shop — first  chair  with  basin 1 .  50        " 

Each  additional  chair 75 

Baths — private,  without  heating  attachment    1.00 

Private,  with  heating  attachment 1  ."25 

Hotel  or  boarding  house,  first  tub 2.00 

Each  additional  tub 1.00 

Public  baths,  first  tub 3.00 

Each   additional  tub    2.00 

Blacksmith  shop — first  fire 1 .25 

Each  additional  fire 75 

Boarding  house — per  room 35 

No  license  less  than   2.50 

Laundry — public  per  tub 2 .  00 

Printing  oflice — six  hands  or  less  3.00 

Each-  additional  hand   25 

Residence — occupied    by    one    family,    four 

rooms  or  less 1 .  25 

Each  additional  room   25 

Stable* — private  one  horse  and  carriage 1.00 

Each  additional  horse 50 

Each  cow  in  addition 50 

Livery — boardincj  or  sale  stable,  six  horses 

or  less,  iiicl'.jding  carriage  washing..     3.00 

Each  additional  stall 40 

Saloons    2.50  to  5 .  00 

Shops — special  rates. 

Stores — one  basin,  self-closing  faucet 2.25 

One  basin  with  hose  connection   2.50 
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Urinals — private,  self-closing  fkucet $0.50  per  quarter 

Self-closing  faucet,  stores,  oflBces,  etc 75        " 

Self-closing  faucet,  saloons  and  restaurants       .75        " 

Public,  self-closing  faucet  2 .  00 

W)ater  closets — private  1 .  00        " 

Self-closing,  banks,  stores,  offices,  etc 1 .  25 

Self-closing,  restaurants,  saloons,  etc 1.50 

Self-closing,  public  2.00 

Wash  basin — in  dwelling  In  addition  to  first 
faucet — ^free. 

Hotel — private  room 75        ** 

Hotel,  wash  room,  each  basin 1 .00        " 

Office  wash  basin   1.00        "    . 

Season  Rates: 

Sprinkling  lawns  with  1-8  nozzle  four  hours 

per  day  and  60  fe?et  front  or  less 5.00        " 

Fountains  to  be  used  not  over  six  hours  per 
day  for  th^  season  of  six  months,  as 
follows : 

M6  Inch  Jet 10.00 

1-8  inch  Jet  20.00 

3-16  inch  Jet   35.00 

Soda  fountain  15 .  00 

Connections  between  mains  and  the  consumer  made  at  consumer's 

expensef,  payment  made  in  advance. 
Meters  installed  by  city  free  of  chiarge. 

Bills  for  water  consumed  at  fiat  rates,   due  and  payable  semi- 
annually in  advance,  and  for  water  consumed  at  meter  rates 
due  and  payable  quarterly  in  advance. 
Yard  fountains  permit-ted  six  hours  daily  until  8  p.  m.    Additional 

hour's  use  upon  payment  of  additional  charges. 
Sprinkling  with  hose  by  hand  permitted  from  May  1  to  Nov,  1,  upon 

paym^t  of  the  rates  in  advance. 
For  violation  of  rules  of  the  company,  or  nonpayment  of  rents, 
company  may  shut  off  water  and  upon  satisfactory  amends 
beini^  made,  turn  it  on  again,  and  charge  for  such  turning 
off  and  on  of  the  water. 

LAKE  MILLS. 

(Population,  1,672.) 
MUNICIPAL    PLANT. 

Pumping:     Steam  and  electric  pow^er,  standpipe. 

Public  Service. 

Hydrant  rental:   32  hydrants,  and  3  public  fountains  part  of  year 

per  annum,  each,  $40.00. 
Street  sprinkling,  25  cts.  per  tank. 

*  Commercial  Service. 

Meter  Rates: 

Minimum  annual  charge,  $G.00. 

First  25,000  gallons    25  cts.  per  1000  gals 

Next  25,000        "       20  "      "       ** 

**     50,000        "       15  "      

•'     50,000        "       12  •'      " 

"     50,000        "       10 

Excess  of  200,000  gallons 8  " 

'  Question  of  rates  now  pending  before  the  Commission. 
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Plat  Rates: 

Minimum  annual  charge,  $6.00. 

Banks,  including  one  wash  basin $6 .  00  per  year 

Bakeries,  one  faucet 8.00        " 

Bakeries,  each  additional  faucet 2.00 

Barber  shops,  one  chair 6 .  00 

Barber  shop,  each  additional  chair 1.00 

Bath  houses,  public,  per  tub 10.00 

Bathing  tubs  in  barber  shops,  each 5.00        '* 

Billiard  rooms,  each  table 2 .00 

Blacksmith  shops 6. 00 

Boarding  and  lodging  houses   and   furnished 

rooms,  per  room 1 .  00        ** 

Boarding  schools,  per  room 1.00 

Building  purposes,  for  1,000  brick,  wertting  and. 

making  mortar 10 

Building  purposes,  for  100  sq.  yards  of  plaster- 
ing   15 

Building  purposes,  stone,  per  cord 10 

Butcher  shops 8.00 

Bowling  alleys 6.00 

Cigar  manufactories  6 .  00 

Cisterns  filled  (exclusive  of  labor)  50  barrels  or 

less 2.00 

Each  additional  50  barrels  or  less 1 .  00 

Club  rooms 6 .  00 

Dental  ofRce? 6.00 

Drug  stores 6.00 

Dwellings,  one  faucet  6. 00 

Each  additional  faucet 1.00 

Dyeing  and  scouring,  Including  laundries 10.00 

Eating  houses  10. 00 

Fountains,  flowing,  not  exceeding  8  hours  per 
day  during  the  season,  from  the  first  day 
of  April  to  the  first  day  of  November,  % 

inch  orific€f 15.00        " 

Each  additional  %  Inch  jet 2.00 

Fountains,  y^  inch  jet  for  the  season 10.00 

Each  additional  1-16  inch  jet 2.00        '* 

Fountains,  Vi  inch  jet 25.00        " 

Hose  for  sprinkling  streets,  including  washing 
and  sprinkling  sidewalks,  the  outsides  of 
buildings,  per  lineal  foot  front,  business 

houses 10        " 

Hose  for  sprinkling  lawns,  July  1  to  Jan.  1 4.50        " 

Hotels,  per  room 1 .  00        '* 

Ic0  cream  saloons 6 .  00        " 

Livery,  sale  and  feed  stables,  washing  car- 
riages   Meter  rates 

Lumber  yards  Meter  rates 

Manufacturing  establishments.  .Special  or  meter  rates 
Office's  and  sleeping  rooms  occupied  by  not  more 

than  two  persons 3 .  00 

Photograph  galleries   10.00 

Private  stables,    one   horse,   one   cow,    or   two 

horses,  washing  carriages 2.00        " 

Private  stables,  each  additional  horso 1.00        " 

Private  bath  tubs 3.00 

Printing  offices,  engines  extra 10.00        " 
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Public  bath  tubs,  each  tub $5.00  per  year 

Public  halls 6.00 

Puddling  ditches,  etc , Special  rates 

•Restaurants,  three  tables  or  les j 6.00        *' 

Railroad  depots Special  or  meter  rates 

Stores  6.00 

Saloons   Meter  rates 

Schools,  not  boarding,  25  scholars 5.00 

Schools,  not  boarding,  e^ch  additional  scholar. .       .20 

Soda  fountains 5.00        " 

Steam  engines,  each  horse  power 2.00 

Steam  engines,  each  horse  power,  per  24  hours    3.00       " 
Steam  boilers,  for  house  warming,  etc.,  for  each 

sq.  ft.  of  fire  surface 80 

Tobacco  warehouses  10.00        ** 

Urinals,  public,  with  constant  flow 6.00        " 

Urinals  in  hotels,  boarding  houses  and  saloons    3.00        " 
Urinals  in  blocks  and  manufacturing  establish- 
ments        2.50        " 

Urinals  in  stores,  banks  and  offices 1.50        " 

Urinals  in  private  houses 2 .00        " 

Warehouses Special  or  mefter  rates 

Wash  basins,  stationary 1 .00        " 

Water  closets,  private,  per  bowl 3 .00        " 

Bach  additional  1.50 

Water  closets,  public,  per  bowl 6 .  00        " 

Each  additional  3.00        " 

Water  carts,  per  100  gallons 05 

Water  power Special  or  meter  rates 

Yard  hydrants   ,.^ 6 .00        " 

■  For  violation  of  any  rules  or  regulations,  or  nonpayment  of  rents, 
water  may  be  turned  off  and  not  turned  on  again  until  a  sat- 
isfactory settlement  of  the  cause  of  cutting  off  water  supply 
has  been  reached,  and  payment  of  $1.00  for  turning  off  and 
on  the  water  has  been  made. 
Bills  for  water  consumed  at  flat  rates,  due  and  payable  quarterly 
in  advance  the  1st  day  of  January,  April,  July  and  October 
of  each  year;  if  not  paid  within  5  days,  10  per  cent  penalty 
will  be  added;  and  if  not  paid  in  10  days,  water  will  be  shut 
off. 
Bills,  for  water  consumed  at  meter  rates  at  dwellings,  due  and  pay- 
able quarterly;    for  water  consumed  at  meter  rates  by  all 
other  consumers,  due  and  payable  monthly. 
Fixtures  not  permitted  to  be  kept  running  when  not  in  actual  us© 

without  special  permit  and  payment  of  additional  rates. 
Yard  fountains  permitted  not  more  than  6  hours  per  day  only  be- 
tween April  1  and  November  1.    Larger  hose  and  more  ex- 
tended use  of  hoso  and  fountains  allowed  by  special  permit 
and  payment  of  additional  rates. 
Private  hydrants  attached  directly  to  the  mains  with  large  pipes 
to  be  used  for  fire  purposes  only  permitted  to  large  consum- 
ers at  their  own  expense;  water  for  such  purpose  furnished 
free  of  charge. 
Service  pipe  connections  with  the  mains  made  at  consumer's  ex- 
pense, except  that  city  furnishes  suitable  stop  box  and  cock 
and  bears  expense  of  making  the  tap  in  the  main. 
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LANCASTER. 

(Population,  2,329.) 

municipaij  plant. 

Pumping:     Stcfiam  power;  standpipe. 

Public  Service. 

Court  liouse,  special  rate $50.00  per  year 

Hydrant  rental:  80  hydrants,  no  charge. 

Commercial  Service. 

Mcteb  Rates: 

Per  1000  gallons 40  cts.  per  M 

Flat  Rates: 

Banks,  including  one  wash  basin $4 .  00  per  year 

Barber  shops 6. 00        ** 

Bathing  tubs,  public 2.50 

Bathing  tubs,  private 2 .  00        " 

Billiard  rooms,  not  to  exceed  two  table's 4 .  00        " 

Blacksmith  shop 5 .  00 

Boarding  houses  special  or  meter  rates Special 

Building  purposes  (frame) $1.00  to    1 .  50 

Butcher  shops,  including  sprinkling  and  win- 
dow washing Meter  rate 

Churches  (social  room) Free 

Cigar  factories  4 .  00  per  year 

Cisterns  filled,  exclusive  of  labor,  meter  rates 

Dental  offices 4.00        " 

Drug  stores 7. 00        " 

Dwelling  houses,  each  family,  l  faucet 4.00 

Dwelling  houses,  1  faucet  and  lawn  sprinkling    7.00 

Dwelling  houses,  each  additional  faucet 50 

Fountains,  meter  rat^. 

Hotels,  meter  rates. 

Lawn  sprinkling  when  taken  alone  per  season. .     5.00 

Livery  and  feed  stables,  meter  rates. 

Lumbefr  yards 3.00        " 

Manufacturing  establishments Meter  rates 

'Offices   2.00 

Photograph  galleries   Meter  rates 

Printing  offices Meter  rates 

Public  halls   3.00 

Restaurants 8 .  00        " 

Railroad  depots  and   tanks,  special   or  meter 

rates — special  rate 20. 00  per  mo. 

,  Stables,  private,  each  horse  or  cow 1 .00  per  year 

Stables,  washing  carriages,  private 1 .00 

Stores,  including  surinkling  and  window  wash- 
ing        6.00 

Saloons Meter  rat^ 

Schools Meter  rates 

Street  sprinklers Special 

Steam  engines Meter  rates 

Closets,  private,  each $2 .  50 

Water  carts Meter  rates 

Water  power Meter  rates 

Consumers  outside  of  city  limits  pay  an  additional  50  per  cent  of 
regular  rates. 

Consumers  must  in«-tall  and  maintain  their  own  meters. 
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Bills  due  and  payable  in  advance  semi-annually  on  first  days  of 
April  and  October,  where  water  is  taken  by  flat  rate,  except 
street  and  lawn  sprinkling  rates  which  shall  be  paid  in  ad- 
vance annually.  Water  taken  at  meter  rates  shall  be  paid  fci 
at  the  end  of  each  month,  except  that  a  minimum  sum  of 
$5.00  shall  be  deposited  in  advance. 

Sprinkling  permitted  from  1st  day  of  April  to  Ist  day  of  November 
each  year. 

Penalty  of  $2.00  exacted  for  turning  off  and  on  of  water  for  non- 
payment of  bill. 

LODI. 

(Population,  1,044.) 

MUNICIPAL    PLANT. 

Pumping:     Steam  power;  pressure  re'servoir. 

Public  Service. 

Hydrant  rental:  28  hydrants  each $35 . 00  per  year 

Commercial  Service. 

Flat  Rates  : 

Minimum  annual   charge $4 .  00 

Barber  shops,  one  chair  $3 .00  per  year 

Barber  shops,  each  additional  chair 1.00        " 

Bath  tubs  in  barber  shops,  each 4. 00        " 

Use  of  hose  alone 5.00        " 

Closets  . .' 3.00 

Each  additional  closet 1.00 

Building  purposes  for  1000  bricks,  wetting  and 

making  mortar 10 

Building  purposes  per  100  sq.  yards  of  plaster- 
ing   15 

Building  purpose?,  stone  per  cord 10 

Dwelling  house,  one  faucet  for  each  family 4.00        " 

Each  additional  faucet 1 .  00        " 

•     I>welling,  one  faucet  and  hose 7 .  00       " 

Hose  for  sprinkling  streets,  including  sprink- 
ling and  washing  sidewalks  and  outsides 
of  buildings,  pet  lineal  front  foot,  busi- 
ness houses 10        " 

Same  as  above,  private  houses,  and  including 
hose  for  sprinkling  lawns,  gardens,  etc., 

in  addition  to  house  rate 3.00        " 

Hotels  and  boarding  houses,  per  room 50        " 

Livery,  sale  and  feed  stables,  perr  single  stall, 

including  washing  carriages 1.00        " 

Private   stables,  one   horse,   one  cow,   or   two 

horses  and  washing  carriages 2.00        " 

Private  stables,  each  additional  horse  or  cow..       .50        *' 

Private  bath  tubs,  each 1 .  00        " 

Stores,  banks,  restaurants  and  ofl^ces 5.00        " 

Saloons    8 .  00        " 

Soda  fountains,  in  addition  to  store  rate 2.00        " 

Yard  hydrants  for  dwellings  without  hose 4.00        " 

Rates  for  all  other  purposes  that  may  be  applied  for  will  be  fixed 

by  estimation  by  the  Village  Board  or  the  Superintendent 
A  charge  of  $6.00  made  for  each  tap  of  the  water  mains,  including 
corporation  cock,  service  cock  and  box,  and  putting  in  the 
service  pipe  to  inner  side  of  curb. 
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Bills  due  and  payable  annually  in  advance  on  1st  day  of  June. 

No  hose  to  be  used  except  by  permit.  Nozzle  not  to  exceed  y^  inch 
and  hose  not  tp  exceed  %  inch  except  upon  payment  of  addi- 
tional charges.  Hours  of  use  from  6  to  7  a.  m.  and  6  to  8 
p.  m. 

Yard  fountains  not  to  be  used  more  than  six  hours  per  day  bcrtween 
April  1st  and  November  1st,  except  by  special  permit  and 
payment  of  additional  charges. 

Fixtures  not  to  be  kept  running  when  not  in  actual  use  without 
special  permit  and  paymemt  of  additional  rates. 

For  violations  of  any  of  the  rules  and  regulations,  the  water  may 
be  shut  off  and  not  turned  on  again  until  proper  amends  and 
a  payment  of  $1.00  for  turning  off  and  on  the  water  have 
been  made. 


LOYAL. 

(Population,  677.) 

MUNICIPAL    PLANT. 

Pumping:     Gas  power,  standpipe'. 

Pnblic  Service. 

Coimnerclal  Service. 

Flat  Rates: 

Banks,  one  basin $6 .  00  per  year 

Bakeries,  one  faucet 8 .  00        " 

Each  additional  faucet 2.00 

Barber  shops    6.00        " 

Bath  houses,  public,  per  tub 10,00        " 

Bathing  tubs,  in  barber  shop,  each 5.00        *' 

Blacksmith  shop 6 .  00 

Building  purposes,  1000  brick  for  mortar 10 

Building  purposes,  100  yds.  plaster 15 

Building  purposes,  stone  per  cord 10 

Butcher  shops 8 .  00 

Cisterns  filled  f exclusive  of  labor)  50  bbls 2.00 

Each  additional  50  bbls.  or  less 1.00 

Dental  offices 6.00 

Drug  store 6. 00        " 

Dwellings,  one  faucet 6 .  00        " 

Dwellings,  each  additional  faucet 1.00 

Eating  houses,  one  faucet 10.00 

Each  additional  faucet 1 .  00 

Hose  for  sprinkling  streets  including  washing 
and  sprinkling  sidewalks,  thef  outside  of 
buildings  per  lineal  front  foot,  business 

houses 10        " 

Hose  for  sprinkling  lawn.  1  nozzle 6 .  00 

Hotels,  per  room .' 1 .  00 

Ice  cream  saloons  6 .  00 

Livery,  sale  and  feod  stables,  washing  car- 
riages   Special 

Manufacturing  establishments Special 

Photograph  galleries 10.00        " 

Prtvate   stables    one   horse,   one   cow    or    two 

horses,  washing  carriages 2.00        '* 

Each  additional  horse 1.00 

Private  bath  tubs 3.00        " 
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Printing  offices,  engine  extra $10.00  iJer  ye^r 

Public  bath  tubs,  each  tub 5.00 

Restaurants,  3  tables  or  less G.OO 

Stores 6.00 

Saloons,  one  faucet  4 .  00 

Each  additional  faucet 1 .  00 

Soda  fountains  5 .  00 

Steam  coilers,  for  house  warm  in  g  for  each  si. 

ft.  fire  surface HO 

Street  sprinklers   Special 

Urinals,  public  constant  flow G .  00 

Urinals,  hotels,  boarding  houses  and  saloons. . .     3.00 

Urinals,  store's,  banks  and  offices 1.50 

Urinals,  private  houses 2 .  00        " 

Water  closets,  private  per  bowl 3.00        " 

Each  additional  bowl 1 .50 

Water  closets,  public   .- 6 .  00 

Each  additional  bo^vi  H.OO 

Water  carts,  per  100  gals 01 

Yard  hydrants  6 .00 

MADISON. 

(Population,  25,531.) 

MUNICIPAL    PLA\T, 

Pumping:     Steam  power;  standpipe. 

Public  Service. 

369  hydrants  and  street  sprinkling ?2n,0C0  per  year 

Commercial  Service. 

Meter  Rates: 

Payable  semi-annually  in  advance. 
Service  Charge: 

1.  %  inch  meter,  one  consumer  on  meter $1 .50 

2.  3/4      "  '*         "  "  '•       "     1.75 

3.  1       "  "         '*  "  "       "     2.00 

4.  1%    "  "         '*  '•  "       '•     2.75 

5.  2       "  "         "  **  "       "     3.75 

6.  3       "  "         "  "  "       **     6.00 

7.  4       "  **         "  •'  *'       •'     10.00 

For  each  additional  consumer  on  the  same  meter 1.00 

Each  dwelling,  flat,  suite,  store",  tenant,  etc.,  shall  be  regarded 

as  one  consumer  in  determining  the  service  charge. 
Output  Charge: 

1.  Up  to  and  including  75,000  cu.  ft.,  6  cts.  per  100  cu.  ft. 

2.  For  quantities  in  excess  of  75.000  cu.  ft.,  5  cts.  per  100  cu.  ft. 
Flat  Rates; 

Payable  semi-annually,  in  advance. 

Residences,  stores,  etc.,  with  sewer  connection $3.or» 

Without  sewer  connection 1 . 50 

Barns,  warehouses,  etc.,  with  sewer  connection 3.00 

without  sewer  connection 1 .00 

Service  pipes  from  main  to  curbstone  laid  upon  payment  of  $2.00 
for  permit,  and  $15.00  in  advance  to  cover  cost  of  same  based 
on  a  %  inch  service.  Service  pipe  to  be  maintained  at  ex- 
pense of  consumer. 
Bills  due  and  payable  in  advance  semi-annually  on  the  first  day  of 
January  and  July  each  year.     If  not  paid  within  30  days, 


WATER  RATES.]  —365--  [MANITOWOC 

10  per  cent  penalty  will  be  added,  if  not  then  paid  within  20 
days  watcrr  will  be  turned  off  and  will  not  be  turned  on  agaiii 
until  payments  of  bill  and  $1.00  penalty  are  made. 

New  takers  shall  pay  for  throe  months  in  advance  at  flat  rates,  and 
thereafter  according  to  the  meter  under  rules  govcrrning  sucte 
meter  rates. 

Private  hydrants  and  large  pipes  connected  directly  with  the  mains 
may  bef  installed  by  large  consumers  at  their  own  expense  to 
be  used  for  fire  purposes  only.  Water  for  such  purpose  furn- 
ished free  of  charge. 

City  furnishes  meter  to  consumers  who  must  pay  for  their  Install:: 
tion  and  for  all  repairs  needefd  for  any  cause  other  than  for 
ordinary  wear  and  tear. 

MANITOWOC. 

(Population,  13,027.) 

MUNICIPAL   PLANT. 

Pumping:     Steam  power;  standplpe. 

Public  Service. 

Hydrant  rental: 

212  hydrants  beginning  of  year  and  4  hydrants 

added  during  year $9,580.00  per  year 

Street  sprinkling:  3  cts.  per  linettil  foot. 

Conmiercial  Service. 

Meter  Ratks:  Per  1000  gals. 

Consumption  less  than  1000  gals,  per  day I  .30 

1000  to  2000  per  day 25 

2000  to  4000  per  day 20 

4000  gals,  or  over 15  ' 

and  13,  12  and  10  cts.  where  much  greater  quantlOeiB  are  used.  I 

Contracts  with  C.  &  N.  W.  R.  Co.  and  W.  C.  R.  Co.  to  furnish 
them  water  for  all  purposes  at  6  cts  per  1000  gal. 
Flat  Rates: 

Family  domestic  use,  4  rooms $  5.00  per  year 

Each  additional  room 50        " 

Each  additional  faucet 60        " 

Bath  tubs,  domestic  use,  heating  attachments. .     4.00 

Without  heating  attachm^ts 3 .  00 

Urinals,  domestic  use,  each 2 .  00        " 

Hose  for  use  on  lawn  and  window  washing,  60 

feet  front  or  less 5 .  00        " 

Each  additional  foot   05 

One  horse 2.00        " 

Each  additional  horse  1.00 

Carriage  washing 2. 00        " 

Cows,  each  1.00        " 

Banks — one  faucet 8.00       " 

With  hos0  connection i 10.00        " 

Bakeries — dally  average  of  each  barrel  of  flour 

used,  per  bbl.,  per  annum 4 .  00 

Provided  no  bakery  less  than 8.00 

Barber  shops,  first  chair  and  basin 6.00 

Each  additional  chair 2.00 

Baths,  hotel  or  boarding  house,  first  tub 8.00 

Each  additional  tub 4.00 
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Public  bath  tub,  first  tub $12.00  per  year 

Each  additional  tub  8.00 

Blacksmith  shops,  first  fire ■ 5.00        ** 

Each  additional  fire 2.00 

Building  purposes,  brick  per  1000  laid 10 

Stone,  per  cord 25 

Plaster,  per  100  yards 25 

Boarding  house's,  per  room 1 .  50 

Providing  no  license  less  than 10.00 

Laundries,  public,  per  tub 8 .  00 

Ofilces,  one  person  with  wash  basin 5 .  00 

Each  additional  person 2.00 

Printing  offices,  six  hands  or  less 12.00        " 

Each  additional  hand 1.50 

Stables,  livery,  boarding  cr  sale  stables,  6  horseis 

or  less,  including  washing  carriages 12.00        " 

Each  additional  stall 1.60 

Saloons,  two  self-closing  bar  faucets 10.00        " 

One  self-closing  and  one  hose  bar  faucet. ..  15.00        " 

Wash  basin,  self-closing  faucet 3.00        *" 

Wash  basin,  with  hose  connection 5.00        ** 

Stores,  one  basin,  self-closing  faucet 8. 00        " 

One  basin  with  hose  connection 10.00        '* 

Urinals — self-closing,  storfts,  banks,  offices,  etc. .     3.00        " 

Self-closing,  restaurant,  saloons 5.00        " 

Public  urinals,  self-closing  faucets 8.00 

Water  closets,  private 4.00 

Self-closing,  banks,  stores,  offices 5.00 

Self-closing,  restaurants,  saloons,  etc 6.00 

Public  8.00 

Wash  basins,  in  hotel  in  private  room 3 .  00        " 

Hotel  washroom,  each  basin 4.00        " 

Fountains,  to  be  used  not  over  six  hours  per 
day  for  the  season  of  six  months  as  fol- 
lows: 

1-16  inch  Jet 10.00 

Vs  inch  jet 20.00 

3-16  inch  Jet 35.00 

Soda  fountains $10.00  or  15.00 

MARINETTE. 

(Population,  14,610.) 

CITY   WATER  CO. 

Pumping:     Steam  power;  standpipe. 

Public  Service. 

Hydrant  rental: 

125  hydrants,  each $46 .  00  per  7€Bt 

119  hydrants,  each 30.00        " 

Street  sprinkling,  per  cart  per  day 50 . 

Other  public  service Free 

Commercia]  Service. 

Mbteb  Ratks: 

Minimum  monthly  charge, 

%  inch  meter $1.00 

%  "  2.00 

1  " 4,00 

Each  additional  %  inch , . ,     2.00 
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Daily  consumption: 

100  to  1000  gallons,  per  1000  gals $  .30 

1000  to  2000        "         "       '*        "    25 

2000  to  5000        "  "       "        "    20 

5000  to  10000      "  ''       "        *•    16 

Plat  Rates: 

Banks,  one  faucet $  6.00  per  year 

Bakeries,  daily  average  each -barrel  flour  used, 

per  barrel 3. 00        " 

Barber  shops,  each  chair 3 .  00        " 

Baths,  private,  per  tub.  .• 3.00 

Baths,  public,  per  tub 6.00 

Baths,  hotel  or  boarding  house,  per  tub 5.00        " 

Blacksmith  shop,  each  fire 3. 00        " 

Building  purposes,  brick,  per  1000  laid 10 

Building  purposes,  stone,  per  cord 25 

Building  purposes,  plaster,  per  100  yards 25 

Boarding  houses    (no   license  less   than   $10) 

per  room 1 .  50 

Private  garage — 1  automobile 4 .  00        " 

lEsLch  additional  automobile 2. 50        ** 

Laundries    Special 

Office,  with  wash  basin 3.00 

Printing  offices,  6  hands  or  more,  per  hand 1.50 

Photogrraph  galleries Special 

Residences,  occupied  by  one  family,  four  rooms 

or  less  4.00        " 

Each  additional  room 1.00        " 

Restaurants,  hotels,  halls  and  theaters Special 

Stables,  private,   including  washing  carriages, 

one  horse   3 .  00        " 

Each  additional  horse  or  cow. 75        " 

Stables,  livery,  boarding  or  sale,  including  car- 
riage washing  (no  license  less  than  $20)  Special 

Steam  boilers,  per  horse  power Special 

Saloons  Special 

Drinking  water  in  mills,  each  50  men  employed    5.00 

Stores  and  shops Special 

Urinals,  private  with  self-closing  faucets 1 .  00 

Urinals,  public,  with  self-closing  faucets 3.00 

Water  closets,  private,  self-closing 2.50 

Water  closets,  public  hotels,  restaurants,  sa- 
loons and  stores  3 .  50        " 

Sprinkler  system  for  fire  protection,  10  cts.  per 

head,  subject  to  a  minimum  of 50.00        " 

Season  Rates. 
Sprinkling  lawns  with  %  inch  nozzle,  4  hours 

per  day,  50  feet  or  less 6 .  00 

Each  additional  front  foot 05 

Streets  (corner  lot  measurement  on  both  fronts 
for  street  sprinkling)  in  addition  to  lawn 

sprinkling,  per  foot 05 

Fountains  to  be  used  not  more  than  6  hours  per 
day  for  the  season  of  six  months,  as  fol- 
lows: 

One-sixteenth  inch  jet 4 .  00 

One-eighth   inch  jet 6.00 

Three-sixteenth  inch  jet 10.00 

Soda  fountains Special 
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'  All  supplies  not  enumerated  subject  to  special  rates  and  con- 

dltions. 

Bills  due  and  payable  quarterly  in  advance  on  the  first  day  of  Jan- 
uary, April,  July  and  October;  where  the  supply  is  through 
meter,  company  may  require  advance  paymefnts  equal  to  the 
quarterly  assessments,  or  such  deposit  sufficient  to  cover  all 
uses  cf  water. 

Rates  once  paid  not  rcrfunded,  except  where  the  consupier  moves 
beyond  the  limits  of  the  company's  mains,  and  the  water  is 
turned  off  by  the  company,  in  which  case  a  charge  of  $1.00 
assessed  for  turning  oft  the  water. 

For  violation  of  rules  or  non-payment  of  rent,  water  may  be  turned 
off  and  any  payment  made  be  forfeited.  Water  will  not  be 
again  supplied  until  satisfactory  amends  are  made  and  after 
the  payment  of  a  penalty  of  not  less  than  $1.00. 

Meters  Installed  at  expense  of  consumer  at  the  request  of  con- 
sumer, provided  that  when  meter  is  installed  the  minimum 
return  to  the  water  company  shall  be 
$1.00  per  month  for  Vg  Inch  meter. 
2.00    "         "         "    %     " 
4.00    "  "         "    1 

2.00    "         "        "    each  additional  y,  inch  in  size. 

Sprinkling,  with  a. hose  no  larger  than  %  inch  and  with  a  nozzle 
no  larger  than  %  inch,  is  permitted  for  four  hours  a  day 
from  April  1st  to  October  31st  each  year. 

Water  moicrs,  steam  boilers  (over  20  horse  power)  and  such  other 
uses  may  be  supplied  through  meter  by  the  company  at  its 
option  and  charge  a  rental  equal  to  20%  of  the  cost  of  in- 
stallation ne^cessitated. 

Service  pipes  and  fixtures  to  be  kept  in  repair  by  each  consumer 
at  his  own  expense,  and  water  not  to  be  kept  running  while 
not  actually  used. 

MABSHFIELD. 

(Population,  6,700.) 
MUNICIPAIi    PLANT. 

Pumping:     Steam  and  electric  power;   standpipe. 

Public  Service. 

Hydrant  rental:  113  hydrants,  each $55.00  per  year 

Commercial  Service. 

Mkter  Rates: 

Minimum  quarterly  charge,  $2.50. 

Under  13,950  gallons $0.35  per  M 

13,950  to     27,000  gallons 30       *' 

27,000  to     90,000        "      25       " 

90,000  to  225,000        "      20       " 

225  000  to  450,000        "      15       " 

450,000  to  900,000        "      12       " 

900,000  and  over 10      " 

No  discount  allowed  if  bills  are  not  paid  by  the  15th  of  month  of 
issue.  Failure  to  pay  before  30th  of  month  of  issud  will  re- 
sult In  services  being  discontinued.  Charge  of  50  eta.  made 
for  resumption  of  service  upon  settlement 
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MAUSTON. 

(Population,  1,701.) 

MUNICIPAL   PLANT. 

Pumping:     Steam  power,  pressure  reservoir. 
Public  Service. 

Hydrant  rental:  40  hydrants,  each $40.00  per  year 

Street  sprinkling:  each  cart,  per  week $1.50  to  $3.00 

Gommercial  Service. 

Meter  Rates: 

Minimum  semi-annual  charge,  $2.50. 

5000  gallons  or  less  per  month $  .20  per  1000  gals. 

5000  to  25000  gallons  per  month 15 

Water  in  excess  of  25000  gallons  per  mo.. .     .12 
Flat  Rates: 

Dwelling  house,  one  faucet $5.00  per  year 

Water  supply  cut  off  and  a  penalty  of  $2.00  exacts  for  violation 

of  rules  and  regulations. 
Charge  of  $8.00  made  for  tapping  main  and  laying  service  pipe  to 

inner  side  of  curb. 
Meterrs  installed  by  city  at  its  expense. 

Private  hydrants  permitted  to  large  consumers  at  their  own  ex- 
pense used  for  fire   protection   only.    In  such  case  water 
furnished  free  of  chargef. 
Consumers  outside  of  city  limits  must  install  their  own  meters 

and  pay  a  rate  of  10  per  cent  more  than  the  regular  rates. 
Bills  due  and  payable  semi-annually  In  advance  on  the  first  days 
of  Jan.  and  July  each  year.    Penalty  of  10  per  cent  added 
if  not  paid  within  ten  days  and  water  will  be  shut  off  if  they 
are  not  paid  within  twenty  days  after  due. 

MAYVILLE. 

(Population,  2,282.) 

MUNICIPAL  PLANT. 

Pumping:     Gas  and  electric  power;  standpipe. 

Public  Service. 

Sprinkling:  in  case  city  employs  a  city  sprinkler,  water  shall  be 
charged  by  the  commission  against  the  city  at  the  regular 
water  rate. 

Hydrant  rental:     No  charge  for  52  hydrants. 

Commercial  Service. 

Meteb  Rates: 

Minimum  quarterly  charge,' $1.25. 
Daily  consumption  - 

1  to      300  gallons $  .30  per  1000  gali. 

300  to    1000       "       25    " 

1000  to    6000       "       20    "       " 

6000  to  14000       •'       15    " 

14000  to  20000       "       12    " 

20000  to  30000       "       10    " 

No  charge  for  water  for  interior  use  in  churches. 
For  violation  of  rules  and  regulations,  water  will  be  shut  off  and 
a  chargef  of  $2.00  made  for  turning  on  the  water  when  proper 
amends  have  been  made. 
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Meters  must  be  installed  at  expense  of  consumer. 

Bills  due  and  payable  quarterly  at  dates  fixed  by  the  water  com- 
mission, 10  per  cent  added  if  not  paid  within  10  days  after 
due,  and  water  shut  off  if  not  paid  within  15  days  after 
due,  in  which  case  $2.00  is  charged  for  shutting  off  and  turn- 
ing on  the  water. 

$14.00  must  be  paid  upon  application  for  water  to  cover  cost  of 
tapping  of  main,  laying  service  pipe  to  the  inner  curb. 

Use  of  hand  hose  permitted  at  all  times,  and  special  ratcfls  may  be 
granted  for  yard  fountains. 

Large  consumers  permitted  to  lay  large  pipes  with  hydrants  con- 
nected with  the  mains  at  their  own  expense  to  use  in  case  of 
fire  only.    Water  for  such  purpose  furnished  free  of  charge. 

MAZOMANIE. 

(Population,  917.) 

MUNICIPAL  PLANT. 

Pumping:     Steam  power;  pressure  reservoir. 

Public  Service. 

Hydrant  rental:  15  hydrants  per  year,  $340. 

Commercial  Service. 

Metkr  Rates: 

Per  1000  gallons $  .40 

Per  100  cu.  ft 30 

Fiat  Rates:    > 

Dwellings  and  shops,  1  faucet 5.00  per  year 

Each  additional  faucet 5.00 

Dentists,  motor  and  basin 10.00 

Traction  engine  tanks  and  like  tanks 25  per  tank 

Locomotive  tanks   1  •  25 

Additional  rates  fixed  by  light  and  water  committee. 

MEDFORD. 

(Population,  1,846.) 

MUNICIPAL    PLANT. 

Pumping. 

Public  Service. 

Commercial  Service. 

Meter  Rates: 

Minimum  quarterly  bill,  $1.25. 

For  the  first  2000  gals.,  per  month $ 

For  all  over  2000  gals,  up  to  5000  gals . . . 
For  all  over  5000  gals,  up  to  iOOOO  gals. . 
For  all  over  10000  gals,  up  to  20000  gals. 

For  air  over  20000  gals,  per  month 

Bills  due  and  payable  quarterly.    A  penalty  of  10  per  cent  together 
with  5  per  cent  treasurer's  fee  provided  for  nonpayment  of 
bill. 
A  charge  of  f 5.00  made  for  tapping  the  main  and  running  service 
pip^  to  curb  line. 
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MELLEN. 

(Population,  1,833.) 

PEOPLES*  WATER,   LIGHT  AND  POWER  CfO. 

Pumping:     Gravity  power;  pressure  reservoir. 

Public  Service. 

Hydrant  rental:     $4.70  per  month  per  hydrant. 

Commercial  Service. 

Mrteb  Rates: 

Minimum  monthly  charge,  75  cents. 

First      5,000  gallons  per  mo $  .30  per  1000  gals. 

Next       5,000 
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20,000        "         "        *'    

60,000        "  "        "    

100,000        "  "        "    

100,000       "         -       •*    

200,000        "         "        "    

500,000        "  "        •'    

Flat  Rates: 

1  to  8  room  dwelling $  .75  per  month 

Each  additional  room  special  rate. 

Stores  and  restaurants,  1  room 1 .00    "        " 

Saioon  Lar-room 1.50    "         ** 

1  sDPcial  rates. 

Bathrooms 50    " 

Livery  and  sales  stables  special  rates. 

*i.te  (01:11 CL lions  for  sprinkling  sidewalks,  street  in  front  of 
'^  o'.  ises,  sprinkling  lawns  or  garden  not  more  than  100 
feet  front  and  hose  held  in  hand  by  perbon  and  not  used 
more  than  2  hours  a  day  with  one  %  inch  nozzle  $5.00  a 
season  payable  in  advance. 
Bills  duef  and  payable  monthly  in  advance  on  the  first  of  the  month. 
Water  may  be  shut  off  upon  failure  to  pay  within  ten  days 
after  bills  are  due  and  an  extra  charge  of  50  cts.  made  for 
shutting  off  and  turning  on  the  water. 
Meter  bills  payable  monthly. 

MENASHA. 

(Population,  6,081.) 

MCTNICIPAL  PLANT. 

Pumping:     Fuel  oil  power;  standpipe. 

Public  Service. 

Hydrant  rental:     $40  per  hydrant  per  year. 

Commercial  Service. 

Mkteb  Rates: 

Minimum  semi-annual  charge,  $2.50. 

1  gal.  to    1000  gal.  per  day $0.15  per  1000  gals. 

1000  gal.  to     3000  gal.  per  day 10 

3000  gal.  to     GOOO  gal.  per  day 08 

6000  gal.  to  12000  gal.  per  day 06 

12000  gal.  to  20000  gal.  per  day 04 

Over  20000  gal.  per  day 03^^ 


"'• 


L30  per 

M 

.25     " 

M 

.20     " 

M 

.15     " 

M 

.13     " 

M 

.12     " 

<( 

.10     " 

«< 

MENA8HA.]  —372—  [WIS.  R.  R.  COMM. 

2  meters  and  taps  furnished  by  city  at  cost. 

If  bills  are  not  paid  within  10  days  after  th^  are  due,  water  will 

be  turned  off  and  an  additional  charge  of  $1.00  made  for 

turning  it  on  again. 

MENOMONIE. 

(Population,  5,036.) 

MENOMONIE  WATER  WORKS  GO. 

Pumping:     Steam  power;  standpipe. 

Pnblic  Service. 

Hydrant  rental:   110  hydrants,  each $60.00  per  year 

rommercial  Service. 

Meteq  Rates: 

When  dally  consumption  is 

100  to      300  gals.,  per  lOOO  gals $0.30  per 

300  to    1000      " 

1000  to    6000      •* 

6000  to  14000      " 

14000  to  20000      " 

20000  to  30000      " 

Above      30000      " 

Flat  Rates: 

Banks. 

One  seflf-closing  faucet $  8.00  per  year 

One  faucet,  with  hose  connection 10.00        *' 

Bakeries. 

Daily  average  of  each  bbl.  of  flour  used  per  bbl.    4.00        ' 
Provided  no  bakery  less  than 8.00        " 

Barber  Shops. 

First  chair  and  basin 6.00        " 

Each  additional  chair 3.00        " 

Baths. 

Private  without  heating  attachments 3 .  00 

Private  with  heating  attachments 4 .  00 

Hotel  or  boarding  house,  first  tub 8.00        " 

Hotel  or  boarding  house,  each  additional  tub..     4.00 

Public,  first  tub 12.00 

Public,  each  additional  tub 8.00 

Blacksmith  Shops. 

First  flre -. .     5.00 

Each  additional  fire 2.00 

Building  Purposes. 

Brick  per  1000  laid 10 

Stone  per  perch 07 

Plaster  perr  100  yards 40 

Boarding  House. 

Per  room   1.60        * 

Provided  no  license  less  than 10.00        " 

Cows. 
Each    2.00 

Laundry. 
Public,  per  tub  8.00 

Ojgtces. 

One  person  with  wash  basin 6 .  00        ** 

Each  additional  person 4 2.00        " 
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Printing  Offices. 

Six  hands  or  less $12.00  per  year 

Each  additional  hand  1.50        " 

Residences. 

Occupied  by  one  family,  four  rooms  or  leABS 6.00        " 

Five  rooms 6.00        ** 

Six  rooms   7.00 

Seven  rooms  8 .  00        ** 

Each  additional  room 1.00        " 

Stables. 

Private,  one  horse 4 .  00        " 

Each  additional  horse 2.00        " 

Livery  Stables. 
Boarding  or  sale  stable,  six  horses  or  less,  in- 
cluding washing  of  buggies 12.00        " 

Each  additional  stall   1.60 

Soda  Fountains. 
Prom   $10.00  to  15.00 

Saloons. 

Two  self-closing  bar  faucets 10.00 

One  self-iUosing  and  one  hose  bar  faucet 15.00 

Wash  basin,  self-closing  faucet 3.00 

Wash  basin,  with  hose  connection 5.00        ** 

Stores. 

One  basin,  self-closing  faucet 8.00        " 

One  basin  with  hose  connection 10.00        " 

Urinals. 

Private,  one  basin,  self-closing  faucet 2.00 

Self-closing,  stores,  banks,  offices,  etc 3.00 

Self-closing,  restaurants,  saloons 6.00 

Public,  self-closing  faucet 8.00        " 

Water  Closets. 

Private    4.00 

Self-closing,  stores,  banks,  offices 5.00        " 

Restaurants,  saloons,  etc 6 .  00        " 

Public 8.00 

Wash  Basins. 
Wash   basin   in    dwelling  in  addition  to  first 

faucet    2.00 

In  hotel  in  private  room 3 .  00 

Hotel  wash  room,  each  basin 4 .  00 

Rates  for  purposes  not  enumerated  herein  will  be  made  upon 

application  to  the  superintendent  of  the  company. 

Season  Rates. 
Sprinklers. 
Sprinkling  lawn  with  Vn  nozzle  four  hours  per 

day  and  50  feet  front  or  lees 5.00 

Each  additional  foot  front 10 

Streets  in  addition  to  lawn  sprinkling  per  front 

foot 05 

In  case  of  corner  lots  measurements  shall  be  taken  on  both 
fronts  for  street  sprinkling. 
Bills  due  and  payable  in  advance  on  the  first  day  of  January  and 
July  each  year,  except  where  water  is  ustfd  for  season  rate 
purposes  only,  such  rate  must  be  paid  in  advance  on  the  first 
of  April. 
Use  of  water  for  the  pui'poses  classified  under  season  rates  shall  be 
permitted  frrm  April  1st  to  October  1st. 
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Company  reserves  right  to  require  consumer  to  furnish  and  install 
a  meter  at  his  own  expense.  The  meter  to  be  of  a  pattern 
approved  by  the  company. 

A  fee  charged  for  turning  on  water  where  It  has  been  turned  off 
for  nonpayment  of  bills. 

Fixtures  not  to  be  kept  running  when  not  in  actual  us^. 

MERRILL. 

(Population,  8,689.) 

CITY  WATER  WORKS  CO. 

Pumping:     Steam  power;  standpipes  and  pressure  reservoir. 

Public  Service. 

Hydrant  rental: 

100  hydrants,  each $45.00  per  year 

81  hydrants,  each 35.00 

Street  sprinkling,  per  cart  per  day,  50  cts. 

City  hall,  jail,  engine  houses,  4  drinking  fountains,  public  schools, 
churches,  two  employes  and  city  park  furnished  with 
water  free  of  charge. 

Commercial  Service. 

Mkter  Rates: 

Minimum  monthly  service  charge: 

1/2  inch  meter $1.00 

%      "         '•      2.00 

1      "         "      4.00 

For  each  additional  J/j.  inch  in  sizef 2.00 

When   the   daily  consumption   is  100   to   1000 

gallons    $   .40 

1.000  to      2,000  per  day,  per  1000  gal 30 

2,000  to      5,000  per  day,  per  1000  gal 25 

5,000  to     10,000  per  day,  per  1000  gal 20 

3,000  to    30,000  per  mo.,  per  1000  gal 40 

30,000  to    60,000  per  mo.,  per  1000  gal 30 

60,000  to  150,000  per  mo.,  per  1000  gal 25 

150,000  to  300,000  per  mo.,  per  1000  gal 20 

Flat  Rates: 

Minimum  annual  bil],  $5.00. 

Banks,  one  faucet $10.00  per  year 

Bakeries,   daily   average?  each   barrel   of   flour 

used,  per  barrel 4.00        " 

Barber  shops,  each  chair 6.00        " 

Baths,  private,  per  tub 3.00        " 

Each  additional  bath  tub ^ 2.50 

Baths,  public,  per  tub 12.00 

Baths,  hotel  or  boarding  house,  per  tub 8.00        *• 

Blacksmith  shop,  each  fire 4.00        " 

Building  purposes,  stone?,  per  cord  laid 25 

Building  purposes,  brick,  per  1000  laid 10 

Building  purposes,  plaster,  100  yards 30 

Boarding   house,    (no   license    less   than    $10) 

per  room  1 .  50        " 

Laundries   20.00  to  60.00        " 

Office,  with  wash  basin 5.00        •* 

Printing  offices,  six  hands  or  more,  per  hand. . .     2.00 

Private  garage — 1  automobile 4 .  00 

Each  additional  automobile 2 .  50 
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Photograph  galleries $15.00  per  year 

ReiBidences,  occupied  by  one  family,  four  rooms 

or  less  5.00 

Each  additional  room 1.00 

Restaurants,  hotels,  hall,  theaters Special 

Stables,   private,   including  carriage  washing, 

one  horse  3.00 

Each  additional  horse  or  cow 1.00        " 

Stables,  boarding,  livery  or  sale,  including  car- 
riage washing,  per  horsef  (no  license  less 

than  $20) 2.00 

Stores  and  shops $5.00  to    20.00 

Steam  boilers,  per  horse  power 5. 00 

Saloons  $15.00  to  30.00 

Urinals,  private,  self-closing  faucet 3.00 

Urinals,  public,  self-closing  faucet 8.00 

Wash  basins,  self-closing  faucets 3.00 

Water  closets,  private,  self-closing 4.00 

Each  additional  closet  2.50 

Water  closets,  public,  hotels,  restaurants,  sa- 
loons or  stores 10 .  00 

Sprinkler  system  for  fire  protection  5  cents  per 

head,  subject  to  a  minimum  of  $50.00  per  year. 

Beer  pumps  5.00 

Pollers  for  heating  flats  or  store  buildings 5.00 

Cement  pavement  work,  per  100  sq.  ft 15 

Flowing  cuspidor  10.00 

Season  Rates. 

Sprinkling   lawns,    with    %    inch   nozzle,   four 

hours  per  day,  50  feet  front  or  less $5.00 

Each  adiitional  foot 10 

Streets,  corner  lot  measurement  on  both  sides, 
street  sprinkling,   in    addition    to    lawn 

sprinkling,  per  foot 05 

Fountains  to  be  used  not  more  than  six  hours 
per  day  for  the  season  of  six  months,  as 
follows: 

1-16  inch  jet 10.00 

K  inch  jet 20.00 

3-16  inch  jet 35.00* 

Soda  fountains  16 .  00 

All  supplies  not  enumerated  subject  to  special  rates. 
Water  supplied  to  premises  only  and  not  to  individuals  or  things. 
Each  division  or  part  of  premises  is  the  basis  of  all  licenses. 
Special  use  of  fixtures  to  be  assessed  in  addition. 
Sprinkling  permitted  for  V/n  hours  each  day  from  April   1st  to 
Oct.  31st.    Hose  to  be  %  inch  or  less  with  a  nozzle  Vs  inch 
or  less  and  must  be  held  in  the  hand  while  in  use. 
Meters  furnished  and  installed  at  the  expense  of  consumer  except 
where  company  installs  upon  its  own  initiative.    All  meters 
to  be  placed  in  the  sidewalk  or  street. 
Bills  due  and  payable  quarterly  in  advance  on  the  first  of  January, 

April,  July  and  October. 
Special  licenses  issued  for  useis  of  water  for  building  purposes  and 

other  special  or  transient  uses. 
For  violation  of  rules  or  nonpayment  of  bills,  right  reserved  to  turn 
off  water  without  notice.    Water  will  not  be  turned  on  again 
until  back  rents  are  paid  and  an  additional  sum  not  less  than 
$1.00  for  expense  of  turning  ofT  and  on  the^  water. 
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Company  at  Its  option  may  supply  water  motors,  steam  boilers  (over 
20  horse  powerr),  and  the  like  through  meters  and  charge  a 
rental  therefor  equal  to  20%  of  its  cost  complete. 

MEBBILLAN. 

(Population,  625.) 

MUNICIPAL  PLANT. 

Pumping:     Electric  power;  standpipe. 

Public  Service. 

Hydrant  rental:  15  hydrants,  each $12.00  per  year 

Commercial  Service. 

Meter  Rates: 

Minimum  bill,  50  cts.  per  month. 

First      200  gals,  per  day,  per  1000  gals 30  cts. 

Next       100  "  "  25    " 

Next       300  "  "  20    " 

All  over  600  "  "  15   " 

Flat  Rates: 

Banks    $  6 .  00  per  year 

Barber  shops  (one  chair) 8 . 00        " 

Each  additional  chair 1.00 

Bath  tub,  public  per  tub  in  barber  shops 4.00        " 

Bath  tub,  private,  when  dwelling  rat^  is  paid . .     1 .  00        " 

Blacksmith  shops 5.00 

Boarding  houses 8 .  00        " 

Butcher  shops    6 .00 

Cigar  manufactories    5 .  OO        " 

Dental   ofBces    6 .  00        " 

Drug  stores  8.00 

Dwelling  bouses    6 .  00 

Dwelling-house  and   lawn    (not  exceeding  75 

foot  front)    (on^  hose) 7.00 

Dwelling  house,   lawn    (not 'exceeding  75  foot 

front)  and  barn  (one  hose) 10.00 

Fountains  flowing  not  exceeding  6  hours  per 
day  during  the  season  from  the  Ist  of 
May  to  the  15th  of  October,  l-16th  inch 
jrt  10.00 
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Hose  for  sprinkling  streets,  including  washing 
and  sprinkling  sidewalks,  and  the  out- 
side of  buildings  per  lineal  foot  front, 

(business  houses)   10        ** 

Halls,  public  5.00 

Special  rates  for  the  following  places: 
Hotels,  lumber  yards,  public  baths,  water  mo- 
tors, street  sprinkler,  urinals  with  con- 
stant flow,  laundries,  mills,  manufactur- 
ing establishments  and  railways. 

Offices  (one  faucet) 5.00 

Photoerraph   galleries    6.00        " 

Printing  offices 8.00 

Private  bath  (without  dwelling) 4.00 

Restaurants    8.00 

Storrs    6.00 

Saloons    8.00        " 
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Ho8€'  for  sprinkling  lawn  only  (not  exceeding 

75  foot  front) $5 .  00  per  year 

Each  additional  front  foot 05        '* 

Stables,  livery   12.00 

Stables,  private  (not  exceeding  5  head  of  stock)     4.00        " 

Each  additional  head 50        " 

Wash  basin  only 5.00 

Water  closet,  private  only,  per  bowl,  self-clos- 
ing faucet 4.00 

Water  closet,  public,  self  closing  faucet,  one 

bowl   6.00        ** 

Each  additional  bowl 2.00 

Public  urinals,  each 3.00 

Plat  rates  for  water  shall  become  due  and  payable  in  advance  on 
the  first  day  of  July,  first  day  of  October,  first  day  of  January 
and  first  day  of  April  in  each  year. 
Meter  rates  for  water  shall  be  paid  on  or  before  the  tenth  day  of 
July,  tenth  day  of  October,  tenth  day  of  January,  and  tenth 
day  of  April  each  year  for  the  previous  three  months  up  to 
the  first  day  of  the  month  In  which  it  is  payable. 
The  sum  of  $1.00  is  charged  for  turning  off  watet*  for  violation  of 
rules   and   regulations,   or   waste  of  water  and   water  not 
turned  on  again  until  cause  of  complaint  is  removed. 
Fixtures  not  to  be  kept  running  when  not  in  actual  use,  exc^t  by 

special  permit  and  payment  of  additional  charges. 
Hand  hose  permitted  with  a  nozzle  3-16  inch  in  diameter  or  leiss, 
from  6  to  7  a.  m.  and  6  to  8  p.  m.  from  first  day  of  May  to 
first  day  of  November,  except  the  hours  for  use  In  the  after- 
noon are  from  6  to  9  p.  m.  through  months  of  July  and  Au- 
gust. 
The  chargef  made  for  tapping  the  main,  putting  in  of  corporation 
cock,  service  pipe  and  curb  box  up  to  the  curb  will  be  uni- 
form to  consumers  on  long  and  short  side  of  main.    $3.50 
charged  for  tapping  main  and  putting  in  corporation  cock. 
Meters  may  be  installed  by  consumers  at  their  own  ^pense. 

MIDDLETON. 

(Population,  679.) 

MUNICIPALi  PliANT. 

Pumping:  gasoline  power;  pressure  reservoir. 

Pablic  Service. 

20  hydrants,  no  charge. 

Commercial  Service. 

*  Meter  Rates: 

Minimum  annual  bill,  $5.00. 

First      2,000  cu.  ft.  per  year,  per  100  cu.  ft 30  cts. 
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^^te  suggested  by  Commission.     Question  of  rates  pending  before 
Commission. 
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MILTON  JUNCTION. 

(Population,  900.) 
McGOWAN  WATER,  LIGHT  &  POWER  CO. 

Pumping:     Gasoline  power;  compressed  air  tank. 

Public  Service. 

Commercial  Service. 

Meteb  Rates: 

First  1,000  gals $1.00 

Next  "         50 

Flat  Rates: 

Each  consumer  per  month,  $1.00. 

MILWAUKEE. 

(Population,  373,857.) 

MUNICIPAL  PLANT. 

Pumping:     Steam  power;  standpipe. 

Public  Service. 

Hydrant  rental: 

1494  single  nozzle  hydrants,  each $5.00  per  year 

1660  double  nozzle  hydrants,  each 5.00        " 

Street  sprinkling:  per  tank $40.00  per  month 

Other  public  service 41/2  cts.  per  100  cu.  ft 

Commercial  Service. 

Meter  Rates: 

Per  100  cu.  ft 4^/2  cts. 

or  per  1000  gallons 6  cts. 

Water  used  for  any  purpose  beyond  the  city  limits: 

per  100  cu.  ft 6  cts. 

or  per  1000  gallons 8  cts. 

Flat  Rates: 
Class  One. 
Rates  for  dwelling  houses,  for  one  family  occupying  a  house 

containing 

1  or  2  rooms  (per  annum) $4.00 

3  or  4       ••         "  "        6.00 

5  or  6        **         "  "        6.00 

and  for  each  additional  room  over  and  above  six  rooms,  $1  per 

room  per  annum. 
Houses  occupied   by  more   than  one  family  to  be  charged   at 

above  rate  for  one  family  and  $4  for  each  additional 

family. 
Hotels  and  boarding  and  lodging  houses: 
Boarding  houses  accommodating  not  more  than  four  boarders 

will  be  rated  as  dwelling  houses.    Those  accommodating 

more  than  four  boarders  will  be  rated  with  hotels  as 

follows : 

For  each  room   (per  annum) $1.50 

The  above  rates,  which  include  one  sink  or  faucet  free,  ar^  for 

the  general  upcs  of  water  in  and  about  the  above  named 

places,  while  the  rates  in  the  following  classes  are  for 

special  uses  of  water  as  here  mentioned: 
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Class  Tico, 
Laandry  and  bath  tubs: 

Bath,  private,  each $  3 .  00  per  year 

Bath,  public,  each $5.00  to  15.00 

Laundry  tub,  private,  eiach 1.00 

Wash  basins: 

Private,  each    1.00 

Public,  each 3.00 

Water  closets: 

Private,  one  water  closet  with  self-closing  valve    2.00        " 

Each  additional  1 .50 

Private,  one  water  closet  without  self-closing 

valvelB    5 .00        " 

Each  additional  4.00 

Public,  one  water  closet  with  self-closing  valves    4.00        " 

Each  additional   3.00 

Public,  one  water   closet   without  self-closing 

valves   10. 00        ** 

Each  additional  8.00 

Latrines,  according  to  size $8.00  to  20.00        " 

Automatic  flush  tank  closets  must  be  metered. 
TTrinals. 

Private?,  one  self-closing  urinal 3.00        " 

Each  additional  1.50 

Public,  one  self-closing  urinal 6 .  00        " 

Each  additional 4.00 

Each  (y)nstant  flow  urinal,  from $12.00  to  30.00        " 

In  class  two  all  such  shall  be  considered  private  baths,  water 
closets,  urinals  and  wash  basins,  which  are  exclusively 
used  by  not  more  than  five  persons  or  by  not  more  than 
one  family.     All  othcfrs  shall  be  considered  public. 
Class  Three. 
Street  Washers: 
To  be  used  for  sprinkling  sidewalks  and  half 

streets  only,  for  25  feet  or  less $  4.00  per  year 

For  every  foot  above  25.  perr  foot  additional. . .       .15        " 
All  hose  bib-cocks  charged  as  street  washers. 
Lawn  Sprinklers: 

For  permit  to  sprinkle  lawns  or  gardens  from  May  1  to  Novem- 
ber 1  only,  and  not  to  exceed  thrcfe  hours  each  day: 

For  each  1000  square  feet  or  less $2.50  per  year 

No  lawn  sprinkler  or  street  washer  shall  be  charged  scfparately 
without  charging  for  all  buildings  and  fixtures  on  said 
premises* 
Fountains: 

For  use  of,  not  to  exceed  six  hours  per  day,  from  May  1  to 
November  1  only. 

For  rtich  1-16  inch  jet  or  water  way $    5.00  per  year 

For  each     %  inch  jet  or  water  way 9 .  00 

For  each  3-16  inch  jet  or  water  way 18.00 

For  each     v^  inch  jet  or  water  way 40.00 

For  each     %  inch  jet  or  water  way 70 .  00        " 

For  each     %  inch  jet  or  water  way 150.00 

For  each     %  inch  jert  or  water  way 230.00 

For  each     3/,  inch  jet  or  water  way 315 .  00        " 

For  each  1     inch  jet  or  water  way 560.00        " 

Private  Stables: 

Each  carriage  or  buggy  horse $2. 00        " 

Each  work  horse 1 .00        " 

Each  cow   1 .  00 


u 


« 


<« 


I 
M 


i< 


MILWAUKEE.] —380— [WIS.  R.  R.  COMM. 

The  above  Includes  water  for  washing  carriages,  but  it  does 
not  permit  the  use  of  hose  for  washing  either  horses 
or  carriages. 
Hose  to  be  used  for  washing  each  one  or  two 

horses  and  carriage  or  spring  wagon $6.00  per  year 

Class  Four, 
Asylums,  dwelling  house  rates. 
Bakeries,  for  each  barrel  of  flour  of  avcrrage 

dally  use   $3.00  per  y^ar 

Banks  .* $10.00  to  15.00 

Barber  shops,  each  chair 3 .00        " 

Billiard  tables,  each 1.00 

Book  binderies,  for  two  persons 5.00        " 

Each  additional 25 

Brick  yards,  each  1000  brick 06 

Churches  $5.00  to  15.00        '*  ! 

Dyeing  and  scouring  e^stablishments 10.00        "  , 

Eating  houses  and  restaurants,  each  table 1.00        " 

Forges,  each   3.00        " 

Foundry,  each  fire 3.00 

Green  houses  $10.00  to  15.00 « 

Grain  elevators  for  ten  persons  or  less 5.00        " 

Grain  eflevators,  for  each  additional  person 25        " 

Halls,  of  2,000  square  feet  or  less  area 4.00        " 

Halls,  for  each  additional  1000  feet  or  fraction 

thereof 1.00 

Hospitals,  dwelling  house  rates. 

Laundries   $10.00  to  50.00 

'  Meat  mafkets $6.00  to  20.00        '* 

Offices  ai)d  sleeping  rooms  in  blocks,  rated  as  hoteUk 

Photograph  galleries  $10.00  to  20.00        " 

Printing  offices,  for  ten  persons  or  less 6.00        *• 

Printing  offices,  for  each  additional  person 25        " 

Packing  houses,  for  ten  persons  or  less 6.00        " 

Packing  houses  for  each  additional  person 25        " 

Saloons,  each    10.00        *• 

Schools,  public  and  private,  fifty  scholars  or 

fraction  thereof 3.00        •* 

Schools,  boarding,  boarding  house  rates. 

Stores,  wholesale  liquor $15.00  to  25.00        " 

Stores,  drug   $6.00  to  10.00 

Stores,  drug,  for  each  person  additional  over 

foar   60 

Stores,  grocery $3.00  to    8.00        •* 

Stores,  grocery,  for  each  person  additional  over 

four   50        •• 

Stored,  dry  goods  and  others $3.00  to    8.00        " 

Stores,  dry  goods  and  others,  f<^  each  person 

additional  over  four 50        " 

Soda  fountains,  each 2.00        ** 

Soda  fountains,  with  spray  tumbler  washer. ...     6.00       " 

Steam  engines  per  horse  power 4.00        " 

Steam  boilers,  per  square  foot  fire  surface  (no 

license  less  than  $10.00) 30        * 

Theaters $10.00  to  16.00        •* 

Work  shops  of  factory,  where  water  is  used  for 
general  but  no  special  purposes,  for  ten 

persons  or  less 6. 00        ** 

Work  shop  or  factory,  for  each  additional  per- 
son     , SS        • 

L'.     . 
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The  above  rates  are  for  the:  general  uses  of  water  in  and  about 
the  above  named  places,  but  do  not  include  the  use  of 
water  for  any  special  purposes,  nor  for  purposes  enum- 
erated in  class  two. 

The  rates  as  established  in  these  classes,  one,  two,  three,  four, 
are  based  upon  an  estimated  consumption  of  and  entitle 
the  consumer  to  the  following  amounts  of  water  per  day 
as  set  opposite  the  different  annual  rates: 


Oabic  feet 

Gallons 

Annual 

OuWcfeet 

Gallons 

Annual 

per  day 

per  day 

rates 

per  day 

per  day 

•  rates 

6 

46 

$1.00 

213 

1,598 

%  35.00 

12 

91 

2.00 

244 

1,826 

40.00 

18 

137 

3.00 

274 

2,054 

45.00 

24 

183 

4.00 

304 

2,288 

60.00 

30 

228 

5.00 

335 

2,611 

65.00 

37 

274 

6.00 

365 

2,740 

60.00 

43 

320 

7.00 

396 

2,968 

65.00 

49 

366 

8.00 

426     < 

3,196 

70.00 

55 

411 

9.00 

487 

3,653 

80.00 

61 

457 

10.00 

648 

4,110 

90.00 

67 

503 

11.00 

609 

4,566 

100.00 

73 

548 

12.00 

670 

5,023 

110.00 

79 

594 

13.00 

731 

6,480 

120.00 

85 

640 

14.00 

792 

6,936 

130.00 

91 

685 

15.00 

853 

6,392 

140.00 

97 

731 

16.00 

913 

6,850 

150.00 

104 

777 

17.00 

1,218 

9,132 

200.00 

110 

822 

18.00 

1,522 

11,415 

250.00 

116 

868 

19.00 

1.827 

13,698 

300.00 

122 

913 

20.00 

2,131 

15,980 

360.00 

152 

1,140    ■ 

25.00 

2,436 

lSi,265 

400.00 

183 

1,370 

30.00 

3,046 

22,830 

600.00 

Whenever  the  watefr  department  has  reason  to  believe  that  any 
consumer  is  using  more  water  than  the  amount  set  oppo- 
site the  rate  he  or  she  is  paying  in  this  table,  the  board 
of  public  works  will  place  a  meter  on  the  water  service 
pipe  supplying  such  consumer,  for  the  purpose  of  meas- 
uring the  water  consumed,  and  charge  for  the  amount 
consumed  according  to  meter  rates;  provided,  the 
amount  charged  shall  not  be  less  than  the  regular  rate 
charged  in  the  foregoing  classes. 
Class  Five, 

Fir0  hydrants,  each $6.00 

Drinking  hydrants  or  troughs,  each 50 .  00 

Constant  flowing  drinking  troughs  not  to  flow  over  a  rate  of 

two  gallons  per  minute. 
Flushing  Sewers: 

Flushing  6  inch  sewer,  each  100  feet  or  less $  .60 

Flushing  8  inch  sewer,  each  100  fefet  or  less 60 

Flushing  12  inch  sewer,  each  100  feet  or  less 75 

Flushing  15  inch  sewer,  each  100  feet  or  less. ...  1.00 

Flushing  18  inch  sew£fr,  each  100  feet  or  less 1.26 

Settling  Trenches: 

For  each  100  feet  or  less  of  2  feet  wide  trench . .     .30 

For  each  100  feet  or  less  of  3  f^et  wide  trench. .     .45 
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For  each  100  feet  or  less  of  4  feet  wide  trench  ..$0.60 
For  each  100  feet  or  less  of  5  fefet  wide  trench. .  .75 
For  each  100  feet  or  less  of  6  feet  wide  trench. .     .90 

For  each  100  feet  of  gas  pipe  trench 25 

For  street  sprinkling,  per  cart,  per  month 40.00 

Street  sprinkling  water  to  hef  used  for  sprinkling  streets  out- 
side of  the  city  limits  for  'a  period  of  five  months,  3^* 
cents  per  foot  of  street.    No  privileges  less  than  |12. 
Building  Purposes: 

Brick,  per  1000  (M) %  ,03 

Stone,  rubble,  per  cord 06 

Plastering,  per  100  sq.  yards 08 

Concrete,  per  cubic  yard 005 

Cement,  tile  or  artificial  stone  sidewalks  and 

floors,  per  100  sq.  ft 05 

Fireproof  tiling,  per  100  any  size  tile 05 

Hollow  tile,  per  100  sq.  ft 05 

Concrete  blocks,  per  100  sq.  f t 06 

Grouting,  per  1000  sq.  ft 05 

Hoisting  engines,  concrete  mixers  (steam)  and 

steam  rollers  (small),  per  week 50 

Excavators,    hoisting    cfngines,    pile     drivers, 

steam  shovels,  etc.  (large),  per  week 1.00 

Minimum  charge  for  any  permit 25 

Filling  Cisterns: 

For  first  2,000  gallons  or  less 3.00 

For  each  additional  1,000  gallons  or  part  thereof     .  50 

For  filling  sprinkling  tank  (inside  of  city) 25 

For  filling  sprinkling  tank  (outside  of  city) 35 

No  permit  to  fill  a  cistern  will  be  granted  where  such  cistern  is  lo- 
cated on  premises  fronting  on  a  street  in  which  water  mains 
have  been  laid. 
Bills  duer  and  payable  for  flat  rate  service  in  advance  semi-annually 
on  the  first  days  of  May  and  November,  and  for  metered  serv- 
ice quarterly  on  the  first  days  of  January,  April,  July  and 
October  in  each  year  for  the  three  months  pr^eding  such 
days. 
A  penalty  of  5%  to  be  added  to  bills  not  paid  on  the  2l8t  day  of 
the  month  they  are  due,  and  if  not  paid  by  the  tenth  day 
th^eafter,  water  will  be  shut  off,  and  will  not  be  turned  on 
again  until  bills  are  paid  together  with  $2.00  for  turning  off 
and  on  of  water.  $2.00  also  charged  for  turning  off  and  on 
water,  for  violation  of  any  of  the  rules  and  regulatlonB  of 
water  company. 
Service  pipes  and  meters  to  manufacturers  and  to  all  oth^  places 
of  business  to  be  supplied  at  the  expense  of  the  owner  of  the 
premises.  ' 

Special  permit  must  be  issued  for  use  of  water  for  building  pur- 
poses and  payment  made  In  advance  unless  water  is  metered, 
in  which  case  $20.00  is  rerquired  to  be  deposited  as  guarantee 
for  payment. 
Fixtures  not  permitted  to  be  kept  running  when  not  in  actual  use 

except  where  the  water  is  metered. 
Sprinkling  permitted  between  the  hours  of  4  and  8  a.  m.  and  6  and 
8  p.  m.  with  a  nozzle  of  not  more  than  V^  inch  in  diamet^. 
Special  permit  must  be  obtained  to  use  the  hose  for  washing 
carriages  or  horses. 
Yard  fountains  permitted  during  6  hours  each  day  for  6  months 
of  tho  yefar.  Further  use  may  be  obtained  by  special  permit. 
A'l  fountains  or  Jets  in  buildings  must  be  covered  by  a  meter. 
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Stop-cock  boxes  must  be  maintained  inside  the  line  of  the  curb  at 
his  expense  by  each  consumer. 

Meters  installed  by  consumers  at  their  own  expense  and  must  be 
maintained  at  their  own  expense.  All  water  supplied  through 
pipes  of  two-inch  and  over  in  diameter  to  be  measured  by 
meter. 

All  water  supplied  to  any  pr^aises,  part  of  which  is  used  for  work- 
ing syphons,  pumps,  lifts  or  motors,  must  be  metered. 

"Wherever  water  is  supplied  by  the  water  works  to  saloons,  livery 
stables,  malt  houses,  laundries,  breweries,  hydraulic  eleva- 
tors, hydraulic  motois,  distilleries,  beer  bottling  establish- 
ments, tanneries,  dyeing  establishments,  railroads,  manu- 
factories, or  any  other  establishmefnts  or  places  of  business, 
enumerated  or  not  enumerated  in  the  foregoing  classes,  the 
same  is  to  be  measurefd  by  meter  and  will  be  rated  by  meter 
measurement. 

By  contract  the  city  of  Milwaukee  furnishes  water  to  the  city  of 
West  Allis  and  the  villages  of  North  Milwaukee  and  East 
Milwaukee,  at  the  rate  of  6  cts.  per  100  cu.  ft. 

MONDOVI. 

(Population,  1,325.) 

MUNICIPAL  PLANT. 

Pumping:     Gas  power;  pressure  reservoir. 

Pabllc  Service. 

Hydrant  rental:     27  hydrants,  no  charge. 

Street  sprinkling $50.00  per  year 

Commercial  Service. 

Meter  Rates: 

Minimum  annual  charge,  $5.00. 

First    200  gallons  per  day $  .30  per  1000  gals. 

Nerxt     100        "  "      " 25    "       "        " 

"        300        "  "      ** 20    "      "        " 

•         "       2400         "  "      ** .15     "      "         •• 

All  over  3000  gallons  per  day 10    "      '*        " 

Fi.AT  Rates: 

Banks  $  5.00  per  year 

Barber  shops,  one  chair 5 .  00        " 

Barber  shops,  each  additional  chair 1 .00        " 

Bath  tub,  public,  per  tub  in  barber  shop 4.00        " 

Bath  tub,  private,  when  dwelling  rate  is  paid. .     1.00 

Blacksmith  shops,  one  fire 5.00 

Eacli  additional  fire 1.00 

Cigar  manufactories  5 .  00 

Dental  offices,  one  self  closing  faucet 5 .  00 

Dental  oflices,  each  additional  faucet 1.00 

Drug  stores  5 .  00        " 

Dwelling  houses    5 .  00 

Dwelling  house   and  lawn    (not  exceeding   75 

foot  front) . one  hose 7 .  00 

Dwelling  house;  lawn  (not  exceeding  75  foot 
front)  and  barn,  not  exceeding  two  head 

of  stock    10.00 

For  each  additional  head  of  stock 50        " 

Fountains  flowing  not  exceeding  6  hours  per 
day  durin?  the  season  from  the  1st  day 
of  May  to  the  15th  of  October,  1-16  inch 

jet    10.00 

%th  inch  jet    20.00 
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Hoser  for  washing  and  sprinkling  sidewalks  and 
outside  of  building,  per  lineal  foot  front 

business  houses  $0 .  10  per  year 

For  sprinklinjg  street  in  front  of  such  premises 

per  lineal  foot  front 15 

Halls,  public 5 .00 

Offices   ( one  faucet) 5 .  00 

Printing  offices 6.00        " 

Private  bath  without  dwelling  or  otherr  services    5.00        " 

Restaurants    6.00        •* 

Saloons,  one  self  closing  faucet 8.00 

Saloons,  for  each  additional  faucet 2.00        " 

Hose  for  sprinkling  lawn  only  (not  exceeding 

75   foot   front) 5.00 

Each  additional  foot  front 05 

Stables,  private  only,  not  exceeding  5  head  of 

stock   5.00 

Each  additional  head  of  stock 50        " 

Where  dwelling  rate  is  paid  and  no  faucet  at 

barn,  one  head  of  stock 1 .  00 

For  each  additional  head 50 

Wash  basins,  only  c^elf  closing  faucet 3.00 

Water  closet,  private  otily,  per  bowl,  self  clos- 
ing faucet    3.00        " 

Water  closet,  public,  self  closing  faucet,  one 

bowl    5.00 

Each  Additional  bowl    2.50 

Special  rates  for  the  following  places:  School- 
houses,  hotels,  boarding  houses,  livery 
stables,  feed  stables,  lumber  yards,  street 
sprinkler,  urinals  with  constant  flow, 
laundries,  mills,  manufacturing  estab- 
lishments, shops,  photograph  galleries, 
and  soda  fountains. 
Rates  for  all  purposes  that  may  be  applied  for 

not  named  in  the  foregoing  schedule  will  • 

be  fixed  by  estimation  or  meter  at  the 
option  of  the  superintendent  and  water- 
works committee. 
Bills  duGf  and  payable  semi-annually  in  advance  on  the  first  day 
of  January  and  July  each  year,  except  where  meters  are 
used,  bills  are  due  on  said  dates  but  at  the  end  of  the  current 
six  months  10%  is  added  to  bills  not  paid  within  10  days 
and  treasurer  shall  collect  them  with  an  added  5%  thereon 
for  his  fees. 
Use  of  hose  not  larger  than  %  inch  with  a  nozzle  not  larger  than 
3-16  inch  permitted  from  May  1  to  Novembefr  1  each  year 
during  the  hours  of  6  to  7  a.  m.  and  from  6  to  8*  p.  m.;  ex- 
cept through  months  of  July  and  August  it  may  be  used  an 
additional  hour  in  the  afternoon. 
Meters  to  be  furnished,  installed  and  maintained  at  the  ^pense  of 

the  consumers. 
Water  not  to  be  kept  running  when  not  in  actual  use.  For  waste 
of  water  or  violation  of  the  rules  and  regulations  water  will 
be  shut  off  and  not  turned  on  again  until  proper 'amends  and 
payment  of  $1;00  are  made. 
For  first  violation  of  regulations  in  regard  to  use  of  a  hose,  a  fee 
or  fine  of  $1.00  is  exacted,  and  for  second  violation  consumer 
will  be  required  to  install  a  meter. 
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MONROE. 

(Population,  4,410.) 

MUNICIPAL  PLANT. 

Pumping.    Steam  pumping;  standpipe. 

Public  Service. 

Hydrant  rental:  90  hydrants,  each $88.72  per  year 

*  Commercial  Service. 
Meter  Rates: 

Minimum  annual  charge: 

Where  there  is  hut  one  opening  on  the  service $6.00 

"  "  one  or  more  openings      "     10.00 

When  daily  consumption  is 

100  to    300  gallons $  .35  per  1000  gals. 

300  to  1000       "      30     " 

1000  to  1500       "      25     '* 

1500  to  2000       "      20     *•       "        " 

For  each  500  gallons  of  average  daily  consumption  above  2,000 
per  day  a  reduction  of  1  cent  per  1000  gals,  is  made;  but 
no  rate  lower  than  7  cts.  per  1000  gallons  is  made; 
Bills  due  and  payable  quarterly  in  advance  before  the  10th  of  Jan* 
uary,  April,  .Tuly  and  October.    Water  once  turned  off  will 
not  be  turned  on  ngain  until  back  charges  and  an  additional 
$1.00  have  been  paid. 
Meters  furnished  and   installed   upon  reque&t  at  consumer's  ex- 
pense, but  coTipany  will  keep  in  repair  a  meter  so  installed. 
Company  will  furnish  meter  at  its  own  expense  upon  re- 
quest, but  consumer  must  pay  a  rental  of  $1.00  a  quarter  for 
meter  so  installed. 

MONTICELLO. 

(Population,  671.) 

MUNICIPAL  PLANT. 

Pumping:     Wind  mill. 

Public  Service,  . 

Commercial  Service. 

Metkr  Rates: 

Minimum  quarterly  charge,  $1.75. 
Monthly  meter  rental.  25  cts. 
When  daily  consumption  is 

100  to    300  gallons $  .35  p^  1000  gals. 

300  to  1000  gallons .30    " 

Consumers  must  purchase  their  own  meters  or  rent  them  from  the 

water  department. 
Bills  due  and  payable  Quarterly  on  or  between  the  1st  and  10th 
of  each  month  following:  February,  May,  August,  and  No- 
vember.   Water  will  be  shut  off  if  bills  are  not  paid  within 
the  Bpeclfled  time. 
A  charge  of  $10.00  made  for  a  %  inch  tap  or  $12.00  for  a  1  inch 
tap,  to  the  main  aT;d  for  laying  the  service  pipe  to  such  line. 
Payment  to  be  made  in  advance. 
A  charge  of  $1.00  made  for  turning  on  water  where  it  had  be^n 
turned  off  for  violation  of  rules  and  regulations  of  water  de- 
partment or  for  nonpayment  of  bills. 


*  Question  of  rates  now  pending  before  the  Commission. 
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NEENAH. 

(Population,  5,734.) 

MUNIOIPAIi  PliANT. 

Pumping:     Steam  power;  standpipe. 

Public  Service. 

Hydrant  rental:  94  hydrants,  each $50.00  per  year 

Streeft  sprinkling 12  cts.  per  1000  gal. 

City  hall,  contract $20.00  per  year 

2  drinking  fountains,  contract 48.00 

3  house  fountains,  contract 225 .00 

Library  fountains,  contract 76. 40 
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Riverside  Park  fountains,  contract 24 .  00 
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Commercial  Service. 

Metek  Rates: 

Minimum  semi-annual  bill,  $2.50. 

25  M  gal.  or  less,  per  6  months $  .28 

25  to  37  M  gal.  per  6  months 26 

37  to  150  M  gal.  per  6  months 24 

150  to  225  M  gal.  per  6  months 20 

225  to  450  M  gal.  per  6  months 16 

450  to  675  M  gal.  per  6  months 12 

900  to  1000  M  gal.  per  6  months 08 

Plat  Rates: 

Minimum  annual  bill,  $5.00.     . 

Banks,  including  one  basin $8.00  to  $10.00  per  year 

Bakeries  8.00  to  10.00 

Barber  shops,  one  chair 3 .  00        " 

Barber  shops,  each  additional  chair 2.00        " 

Bath  houses,  public  per  tub 6.00  to  10.00        ** 

Bath  tubs,  in  barber  shops,  each 4 .  00 

Billiard  rooms,  each  table 2 .  00 

Blacksmith  shops,  one  fire 3 .  50        " 

Blacksmith  shops,  each  additional  fire 3 .  00 

Book  binderies  8.00 

Bottling  ale  and  beer 5.00  to  10.00 

Breweries,     distilleries,     rectifiers     and     malt 
houses,  estimated  at  160  gal.  to  bbl.  per 

100  gal 15 

Building  purposes  for  1000  brick  wetting  and 

making  mortar 10 

Building  purposes,  per  100  sq.  yds.  of  plastering      .15 

Building  purposes,  stone  per  cord 10 

Butcher  shops 8.00  to  10 .  00 

Bowling  alleys   5.00 

Candy  manufacturers 8.00  to  10.00        " 

Cells  in  jails,  each 1.00 

Churches   5.00  to  15.00 

Cigar  manufactories,  per  hand 1 .  50        " 

Cisterns  filled,  exclusive  of  labor  50  bbls.  or  less    2.00 

Each  add.  50  bbls.  or  less 1 .  00 

Club  rooms  3.00  to    5.00 

Commercial  colleges  5.00  to    10.00        ", 

Confectionery    10.00        " 

Dental  offices    5.00        " 

Drug  stores 8.00  to  10.00 
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Dwelling  houses,  six  rooms  or  less  for  family 

with  one  bath  tub |6 .00  per  year 

Each  additional  room 50        " 

Dyeing     and     scouring     including     laundries 

15.00  to  25.00 

Eating  houses 10.00  to  20.00        " 

Fountains  flowing  not  exceeding  eight  hours 
per  day  during  the  season^  from  the 
first  of  April  to  the  first  of  Novmber,  Vs 

inch  orifice   15:00 

Each  additional  %  inch  jet i 2.00        " 

Each  additional  1-16  inch  jet 2.00 

Fountains,  1-16  inch  jet  for  season 10.00 

Fountains.  Vt  inch  jet 25.00 

Fountains,  5-16  inch  jet 45.00 

Fountain  nozzle  or  revolving  spray 3. 00 

Fountain  butterfly  valves 5.00        " 

Glass  or  tumbler  washers 15.00        " 

Gas  works,  special  or  meter  rates. 

Hose  bibb  for  scrubbing,  etc 15.00  to  25.00 

Hose  for  washing  or  sprinkling  sidewalks,  gut- 
ters, the  outsider  of  buildings,  per  lineal 

foot  front,  business  houses  for  season 10 

Same  as  above,  private  houses 05 

Hose  for  sprinkling  lawns  of  2,000  sq.  ft 5.00 

Hose,  when  used  as  a  fountain,  fountain  rate 

Hotels,  per  room Special  rate 

Ice  cream. saloons,  three  tables  or  less 6.00 

Each  additional   table 50 

Laur dries,  meter  rates. 

Livery,  sale  and  feed  stables,  per  single  stall, 

including  washing  carriages 1.25        ** 

Locomotives,  special  or  meter  rates. 

Lumber  yards,  meter  rates. 

Manufacturing      establishments,      special      or 

meter  rates. 
Offices  and  sleeping  rooms  occupied  by  no  more 

than  two  persons   3 .  00 

Offices    and    sleeping   rooms,    each   additional 

person    1 .  00 

Photograph  galleries    10. 00 

Private  stables,  one  horse,  one    cow    or    two 

horses,  washing  carriages 3 .  00        " 

Private  stable,  each  add.  horse 1 .00        '* 

Private  bath  tubs 2.00 

Private  bath  tubs,  each  add.  tub 2 .  00 

Printing  offices,  engines  extra 10.00  to  25.00 

Public  bath  tubs,  each  tub   5 .  00 

Public  halls 5.00  to  20.00 

Puddling  ditches,  etc.  spec,  rates 

Restaurants  for  3  tables  or  less 6 .  00 

Restaurants  for  each  add.  table 50        " 

Railroad  depots  spec,  or  meter  rates. 

Stores,  30  feet  or  less   5.00        " 

Saloons    8.00   to  15.00 

Schools,  not  boarding,  25  scholars 5 .  00        " 

Schools  not  boarding,  each  add.  scholar 20        " 

Soda  fountains    5 .  00        " 

Soap  manufactories,  special  or  meter  rates. 

Steam  engines,  each  horse  power 2 .  00 

Steam  engines,  each  horse  power  per  24  hours . .     4 .  00 
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steam  boilers,  for  house  warming,  etc.,  each 

square  ft.  fire  surface $0.30  per  year 

Tobacco  warehouses  10. 00 

Urinals,  public,  self  closing 6.00 

Urinals  in  hotels,  boarding  houses  and  saloons 

self  closing   3 .  50 

Urinals   in  blocks   and    manufacturing  estab., 

self  closing   1 .  50 

Urinals,  stores,  banks  and  offices,  self  closing. .     1.50 

Urinals,  private  houses   1.50 

Warehouses^  spec,  or  meter  rates 
Wash  basins,  stationary  1st  basin  in  private 
family  free. 

All  others,  each  " 1 .  00 

Water  closets,  private  per  bowl 3 .  00 

Water  closets,  public  per  bowl 5.00 

Water  carts,  per  100  gallons,  special  rates. 
Water    power,    for    sewing    machines,    private 

family    3 .  00 

Water  power  for  seamstresses  and  tailors  5.00  to    8 .  00 
Water  power  for  other  purposes  not  allowed. 

Workshops,  10  persons   3 .  00 

Workshops,  each  add.  person 25 

Bills  due  and  payable  semi-annually  in  advance  on  the  2nd  of 
January  and  July  each  year.  10%  will  be  added  to  bills 
not  paid  within  3  days  after  due,  and  water  will  be  shut 
off  if  not  paid  within  6  days  after  due.  Meter  rates  to  be 
paid  monthly;  10%  penalty  added  to  bills  not  paid  within 
10  days  after  they  are  due. 
Cost  of  tanping  water  main  and  putting  in  the  service  pipe  to  be 

paid  by  consumer. 
Use  of  hand  hose,  except  for  street  sprinkling,  permitted  between 
hours  of  5  and  8  a.  m.  and  5  and  9  p.  m.  for  lawn  sprinkling 
and  between  the  hours  of  5  to  9  a.  m.  for  washing  windows 
etc.,  from  Aoril  1  to  November  1  each  year. 
For  violation  of  the  rules  and  regulations  or  for  nonpayment  of 
bills  'within  15  days  after  their  becoming  due.  water  will  be 
shut  off  and  will  not  be  turned  on  again  until  cause  of  com- 
plaint be  removed  and  a  payment  of  $1.00  for  turning  it  on 
be  made. 
Meters  may  be  installed  at  their  own  expense  by  consumers  not 
satisfied  with  flat  rates.    Company  also  reserves  the  right  to 
install  meters  on  any  service  pipe. 

NEILLSVILLE. 

(Population,  1,957.) 

MUNICIPAL  PLANT. 

Pumping,  steam  power,  stand  pipe. 

Public  Service. 

Hydrant  rental: 

57  hydrants,  each   $20.00  per  year 

Commercial  Service. 

Meter  Rates: 

Minimum  annual  charge  $8.40 

Annual  meter  rental 1.60 

For  the  first  8000  cubic  feet  (60.000  gallons)  per  quarter  year, 

twenty  cents    (20c)  per  thousand  gallons. 
For  all  over  8,000  cubic  feet  and  up  to  16,000  cubic  feet  (120,000 
gallons)  per  quarter  year,  fifteen  cents  (15c)  per  thou- 
sand gallons. 
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For  all  over  16,000  coble  feet  (120,000  gallons)  per  quarter  year, 

ten  cents  (10  cts.)  per  thousand  gallons. 
Provided  however  that  the  Water  Committee  be  and  they  are 
hereby  empowered  to  contract  with  any  water  taker  for 
supplying  water  to  the  amount  of  33,334  cubic  feet  (250,- 
000  gallons)  per  quarter  year  at  a  rate  of  not  less  than 
eight  cents  (8-c)  per  thousand  gallons. 
Flat  Rates: 

Minimum  annual  charge $5 .  00 

Banks    5 .  00  per  year 

Bakeries Special  rates 

Barber  shop,  first  chair  and  basin 3.00        " 

"      each  additional  chair   2.00 

Baths,  private  without  heating  attachments 3 .  00        " 

"      hotel  or  boarding  houses,  first  tub 6.00        " 

each  ad.  tub 3.00 

"      public,  first  tub  10.00 

each  ad.  tub 5.00 

Blacksmith  shop,  first  fire 3.00        " 

"      each  ad.  fire  1.00 

Building  purposes,  brick  per  1000  laid 10 

"  "        stone  per  perch 07 

"  "        plastering  per  100  yards 40 

Boarding  house,  per  room $1 .00        " 

"  "      providing  no  license  less  than.  10.00        " 

Halls,  theaters,  and  hotels Special  rate 

Laundry,  public,  per  tub 8 .  00        '* 

OfBces  one  person  with  wash  basin 5 .  00        " 

Printing  offices,  six  hands  or  less  10 .  00        " 

'*      each  add.  hand 1.00 

Photograph  galleries,  special  rates 10.00  to  15 .  00 

Residences,  occupied  by  1  family,  -5  rooms  or 

less    5.00 

6  rooms    6.00 

7  rooms    7.00 

8  rooms    8.00 

each  additional  family   4.00 

Restaurants   Special  rates 

Stables,  private,  one  horse,  inc.  carriage  wash- 
ing         4.00 

"        each  add.  horse   75        " 

"        cows,  each 50        " 

Livery  boarding  and  sale  stables,  6  horses  or 

less  including  washing  carriages 12 .  00        " 

Livery,  each  ad.  stall 1.00        " 

Steam  boilers,  10  horse  power  or  less  per  horse       .50        " 

^ch  additional  horse 50 

Saloons,  two  self-closing  bar  faucets 10.00        " 

"        wash  basin  self  closing  faucet 3.00 

Stores,  one  basin 5. 00 

Store  and  manufacturing  combined Special  rates 

Shops   

Urinals,  private,  one  basin,  self  clos.  faucet 2.00 

"        self  closing  in  stores,  banks,  offices,  etc    3.00        " 
"  "  "    in  restaurants  and  saloons.     5.00        " 

not  self  closing Special  rates 

Public  urinals,  self  closing  faucets 5.00        " 

Water  closet,  private  3.00        " 

"  "      self  closing,  stores,  banks,  offices    4.00        " 

"  "      restaurants,  saloons,  etc 5.00        ** 

"      public  in  hotels,  first  floor 7.00 

"  "      hotels,  2d  and  3d  floors  each 4 .  00        " 
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Wash  basin,  in  hotel,  private  room $2 .00  per  year 

• wash  room,  each  basin  . .     3.00 

Water  motors  Special  rates 

Season  Rates. 
Sprinkling   lawns    with   1-8   inch   nozzle   four 

hours  or  less  per  day  70  feet  front  or  less    5.00 

Each  add.  front  foot 10 

Sprinkling  lawns  where  water  is  taken  In  house, 

70  feet  front  or  less   3 .00 

Each  add.  front  foot 10 

Sprinkling  street  in  add.  to  lawn,  per  foot 05 

Sprinkling  street  and   side   walk  in  front  of 

business  places  for  30  feet  front  or  less. .     5.00' 

Each  additional  front  foot 05 

In  case  of  corner  lots  measurement  shall  be 

taken  on  both  fronts  so  far  as  same  are 

sprinkled. 

Fountains  to  be  used  not  over  six  hours  per  day 

for  the  season  of  six  months  as  follows: 

1-16  Jet   10.00 

1-8  Jet    20.00 

3-16    35.00 

Soda  fountains   10.00  to  15.00 

Water  meters  Installed  and  maintained  at  the  expense  of  con- 
sumer, or  furnished  by  company  at  an  annual  rental  of  $1.60. 
Bills  due  and  payable  quarterly  in  advance  on  the  first  day  of  May. 
August,  November,  and  February.  Where  water  is  taken 
through  a  meter  payments  are  not  required  In  advance.  109^ 
will  be  added  to  bills  not  paid  within  10  days  after  they  are 
due  and  water  will  be  shut  ofT  If  not  paid  within  15  days 
after  they  are  due. 

NEW  OLABUS. 

(Population,  708.) 

MUNICIPAL  PLANT. 

Pumping:     Electric  power;  pressure  reservoir. 

Public  Service. 

Hydrant  rental!  24  hydrants  each |35.00  per  year 

Commercial  Service. 

Flat  Rates: 

Barber  shop $  3.00  per  year 

Blacksmith  shop 4.00 

Butcher  shop 5.00        " 

Drug  store 3.00 

Dwelling  3.60        - 

Dwelling,  with  lawn 5.00 

Dwelling,  with  lawn,  bath  tub  and  closet 7.00        " 

Hotels 12.00 

Hotels,  with  bath  tub  and  closet 16.00 

Photograph  gallery  4.00 

Saloons   8.00 

Stables,  per  head,  including  carriage  washing. .     1.00 
Other  places,  special  rates  to  be  fixed  by  the  commission. 
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NEW  LONDON. 

(Population,  3,383,) 

MUNICIPAL  PLANT. 

Pumping:     Steam  power;  standpipe. 

Pnblio  Service. 

Hydrant  rental :  56  hydrants $2,200  per  year 

€  small  hydrants,  no  charge. 

Street  sprinkling 15  cts.  per  M  gal. 

Public  buildings,  for  water 15    "      "      *'      " 

Public  buildings,  for  power 9    "      "      "      " 

Commercial  Service. 

Meter  Rates: 

Minimum  annual  charge,  $5.00. 

Commercial  rate 15  cts.  per  1000  gal. 

Powefr  rate 9    "      "       "       " 

Flat  Rates: 

Filling  cisterns,  per  cistern  $1.50.    Other  rates  made  by  super- 
intendent of  electric  light  and  waterworks. 
Bills  due  and  paj'ablef  quarterly  on  the  fifth  of  January,  April,  July  i 

and  October  for  the  preceding  quarter,  and  if  bills  are  not 
paid  by  the  30th  of  month  in  which  they  are  due,  water  will 
be  shut  off. 

NEW  RICHMOND. 

(Population,  1,988.) 

MUNICIPAL  PLANT. 

Pumping:     Electric  power;  standpipe. 

Public  Service. 

Hydrant  rental:  29  hydrants,  each ;..  .$40.00  per  year 

Commercial  Service. 

Plat  Rates:  f 

Banks $  5 .  00  per  year 

Bakeries    Special 

Barber  shops,  1  chair 4.00 

Each  additional  chair 2.00 

Bath  tubs,  private,  each 1 .  00 

Bath  tubs,  public 3.00 

Blacksmith  shop,  first  fire 4.00 

Each  additional  fire 1.00 

Boarding  houses Special 

Billiard  rooms 6.00 

Building  purposes,  per  1000  brick 06 

Per  pefrch  of  stone 03 

Per  100  sq.  yds.  plastering 25 

No  permit  less  than 1 .  00 

Brick  yards  and  cement  factories Special 

Cigar  factories,  employing  10  persons  or  less ...     6.00        " 

Candy  factories   

Churches Special 

Dcmtists*  ofllces 5.00        *' 

Dwelling  house,  family  of  6  persons  or  less 5.00        " 

Each  additional  person 1 .  00        ** 
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Fountains,  to  be  used  not  over  8  hours  per  day 
for  the  season  of  7  months : 

1-16  inch  jet ,. , $10.00 

1-8  inch  Jet 20.00 

3-16  inch  jet  25.00 

Foundries  and  machine  shops Special 

Halls  5 .  00  per  year 

Hotels Special 

ice  cream  saloons 6.00        " 

Laundries  Special 

Manufactories  Special 

Meat  markets  with  privilege  of  hose  for  wash- 
ing floor 8.00        •• 

OfBce » 5.00 

Photograph  galleries 5 .00        " 

Printing  offices  6.00        " 

Restaurants  8 .00        *• 

Soda  fountains Special 

Saloons    8.00 

Bar  troughs  2 .00 

Stores 5.00 

Sprinkling — Hoscf  attachment  for  street,  lawn 

and  yard  sprinkling,  50  ft.  hose  or  less. .     5.00        " 

Each  additional  25  ft.  hose 1 .00 

Each  additional  hose  attachment 2.00 

Livery  stables — 12  horses  or  less 10.00 

Each  additional  horse 75        " 

Hose  bib  faucets,  inside  or  outside  dwellings  or 

stores  5.00 

Hosef  for  washing  vehicles 5 .  00        ** 

Cows   75 

Private  horse   75        " 

Water  lifts  and  water  motors 3.00        " 

Schools Special 

Water,  per  barrel 214c 

Water   closets   in   saloons,   hotels   and   public 

places  5.00 

Water  closets  In  private  houses 3 .  00 

"Flowing"  urinals  3.00 

For  violation  of  rules,  ree:ulations  or  provisions  in  rergard  to  water 

rates,  water  will  be  turned  off  and  not  turned  on  again  until 

cause  of  complaint  be  removed  and  a  payment  of  $2.00  be 

made. 

Bills  due  and  payable  semi-annually  on  the  first  days  of  January 

and  July  each  year. 
Water  for  lawn  service  shall  be  used  between  the  hours  of  6  and  8 
a.  m.  and  5  and  8  p.  m. 
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NORTH  FREEDOM. 

(Population,  647.) 

MUNICIPAL  PLANT. 

Pumping:     Gas  power;  pressure  reservoir. 

Public  Service. 

Hydrant  rental:  11  hydrants No  charge 

Street  sprinkling,  each  cart  per  week $1.00  to  $2.00 
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Commercial  Service. 

Meter  Rates: 

Minimum  charge  $3.00  per  ye?ar. 
100  to    300  gallons  per  day,  per  1000  gal.  $0.15 
300  "      600  •'  "  .10 

600  "    1000  ••  "  .08 

Above  1000  "  "  .06 

Plat  Rates  : 

Minimum  annual  charge,  $300. 

Bakeries  $4.00  to  $8.00  per  year 

Banks 3.00        " 

Barber  shops,  one  chair  2 .  00 

Bath  tubs  in  barber  shops,  each 4 .  00 

Blacksmith  shops,  one  fire 2 .  00        " 

Blacksmith      "       each  additional  flre 1.00        ** 

Boarding  house  and  lodging  houses,  per  room. .       .50        " 

Breweries  Special 

Building  purposes,  per  1000  brick,  wertting  and 

making  mortar    10 

Building  purposes,  per  100  yards  plastering. . .       .15 

Building  purposes,  stone  per  cord 10 

Bowling  alleys   4 .  00 

Churches  and  public  schools  free,  less  cost  of 
piping,  etc.  All  expense  of  tapping  and 
pipes  and  valves  to  be  paid  by  owner. 

Cigar  manufactories,  per  hand 1 .00 

Cisterns  Ailed,  (exclusive  of  labor)  50  barrels    2.00 
Cisterns  filled,  each  *  additional  fifty  barrels  or 

less 1.00 

Club  rooms $3.00  to  5.00 

Confectionery  stores  , 3 .  00  to  5 .  00        " 

Cemeteries ' Special 

Dental  office 4.00        " 

Drug  store 3.00  to  6.00        " 

Dwelling  houses.  10  rooms  or  less,  each  family    3.00 

Dwelling  houses,  each  additional  room 50 

Dyeing  and  scouring,  including  laun- 
dries    15.00  to  25.00 

Eating  houses  5 .  00  to  10 .  00 

Fountains,  Vg  inch  jet,  per  season 8.00 

Fountains,  1-16  inch  jet,  per  season 4 .  00 

Fountains,  nozzle  or  refvolving  spray 2 .  50 

Fountains,  butterfly  valves 5.00        *' 

Hose,  for  washing  and  sprinkling  sidewalks, 
gutters,   outside    of   buildings,    business 

houses  for  season,  per  front  foot 10 

Hose,  for  sprinkling  private  lawns  including 
washing  windows,  sidewalks  and  trees  in 
street,  per  lot  of  %  acre,  per  season,  (frac- 
tional lots  at  same  rate)    3.00 

Hotels,  per  room 50 

Ice  cream  parlors,  3  tables  or  less 4 .  00 

Ice  cream  parlors,  each  additional  table 50 

Livery  stables,  per  single  stall,  including  wash- 
ing wagons 75 

Manufacturing  establishments Special 

Offices  and   slefeping  rooms,   occupied   by   not 

more  than  2  persons 2 .  00 

Each  additional  person 60        ** 
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Photograph  galleries  $3.00  to  $6 .  00  per  year 

Private  stables,  1  horse  and  cow  or  two  horses, 

including  washing  carriages 2 .  00        ^ 

Kach  additional  horse  or  cow 50        ^ 

Private  bath  tubs   1-50 

l^rivate  bath  tubs,  when  in  same  room  with 

water  closet • ^ -^^ 

Printing  officer,  (engine  or  water  motor 

extra) 3.00  to  6.00 

Public  bath  tubs,  each  tub 400 

Public  halls  3.00  to  5.00        ^^ 

Restaurants,  3  tables  or  less  3.00 

each  additional  table 50 

Stores ^•^^^^^SS 

Saloons l^-^O  ^°  ^^'^^        „ 

Schools,  private  not  boarding. . . .  .* 3.00  to  5.00 

Soda  fountains  " ^'^J 

Steam  engines  per  day,  up  to  ten  barse  power. .       .6U 
Steam   engines,  per  day,  each  additional  ten 

horse  power   •- -25 

Urinals,  public,  constant  flow ...■•     &-^" 

Urinals,  in  hotels,  boarding  houses  and  saloons    3.00 
Urinals,  in   blocks  and   manufacturing   estab- 
lishments         ^'11 

Urinals  in  private  houses a^tM.i 

Warehouses T^^a        « 

Wat^  closets,  per  bowl -  •  •  ••     ^-^^ 

Wat^  closets,  private,  per  bowl,  in  same  room 

with  bath  tub J"" 

Water  closets,  public,  per  bowl   •  •  •  •  •     »•"" 

Waterpower  for  seamstresses,  bailors  and  den- 

tists,  not  to  exceed  1-16  inch  jet  8.00  to  10.00 

Work  shops,  10  persons  or  less 3-^0 

Workshops,  each  additional  person... ♦u!  «,.*  ^.^« 

Bills  due  and  payable  semi-annually  in  advance  o^^^^^  twch  a^r^ 
of  April  and  October  each  year,  except  meter  rates  ^^^^f^^f^ 
duf  monthly  on  the  first  of  each  month,  10%  to  be  added  to 
biUsTo  days  overdue  and  in  case  bills  axe  30  days  overdue 

yrater  will  be  shut  off.  ....  * t^  A^tr-^-wr  av 

A  charge  of  $12.00  to  be  made  for  each  original  tap  to  defray  ex- 

llnse  of  tapping  and  Isylng  service  pipe,  wWch  charge  to 

be  credited  to  the  consumer  on  his  water  rates. 
A  charge  of  $2.00  made  for  turning  off  and  on  water  'or  violation 

ot^yot  the  rules  and  regulations  or  for  nonpayment  ot 

hiiia  within  30  days  after  they  are  due. 
Fixtur^noT\'^L^.ept^unning  While  npt^^^^^^^^         u,e  without 

special  pCTmit  and  payment  «"  a****'^^"*}/™*^^  .^..,  p«,r- 

firot  iinva  of  Aorll  and  November  each  year. 

first  days  or  ^prii  du  ,       ^^^   ^t  his  own  expense. 

Consumer  may  install  ^^.  ^PP'^^^^^gtTll  a  meter  on  any  service 
Companv  reserves   right  to  instau  a  m^*-''* 

pipe  at  its  o^'^^f^^P^^^!;^^^  per  day  betwe^  the  first  days 
Yard  fountains  permitted  6  nours  per  uuy 

of  April  and  November  each  y^^l'^^^^  ..  .j.^..  ^^  ex- 
pose  to  be  f\irnlshed  free  of  charge. 
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NORTH  nnLWAUKEE. 

t  Population,  1,860.) 

MUNICIPAL  PLANT. 

Pumping:     Water  purchased. 

Pnbllo  Service. 

Hydrant  rental;  52  hydrants.    City  appropriation  in  lieu 

of   hydrant   rental    $6,887.02 

Commercial  Senrice. 

Meteb  Rates: 

Minimum  quarterly  charge  50  cts. 
Annual  charge  for  reading  meter  $1.00. 

For  less  than  15,000  cu.  ft  quarterly   ..10  cts.  per  100  cu.  ft 
"    15,000  or  more  "  ..8  cts.  " 

Tapping  Fee.    Consumer  must  pay  a  tapping  fee  according  to  the 
following  scale: 

For  each  %  inch  tap  to  a '6  inch  (or  less)  main $5.00 

%  ••  6  "  "  ...  6.00 
"1  "  6  "  *'  ...  8.00 
"2  ••  6  ••  "  ...  25.00 
"3  "  6  "  "  ...  40.00 
"4  "  6  "  "  ...  45.00 
"  2  "  8    "      main    30.00 

3  "  8     "  "       45.00 

4  "  8     "  "       50.00 

Bills  due  and  payable  quarterly  on   the  first  days  of   January, 

April,  July  and  October.  5%  will  be  added  to  bills  21  days 
overdue,  and  water  will  be  shut  off  in  cases  where  bills  are 
31  days  overdue. 

A  charge  of  $2.00  to  be  made  for  turning  off  and  on  of  th^  water 
for  violation  of  any  of  the  rules  and  regulations,  or  for  non- 
payment of  bills  31  days  ovei^due. 

Cost  of  meters  and  of  their  installation  to  be  paid  by  consumers. 

Consumers  are  permitted  to  makef  connections  for  fire  protection. 
For  every  connection  a  charge  for  testing  the  same  of  $3.00 
per  outlet  per  year,  for  three  tests,  shall  be  made,  with  an 
additional  charge  of  $1.50  per  outlet  for  each  additional 
test. 

OCONOMOWOC. 

(Population,  3,054.) 
MUNICIPAL  PLANT. 

Pumping:     Steam  power;  standpipe. 

Public  Service. 

Hydrant  rental:  61  hydrants No  charge 

Street  sprinkling  $350.00  per  year. 

Water  to  city  departments 15  cts.  per  M  gal. 

Commercial  Service. 

Meteb  Rates: 

For  the  first  300,000  gallons  or  part  thereof  used  during  the 

term  of  six  months  $0.15  per  thousand  gallons. 
For  the  next  additional  500,000  gallons  or  part  thereof^  ^0.12^ 

per  thousand  gallons. 
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For  the  next  additional  800,000  gallons  or  part  thereof,  $0.10 

per  thousand  gallons. 
For  the  next  additional  1,600,000  gallons  or  part  thereof,  $0.08 

pefr  thousand  gallons. 
All  above  3,100,000  gallons,  $0.06  per  thousand  gallons. 
Bills  due  and  payable  semi-annually  on  the  first  days  of  Januazy 
and  July  each  year.    10%  penalty  added  to  bills  not  paid 
within  3  days  after  they  are  due.    Water  will  be  shut  off  in 
cases  whefre  bills  are  6  days  overdue. 

OCONTO. 

(Population  5,629.) 

OCONTO  CITY  WATER  SUPPLY  CO. 

Pumping:  Steam  power;  no  standpipe  or  pressure  reservoir. 

Public  Service. 

Fire  protection  and  sewer  flushing,  $9,800  per  year. 
Street  sprinkling,  per  season,  $75.00  per  mile. 

Commercial  Service. 

Meteb  Rates. 
Service  charge: 
Size  of  Quarterly 

meter  charge 

%  inch    $1.00 

%     "       1.50 

1  "       2.00 

1%     "       2.50 

2  "       ; 3.0O 

3  "       6.00 

4  "       7.00 

Charge  for  water: 

For  the  first  10,000  gallons  per  quarter,  20  cents  per  thousand 

gallons. 
For  the  nerxt  15,000  gallons  per  quarter,  15  cents  per  thousand 

gallons. 
10  cents  per  thousand  gallons  for  all  over  25,000  gallons  per 

quarter. 
Flat  Rates: 

Minimum  annual  charge  $5.00. 

Annual    Ami.  to 

Rates,      be  paid 

Quar'ly. 

Banks,  one  self  closing  faucet $8 . 00  $2 . 00 

Barber  shop,  each  chair 4 .  00  1 .  00 

Bath,  in  residence  3 .50 

Bath,  in  boarding  house  or  hotel 8.00  2-00 

Billiard  saloon,  each  table  4.00  1.00 

Boarding  house,  per  room  (no  license  less 

than  $10.00)    1.50 

Blacksmith  shop,  each  fire 3.00  .75 

Butcher  shops,  steam  extra   15.00  3.75 

Cigar  manufactory,   (no   license   less    than 

$10.00)  per  hand  2.00  .50 

Fountains,  1-16  inch  orifice,  per  season 8.00  2.00 

Printing  oflaces,  six  hands   or  less   (steam 

extra)     10.00  2.60 
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Residence,  occupied  by  one  family  for  do- 
mestic use,  1  to  5  rooms $5.00  $1.25 

Each  additional  room  1.00  .25 

Sprinkling  lawns,  with  l-U  inch  orifice,  not 
more  than  four  hours  per  day,  200 
square  yards  or  less,  per  square  yard 

per  season   •  02 V2 

Next  300  yards,  per  yard .  01  Va 

All  over  500  yards  .01 

Sprinkling  sidewalk  to  center  of  street,  % 
inch  nozzle,  no  license  less  than  $5.00, 

per  front  foot  per  season .10 

Stable,  livery,  sale  or  boarding,  six  horses 

or  less.  Including  carriage  washing..       15.00  3.75 

Each  additional  horse   1 .  50  .38 

Storage  and  shops Metered 

Theaters    Metered 

Urinals,  in  private  houses,  self  closing,  each        3.00  .75 

Urinals,  in  stores,  bank?,  offices  and  saloons, 

self  closing,  each   5 . 00  1 . 25 

Water  closets,  in  residences 4 .  00  1 .  00 

Water  closets,  in  banks,  etc 5.00 

E^ach  additional   3 .  00 

Laundry  tubs,  each 2 .  00 

Wash  basins,  each 2.00 

Barn  faucets,  private,  each 2 .  OO 

Th^re  shall  be  no  charge  for  private  fire  hydrants. 

Water   for  conFtruction   purposes   shall  be  charged   for   as 
follows: 

Macadam  pavirg  per  lineal  foot $0.01 

Brick  work  per  1000  laid   03 

Plastering,  ppr  1 00  sq.  yds 10 

Stone  work,  per  perch   03 

Cement  sidewalks,  4  in.  thick,  per  25  sq.  ft 02 

cement  crosswalks,  8  in  thick,  per  25  sq.  ft 04 

Concrete  in  buildings,  per  100  cu.  ft 10 

Bills  due  and  payable  quarterly  in  advance  on  the  first  days  of  Jan- 
uary, April,  July  and  October  in  each  year.  A  discount  of 
10  per  cent  pprmitted  for  payment  within  the  first  month  of 
the  quarter  in  which  the  bills  are  due.  Sprinkling  rates  pay- 
able in  advance  for  the  season,  and  bills  for  labor  and  ma- 
terials due  on  the  first  day  of  the  month  succeeding  their 
contraction.  In  all  cases  the  owners  of  the  property  will  be 
chargeable  with  the  rent. 
•  A  charge  of  $2.00  made  for  turning  on  the  water  in  case  water  has 
been  turned  off  for  violation  of  any  of  the  company's  rules 
and  regulations. 
Use  of  hose  limited  to  four  hours  a  day  with  a  nozzle  not  larger 
than  3-16  inch  in  diameter.  Additional  use  may  be  had  by 
special  permit  and  for  payment  of  additional  rates. 
Fixtures  must  not  be  kept  running  when  not  in  actual  use,  without 
special  permit  and  payment  of  additional  rates. 

OCONTO  FALLS. 

(Population,  1,427.) 

MUNICIPAL  PLANT. 

Pumping:     Steam  power  pressure. 

Public  Service. 
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Commercial  Service, 

Meter  Rates: 

Minimum  quarterly  charge.  $1.50. 

First   S,000  gallons,  per  quarter $1.50 

Next  17,000  gallons,  per*  1000  gallons 12 

All  over  25,000  gallons,  per  1000  gallons 08 

Flat  Rates  : 

Minimum  annual  charge,  $6.00. 

Family  use,  residence  8  rooms  or  less $  6.00  per  y^ar 

Family  use,  residence,  each  additional  room..       .50        " 

Family  use,  water  closet 3. 00        " 

Family  use,  bath  room 3 .00        " 

Family  use,  hose  bib 3.00        " 

Lawn  sprinkling,  per  season,  May  1st  to  Nov. 

1st 4.00 

No  nozzle  larger  than  y^  inch,  and  to  be  used 
only  between  6  and  8  a.  m.  and  6  and  8 
p.  m. 
Private  stable,  3  horses  or  cows,  including  car- 
riage  washing    3 .  00        " 

Each  additional  horse  or  cow 50        " 

Livery  stable,  10  horses  or  less,  including  car- 
riage washing    15 .  00        " 

Each  additional  horse" 1 .  00        " 

Hotel    Special 

Saloons    6.00        " 

Laundry    Special 

Barber  shop,  two  chairs  or  less 6.00        " 

Each  additional  choir 2.00        " 

All  business  places  not  listed Special 

Bills  due  and  payablo  qiiarterly  in  advance  on  the  first  days  of 
January,  April,  July  and  October  each  year,  street  and  lawn 
sprinkling  rates  due  annually  in  advance  on  the  first  day  of 
April. 
A  charge  of  $15.00  madef  for  every  tap  including  corporation  cock, 
service  cock  and  box.  and  putting  in  of  service  pipe  to  the 
inner  side  of  curb  provided  same  is  made  with  lead  pipe.  If 
made  with  galvanized  iron  pipe  charge  will  be  $12.00.  In 
case  ov.ner  installs  thf  service  pipe  from  main  to  curb,  a 
charge  of  $2.00  made  for  the  tap. 
Meters  to  be  installed  at  consumer's  expense. 

ONALASEA. 

(Population,  1,146.) 
MUNICIPAL  PLANT. 

Pumping:  Steam  power;  standpipe. 

Public  Service. 

Hydrant  rental:  23  hydrants,  no  charge. 
Street  sprinkling: 

For  each  cart  or  wagon  (season  from  April  to 

November  inclusive)   $50.00 

Commercial  Service. 

Mktfp.  Rates: 

Minimum  semi-annual  charge,  $2.50. 

Semi-annual  charge  for  reading  mrter. $  -25 

First  2,000  cu.  ft.  or  less  in  6  months $  .15  per  100  cu.  ft 
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All  over  2.000  cu.  ft.  up  to  20,000  cu.  ft.  in 

6  months $0.08  per  100  cu.  ft. 

All  over  20,000  cu.  ft.  up  to  50,000  cu.  ft.  in 

fi  months 05  per  100  cu.  ft. 

All  over  50,000  cu.  ft.  up  to  250,000  cu.  ft. 

in  6  months 04  per  100  cu.  ft 

All  over  322.000  cu.  ft.  In  6  months 03  per  100  cu.  ft. 

Flat  Rate-s: 

Minimum  semi-annual  charge,  $2.50. 
Class  L 

Dwelling  houseis:  Annual  rates. 

Closets,  halls  other  than  used  as  living  rooms  and  pantries  not 
counted.  For  house  occupied  hy  one  family,  $5.00. 
House  occupied  by  more  than  one  family  to  be  charged 
at  the  above  rate  for  one  family  and  $4.00  for  each  addi- 
tional family. 
Class  2. 

Bath  tubs  and  laundry: 

Bath  tubs  .  (private) ,  each $2 . 00  per  year 

Bath  tubs   (public),  each 5.00 

Laundry    (private) ,   each 2.00        " 

Wash  basins  and  sinks  other  than  in  dwellings    1.00        " 

Waterr  closets  private,  f^rst 3. 00        ** 

Each  additional   2.00        " 

Water  closets,    public • 5.00        " 

The  above  rates  for  closet  with  self  closing 
valves;  all  others  must  be  metered 
urinals. 

Private,  first  3.00        " 

Each  additional   2.00 

Public,  each   5. 00        " 

The  above  rate  for  urinals  with  self-closing 
valves  continuous  flow  all  other  urinals 
must  be  metered. 

In  class  two  all  enumerated  fixtures  shall  be 
considered    private    where    they   are    in 
dwelling  houses  only.    All  others  shall 
be  considered  as  public. 
Class  5. 

Street  washers  (to  be  used  for  sprinkling  side- 
walks and  '^^  streets) : 

For  25  ft.  or  less  frontage 4.00        " 

For  each  additional  front  foot  above  25,  per  ft.       .15        " 

No  charge  will  be  made  for  this  when  person 
pays  for  sprinkling  lawns.  Hours  to  be 
the  same  as  lawn  and  garden  sprinkling. 

Lawn  and  garden  sprinkling: 

Sprinkling  where  meters  are  not  uscfd  shall  be 
limited  to  the  following  mentioned  hours 
5  a.  m.  to  7  a.  m.  and  5  p.  m.  to  8  p.  m. 
The  following  menticmed  rates  will  be 
charged  where  ther^  is  a  building  on  the 
premises: 

For  the  1st  8,000  sq.  ft.  or  less 5.00        " 

For  each  additional  1,000  sq.  ft.  or  major  frac- 
tion thereof 25 

Space  occupied  by  buildings  shall  be  included 
in  measurements. 
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For  premises  not  occupied  by  buildings  no  de- 
duction shall  be  made. 

Private  stables,  each  animal $1.00  per  year 

This  rate  permits  use  of  hose  for  washing  car- 
riages. 
Class  4, 

Asylums:  Dwelling  house  rates. 

Bakeries  for  each  bbl.  flour  of  average  daily  use    3.00 

Banks    : 7.00 

Billiards  or  pool  tables  (public)  each  table 1.00        ** 

Any  billiard  or  pool  table  for  which  a  charge 
is  made  for  playing  a  game  thereon  shall 
be  considered  a  public  table. 

Butcher  shops 8 .  00        " 

Cigar  factories  for  ten  persons  or  less 5.00        " 

Each   additional   person 25        " 

Flats.    Dwelling  house  rates. 

Forges,  first  one 3.00        " 

Ekich  additional  one 1 .  00        " 

Halls  2,000  sq.  ft.  or  less  area 4 .  00 

Each  additional  1000  sq.  ft.  or  less 1.00 

Ice  cream  saloon,  three  tables  or  less 6.00 

Each  additional  table 1.00 

OfllceB  and  sleeping  rooms,  each l.OO        " 

and  charge  for  fixtures  as  indicated  in  class  two. 

Printing  offices  8.00 

Schools,  public  and  private,  each  pupil 05 

Grocery  stores   5 .  00 

Dry  goods  and  other  stores  for  each  5  persons 

or  less  5 .  00        " 

For  each  additional  person 25        " 

Soda  fountains,  each 2 .  00        " 

With    spray   tumbler   washer    other   than 

continuous  spray 10 .  00        " 

Saloon,  each   10.00        *• 

Spray  tumbler  washer  other  than  continuous 

spray 5.00        " 

Tenement  houses.    Dwelling  house  rates. 
Work  shops  (not  scheduled)  for  10  persons  or 

less    4.00        •• 

For  each  additional  person 25        " 

The  above  mentioned  rates  are  for  the  general 
use  of  water  in  and  about  the  above 
named  places  but  do  not  include  the  use 
of  water  for  any  purposes  enumerated  in 
any  of  the  other  classes  of  rates. 
Class  5. 

Prlvpte  fire  hydrants ,  each 5 .00        ** 

Flushing  sewers  per  100  lineal  feet,  all  sizes..     1.50        ** 

Settling  trenches  for  each  100  sq.  ft 1 .00 

Building  purposes. 

Cement,  tile  or  artificial  stone  sidewalks  250 

sq.  ft.  or  less 25 

All  over  250  sq.  ft,  per  100  sq.  ft 10 

Brick  work,  per  1000 05 

Stone  work,  per  1000  cu.  ft .10 

Plastering  for  1000  sq.  yds.  or  less 15 

Concrete  50  cu.  yds.  or  less 75 

Each  additional  cu.  yd 01 
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Bills  due  and  payable  semi-annually  in  advance  the  first  days  of 
January  and  July  each  year.  Five  per  cent  will  be  added 
to  bills  not  paid  by  21st  of  said  months,  and  water  will  be 
shut  oft  when  bills  are  not  paid  by  26th  of  the  months  when 
due,  and  a  charge  of  $1.00  added  for  turning  on  the  water 
upon  payment  of  overdue  rents  and  penalties.  Street 
sprinkling  with  a  nozzle  ^^  inch  or  less  permitted  between 
the  hours  5  and  7  a.  m.  and  5  and  8  p.  m.  except  in  cases 
where  meters  are  in  use. 

A  charge  of  $1.00  made  for  turning  off  and  on  water  for  violation 
of  rules  and  regulations  or  for  nonpayment  of  bills  26  days 
overdue. 

Each  owner  of  premises  supplied  with  water  must  maintain  at  his 
expense  a  stop-cock  box  over  each  stop  cock  placed  on  each 
service  pipe  on  the  siderwalk. 

Meters  installed  at  city^s  expense. 

OSHEOSH. 

(Population,  33,062.) 

OSHKOSH  WATERWORKS  CX). 

Pumping:     Steam  power;  no  standpipe  or  pressure  reservoir. 

Public  Service. 

Hydrant  rentals:  400  hydrants,  each $     40.00  per  year 

Hydrant  rental :  73  hydrants,  each 25.00 

Street  sprinkling  contract 1,725.00 


Commercial  Service.  I  "'^ij^i 

Meter  Rates: 

Minimum  quarterly  charge,  $2.00.  Per  M  gals. 

5,000  gallons  or  less,  per  month $0.40 

5  to  10  M  gal.,  per  month 35 

10  to  12  M  gal.,  per  month 33 

12  to  15  M  gal.,  per  month 30 

15  to  20  M  gal.,  per  month..' 26 

20  to  30  M  gal.,  per  month 23 

30  to  .^30  M  gal.,  per  month 20 

50  to  75  M  gal.,  per  month 18 

75  to  100  M  gal.,  per  month 15 

100  to  1 50  M  gal.,  per  month 13 

150  to  300  M  gal.,  per  month 10 

300  to  4.^>0  M  gal.,  per  month 08 

450  to  600  M  gal.,  per  month 07 

600  to  900  M  gal.,  per  month 06 

Over  900  M  gal.,  per  month 05 

Flat  Rates: 

Minimum  quarterly  charge,  $1.25. 

Banks $1.25  per  quarter 

Bakeries   $2.50  to  5.00 

Barber  shops,  first  chair 1 .  25  " 

Each  additional  chair 75  " 

Bath  tubs  in  boarding  houses  or  hotels,  first 

tub    1.50 

Each  additional  tub 1.00 

Boarding  houses,  per  room 38 

Cigar  factories,  per  hand 38 

Offices  and  sleeping  rooms, $1.25  to  2.00 
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Printing  offices,  per  hand 50 


i< 


<l 


tt 


08HK08H.] —402— [WIS.  R.  R.  COMM. 

Residences,  first  faucet $1 .  50  per  quarter 

BJach  additional  faucet 25 

(One  tiot  and  one  cold  watef  faucet  counted 
as  one  faucet). 

First  water  closet 1 .00 

Each  additional  water  closet 50 

First  urinal  1.00 

Each  additional  urinal 50 

Each  bath  tub 50 

First  horse 1.00 

Each  additional  horse 50  " 

(The  above  rates  for  horse  include  the  use 
of  hose  for  washing  carriages). 

Without  hose,  each  horse 38  " 

Each  cow  38  " 

(Rates   for   closets,   baths,   urinals,   horses 
and  cows  are   in  addition  to   the  first 
faucet  rate  for  premises). 

Boiler  for  heating  purposes 25 

Restaurants $2.50  to  5 .  00 

Saloons,  one  plain  bib 2 .  50 

Each  additional  plain  bib 50 

Hose    75 

Stores  and  shops,  $1.25  to 3.75 

Urinals  in  stores,  saloons,  banks  and  offices..  1.25 
Water  closets  in  stores,  saloons,  banks  and 

offices    1.25 

Livery  stables,  six  stalls  or  less 3.00 

Each  additional  stall 38 
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Season  Rates. 

Sjirinkling  lawns,  \sater  to  be  used  only  be- 
tween the  hours  of  7  a.  m.  and  9  a.  m., 
and  5  p.  m.  and  7  p.  m.  from  May  1st  to 
Nov.  1st. 

First  200  sq.  yds $5.00 

Next  300  yards ,  per  sq.  yd 1%  cts. 

Over  500  yards,  per  sq.  yd 1  ct. 

Fire  protection  rates:  DD  fire  hydrants $25.00  per  annum 

Inside  fire  protection  will  be  charged  in  proportion  to  the  size 
of  the  pipe  leading  into  the  building  on  the  following 
basis: 

2  inch  pipe $  20.00  per  annum 

3  "  " 35.00 

4  "  "  50.00 

6  "  "  100.00 

8  "  "  150.00 

Building  Purposes. 

Stone,  per  cord 15  cts. 

Brick,  per  M 10    " 

Plastering,  per  1^0  sq.  yds 25    " 

Sidewalk  5  ft.  4  in.  wide,  per  lineal  foot 1    " 

Brick  street,  concrete  base,  per  lineal  foot 3    ** 

Asphalt  street,  concrete  base,  per  lineal  foot 3    " 

Tar  macadam,  concrete  base,  per  lineal  foot 3    ** 

Common  macadam,  per  lineal  foot IH 

(Above  prices  for  street  work  based  on  street  32  feet 
wide.) 


WATER  RATES.] —403— [PHILLIP^ 

Sewer  work  '4  cent  per  lineal  foot  for  each  foot  in  depth. 
'    Concrete  walls  same  as  price  for  stone. 

Cement  curb  and  gutter,  Vo  cent  per  lineal  foot. 

Bills  due  and  payable  quarterly  in  advance  on  the  first  days  of 
January.  April,  July  and  October  of  each  year,  except  lawn 
sprinkling  rates  which  are  payable?  in  advance  for  the  sea- 
son.   Water  will  be  shut  off  when  bills  are  15  days  overdue. 

In  sprinkling,  a  nozzle  no  larger  than  %  of  an  inch  must  be  used, 
and  an  extra  charge  will  be  made  in  all  cases  where  parties 
have  hose  bibs  on  their  premises,  whether  they  have  hose  or 
not. 

Fixtures  in  hallways  or  other  public  place's  to  be  rated  for  the  full 
amount  that  would  be  chargeable  to  different  parties  having 
access  to  them. 

A  charge  of  $1.00  made  for  turning  on  water  in  cases  where  it  has 
been  turnerd  off  for  violation  of  any  of  the  rules  and  regula- 
tions or  for  nonpayment  of  bills. 

The  cost  of  a  meter,  setting  and  maintaining  the  same  to  be  paid 
by  the  consumer. 

All  costs  of  connections  to  the  mains  and  all  piping  and  hydrants 
for  use  of  fire  protection  to  be  paid  for  by  consumefr. 

« 

PARE  FALLS. 

(Population,  1,972.) 

MUNICIPAL  PLANT. 

Pumping:  Steam  power;  no  pressure  reservoir  or  standpipe. 

Public  Service. 

Hydrant  rental:   20  hydrants No  charge 

Public  schools   " 

Commercial  Service. 

Meter  Rates: 

Up  to  100  gallons  per  day 25  cts.  per  1000  gallons 

100  "   500    "    "   "  20  " 

500  **  1000    "    "   "  15  " 

1000  "  5000    "    "   *•  12  "  **        "  " 

Over    5000    "    "   "  10  "   *'   "     " 

Meter  Rent. 

%  inch  meters 15  cts.  per  month 

%     "     •'   35  " 

Meters  over  1  inch  to  be  purchased  by  consumer. 
A  charge  of  $5.00  made  for  each  tap  for  parties  living  on  the  side 
of  street  on  which  mains  are  laid,  and  a  charge  of  $1.00  made 
for  each  tap  for  parties  living  on  the  other  side  of  street. 

PHILLIPS. 

(Population,  1,948.) 

PHILLIPS   LIGHT,    WATER,    HEAT    AND    POWER    CO. 

Pumping:   Steam  power;   no  standpipe  or  pressure  reservoir. 

Public  Service. 

Hydrant  rental:  14  hydrants,  each $1 60 . 00 

4  public  buildings  no  charge 

2      "        fountains    " 

:.-••■  f 
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Commercial  Service. 

Flat  Ratp:s: 

i3arber  shop  (minimum) $2.50 

Each  additional  chair  1.00 

•    Bath  tub,  public 2.50 

"     private    1.50 

Each  additional  tub  1.25 

Hotel  bath  tubs,  first  tub 2.00 

Each  additional  tub  1.00 

Boarding  house,  each  room   (minimum)    25 

(No  license  less  than  $10.00.) 

Brick  work,  per  M  laid 10 

Plastering,  per  100  square  yards 25 

Cigar  factory,  per  hand,  (minimum)    50 

(No  license  less  than  $5.00.) 

Cows,  each  1 .  50 

Horses,  private,  first  horse 1 .50 

Including  hose-bib  for  buggy  washing 4 .00 

Each  additional  horse  and  buggy • 2.00 

Public  halls,  (special  rates). 

Oflflces  and  sleeping  rooms,   (minimum)    1.25 

Lawn  and  garden  sprinkling  (from  6  to  8  a.  m.  and  6 

to  8  p.  m. )  per  season   3 .  00 

Livery  stables,   6   horses  or  less,  including  washing  of 

buggies    12.00 

Each  additional  horse   1 .  50 

Photograph  galleries,  (minimum) 1 .50 

Printing  offices  "  3.00 

Residences,  7  rooms  or  less,  with  sink 3.00 

Each  additional  room   (minimum)    30 

Restaurants,   ($5.00  to  $10.00)*  minimum  5.00 

Stores,    (with  hose  bib)  "  6.00 

Saloons,     "         "        "  "  10.00 

l^rinals,  private,  self-closing  3.00 

Urinals,  public   5 . 00 

Water  closets,  private   3 .00 

Each  additional  closet  2.00 

Water  closets,  public   5 .  00 

Each  additional  closet  3.00 

Wash  bowls,  first    50 

Each  additional  bowl    25 

Steam  or  hot  water  heating,  per  100  square  feet  of  ra- 
diator  surface    10 

(No  license  less  than  400  feet.) 
Bills  due  and  payable  quarterly  in  advance  on  the  17th  days  of  Jan- 
uary, April,  July  and  October  each  year. 
A  charge  of  $1.00  made  for  turning  water  on  in  cases  where  It  has 
been  turned  off  for  violation  of  any  of  the  rules  and  regu- 
lations of  the  company,  or  for  nonpayment  of  bills  within 
If)  days  after  they  are  due. 
Fixtures  not  to  be  kept  running  when  not  in  actual  use.  and  hand- 
hose  not  to  be  used  without  a  nozzle  no  larger  than  '.(«  inch 
in  diameter.     A  charge  made  where  hose  bibs  are  on  prom- 
is<^s  whether  hose  is  used  or  not. 

PLATTEVILLE. 

(Population.  4,452.) 

Ml MCIPAL  PLANT. 

Pumping:  Steam  power;  standpipe. 

Public  Service. 

Hydrant  rental:  110  hydrants,  each. . .' |35.00  per  year 

Public  buildings  and  fountains  30  cts.  per  1000  gal. 
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Commercial  Service. 

Meter  Rates: 

Minimum  annual  charge,  $4.00. 

Per  M.  Gals. 

Less  than  1,000  gallons  per  day  30c 

.    1,000  and  less  than     2,000  gals,  day 25c 

2,000 *        4,000      "        "     20c 

4,000      "       "         "        7,000      '*        "     15c 

7,000      "       "         "      10,000      "        "     12c 

10,000      "       "         *'      14,000      "        "      10c 

Flat  Rates: 

Minimum  annual  charge    $4 .  50 

Per  annum 

.  Banks,  including  one  wash  basin   $4 .  00 

Bakeries    6.00 

Bakery  and  store 8 .  00 

Bakery  and  restaurant 12 .  00 

Bakery,  restaurant  and  store 15.00 

Barber  shop,  one  chair  3 .  00 

Each  additional  chair 1 .  00 

Bath  tubs,  private   1 .  00 

"      public    5.00 

Billiard  rooms,  each  table  2.25 

Blacksmith  shops,  one  fire   3 .  50 

Each  additional  fire  1.00 

Book  bindery   5.00 

"  "  in  addition  to  printing  office 2.00 

Building  purposes,  brick  work,  per  1000  kiln  count 05 

"  *'        stone  work,  per  cord 15 

"  "        plastering,  per  100  yds 10 

Butcher   shops    6 .  00 

"      with  engine    15.00 

Churches,  special 

Cigar  factories,  5  hands  or  less 5 .  00 

Each  additional  hand   25 

Cigar  factory,  with  store 6 .  00 

Cistern  filled,  100  bbls.  or  less,  exclusive  of  labor 1.00 

Each  additional  50  bbls.  or  less,  exclusive  of  labor 50 

Dental  office    5 .  00 

"  "      with  fountain  spittoon 7.50 

Drug  store    5 .  00 

Dwelling  houses,  4  rooms 4 .  50 

5,  6  and  7  rooms 5 .  00 

Each  additional  room  over  7 25 

t  If  occupied  by  more  than  1  family  extra 4 .00 

Fountains  "^m  inch  jet.  not  to  exceed  6  hours  per  day 4.50 

Lawn  sprinkling,  2,500  square  feet  or  less  in  addition 

to  house  rate 1 .  50 

Each  additional  2,500  square  ft.  or  less 50 

I^wn  sprinkling,  automatic,  extra  to  lawn  rates   4.00 

Motors,  \<^  inch  jet,  for  10  hours'  run  per  day  or  less. . . .  10  00 
Motors,  Vi  inch  jet,  for  10  hours'  run  per  day  or  less. ...  40  00 

Halls    4 .  50 

Hotels,  per  room   75 

Ice  cream  saloons,  3  tables  or  less 6.00 

"      each  additional  table 50 

Livery  barns,  special  or  meter  rates. 

laundry,  special. 

Office  and  sleeping  rooms,  occupied  by  not  more  than 

2  persons,  each  room  2 .  00 

Kach  additional  8  persons 50 
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Per  year 

Photograph  galleries   , $8.00 

Printing  offices    5.00 

Restaurant    10.00 

Stores,  24  ft.  front  or  less  5.00 

Saloons    10.00 

Fan  motors,  per  week 25 

Gasoline  motors,  special  rate. 

Schools,  public 10 .  00 

Schools  normal,  special. 

Steam  boilers,  for  nominal  b.  p.,  10  hours  run 2.00 

Steam  boilers,  for  house  heating  purposes,  per  10  sq.  ft. 

surface    05 

Street  sprinkling,  special. 

Urinals,  with  self  closing  faucet   1.50 

Water  closets,  private  2 .  00 

•*      public    5.00 

Private  stable,  including  washing  carriage,  1  horse 1.00 

Each  additional  horse 75 

1   cow   75 

Each  additional  cow   50 

Bills  due  and  payable  semi-annually  in  advance  on  first  days  of 
January  and  July  each  year.     Street  and  lawns  sprinkling 
rates  payable  annually  in  advance  on  first  day  of  April. 
A  charge  of  $10.00  made  for  each  tap,  including  corporation  cock, 
service  cock  and  box  and  putting  in  service  pipe  to  the  Inner 
curb  line. 
Meters  to  be  Installed  at  the  consumer's  expense  at  option  of  com- 
pany or  consumer. 
A  charge  of  $3.00  made  for  turning  on  water  in  cases  where  it  has 
been  turned  off  for  failure  of  consumer  to  make  needed  re- 
pairs within  twenty-four  hours  after  notice. 
A  charge  of  $1.00  made  for  turning  on  water  in  cases  where  it  hafl 
been  turned  off  for  violation  of  the  rules  and  regulations  of 
the  water  department. 
Hose,  no  larger  than  %  inch  with  a  nozzle  no  larger  than  ^  inch 
may  be  used  by  hand  only  all  hours  of  the  day  not  later  than 
7:30  p.  m.    Yard  fountains  permitted  for  6  hours  per  day 
from  April  1  to  Nov.  1  each  year.    Additional  use  of  hose 
and  fountain  may  be  had  upon  special  permission  and  pay- 
ment of  additional  charges. 
Fixtures  must  not  be  kept  running  when  not  in  actual  use  except 
by  special  permission  and  payment  of  additional  charges. 

PLYMOUTH. 

(Population,  3,094.) 

MUNICIPAL  PLANT. 

Pumping:   Steam  power;  standpipe. 

Public  Service. 

Hydrant  rental:   54  hydrants  at  first  year  and  3  hydrants  added 
during  the  year  $3,440.00. 

Commercial  Service. 

Meter  Rates: 

100  to   300  gallons  daily  30  cts.  per  1000  gallons. 

300  to  1,000  •'  "  25  "   " 

1.000  to  6,000  "  "  20 

6.000  to  14,000  "  "  15 

14.000  to  20,000  "  "  13 

20.000  to  30,000  "  "  12 

More  than  30,000  "  "  10 
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Bills  due  and  payable  quarterly  between  the  fifth  and  tenth  days 
of  October,  January,  April  and  July  of  each  year.  10%  will 
be  added  to  bills  if  not  paid  when  due,  and  water  will  be 
turned  off  where  bills  are  not  paid  by  the  10th  of  the  month 
following  the  ones  in  which  they  are  due.  A  charge  not  less 
than  $1.00  made  for  turning  off  and  on  water  for  nonpay- 
ment of  bills. 

PORTAGE. 

(Population,  5,440.) 

MUNICIPAL  PLANT. 

Pumping:    Steam  power;  standpipe. 

Public  Service. 

Hydrant  rental:  No  charge. 

Commercial  Service. 

Meter  Rates: 

Minimum  annual  charge  $5.00. 

Less  than  300  gal.  per  day,  per  100  gals $  .05 

300-400  gals,  per  day,  per  100  gals 04 

400-1000  gals,  per  day  per  100  gals 03% 

1.000-5.000  gals,  per  day,  per  100  gals-. 02% 

5,000  gals,  and  upward,  per  day  per  100  gals 02 

Flat  Rates: 

Minimum  annual  charge   $5 .00 

Banks  and  offices  one  self-closing  faucet 5 .00 

Bakeries    $8.00  to  10.00 

Barber  shops,  two  chairs  or  less '. 5.00 

Barber  shops,  each  additional  chair 1 .  00 

Bath  houses,  public,  per  tub : 10 .  00 

Bathing  tubs  in  barber  shops,  first  tub 4.00 

Each  additional  tub  2 .  00 

Bottling  ale  and  beer $10.00  to  20.00 

Breweries,  distilleries,  rectifiers  and  malt  houses  $30.00  to  50.00 
Building  purposes  for  1,000  brick,  wetting  and  making 

mortar    07 

Building  purposes  per  100  sq.  yards  of  plastering 15 

Building  purposes,*  stone  per  cord   15 

Butcher  shops  $5.00  to  10.00 

Candy  manufactories $5.00  to  10. 00 

Church  buildings — ^free,   less   the   cost  of  service  pipe, 
cocks,  etc. 

Cisterns  filled  (exclusive  of  labor)    2 .  00 

Commercial  colleges  $5.00  to  10 .  00 

Dental  offices 5.00 

Drug  stores   $5.00  to  10.00 

Dwelling  houses  2  faucets  or  less,  each  family,  not  to  in- 
clude bath  or  closet  5 .  00 

Each  additional  faucet 1 .  00 

Fountains  flowing  not  exceeding  8  hours  per  day,  during 
the  season,  from  the  first  day  of  April  to  the  first 

day  of  November  $10.00  to  15.00 

Gas  works    $20.00  to  30.00 

Hotels  $20.00  to  50.00 

Laundries   $30.00  to  50.00 

Livery,   sale  and   feed   stables,   including  washing  car- 
riages    $10.00  to  40.00 

Manufacturing  establishments,  special  rates. 

Photograph  galleri^ $5.00  to  10 .  00 

Private  bath  tubs  2.00 
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Private  bath  tubs,  each  additional  tub $1 .  00 

Public  halls $5.00  to  20.00 

Puddling^itches,  etc. — special  rates. 

Restaurants   $5.00  to  15.00 

Railroad  depots — special  rates. 

Stores,  one  self-closing  faucet 6 .  00 

Each  additional  faucet  2.00 

Saloons    $5.00  to  15.00 

Steam  engines — special  rates. 

Urinals,  public,  with  constant  flow 5.00 

Warehouses — special  rates. 

Water  closets,  private,  per  bowl 2 .  00 

Water  closet,  public,  per  bowl  5 .  00 

Water  carts,  per  100  gallons 05 

Water  power  for  sewing  machines,  private  family 3.00 

Water  power  for  other  purposes,  special  rates. 

Yard  hydrants   5.00 

All  persons  not  satisfied  with  the  schedule  of  rates  above  can 
have  the  privilege  of  putting  in  a  water  meter  at  their 
own  expense.  ' 

Meters  may  be  installed  by  consumers  at  their  own  expense. 
Meter  rates  to  be  paid  monthly.    All  other  bills  due  and  payable 
semi-annually  in  advance  th^  first  days  of  January  and  July 
each  year.    10%  will  be  added  to  bills  not  paid  by  the  sixth 
of  said  months.    Water  will  be  shut  off  in  case  bills  are 
not  paid  by  the  tenth  of  said  months. 
A  charge  of  $2.00  made  for  each  original  permit  or  tap,  and  for 
failure  to  ma^e  repairs  within  twenty-four  hours  after  no- 
tice from  company  that  such  repairs  are  needed. 
Fixtures  not  to  be  permitted  to  be  kept  running  when  not  in  actual 
use,  except  by  special  permit  and  payment  of  additional  rates. 
Use  of  hand  hose,  no  larger  than  1  inch  in  diameter,  with  a  nozzle, 
no  larger  than -3-16  inch  in  diameter,  permitted  between  the 
hours  of  5  and  8  a.  m.,  and  4  and  8  p.  m.    Additional  use 
had  by  special  permit  and  payment  of  additional  rates. 
Yard  fountains  permitted  for  6  hours  per  day  between  April  1  and 
November  1  each  year.    Additional  use  had  by  special  per- 
mit and  payment  of  additional  rates. 
Large  consumers  may  install  private  fire  plugs  at  their  own  ex- 
pense to  be  used  in  case  of  fire  only.    Water  for  such  pur- 
pose to  be  free  of  charge. 
Water  supply  will  be  cut  off  for  violation  of  any  of  the  rules  and 
regulations  of  water  works  company  and  will  not  be  turned 
on  again  until  cause  of  complaint  be  removed  and  payment 
of  expenses  of  turning  off  and  on  the  water  be  made. 

PORT  WASfflNGTON. 

(Population,  3,792.) 

MUNICIPAL  PLANT. 

Pumping:   Steam  power,  standpipe. 

Public  Service. 

Hydrant  rental:  57  hydrants,  each $45.00  per  year 

Commercial  Service. 

Meter  Rates: 

Minimum  monthly  charge  50  cts. 

Less  than  500  gallons  per  day,  12  cts.  100  cu.  ft. 

From  500  to  1000  gallons  per  day  11  cts.  100  cu.  ft. 

From  1000  to  2000  gallons  per  day,  10  cts.  per  100  cu.  ft. 
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Prom  2000  to  5000  gallons  per  day,  9  cts.  per  100  cu.  ft. 

From  5000  to  10,000  gallons  per  day,  8  cts.  per  100  cu.  ft. 

From  10,000  to  20,000  gallons  per  day,  7  cts.  per  100  cu.  ft. 

From  20,000  to  30,000  gallons  per  day,  6%  cts.  per  100  cu.  ft. 

From  30,000  to  40,000  gallons  per  day,  6  cts.  per  100  cu.  ft. 

From  40,000  to  50,000  gallons  per  day,  5%  cts.  per  100  cu.  ft. 

From  50,000  to  80,000  gallons  per  day,  5  cts.  per  100  cu.  It. 

Exceeding  80,000  gallons  per  day,  4%  cts.  per  100  cu.  ft. 
Every  person  who  has  been,  and  is  not  now,  a  consumer  of  city 
water,  and  every  consumer  of  city  water  who  shall  cease  to 
be  such  consumer,  shall  on  again  becoming  a  consumer  of 
city  water,  pay  the  sum  of  two  dollars  for  the  privilege  of 
again  becoming  such  consumer. 

City  water  furnished  through  meters  only. 

» 

PRAIRIE  DU  CHIEN. 

(Population,  3,149.) 

MUNIdPAIi  PLANT. 

Pumping:  Steam  power;  pressure  reservoir. 

Public  Service. 

Hydrant  rental:  46  hydrants,  no  charge. 

Commercial  Service. 

Meter  Rates: 

Minimum  quarterly  rates  for  dwellings $1 .  60 

"  ••  "      for   business   houses,  without 

closet  3.00 

Minimum  quarterly  rates  for  business  houses  with  closet    6.00 
Charge  for  water,  for  consumers  using: 

20,000  gal.  quarterly  or  under 30  cts.  per  M  gal. 

20,000  to    50,000  gal.  quarterly 25 

50,000  to    75,000  "  20 

75,000  to  100,000  "  15 

Over  100,000  gals 10  " 

Bills  due  and  payable  quarterly  between  the  first  and  tenth  of 
March,  June,  September  and  December  of  each  year.  Dis- 
count of  10%  allowed  on  bills  paid  within  10  days  after  no- 
tice. 10%  will  be  added  to  bills  if  not  paid  within  10  days 
after  notice.  Water  will  be  turned  off  in  case  bills  are  not 
paid  by  the  30th  of  the  month.  $1.00  will  be  charged  for 
turning  water  off,  and  $1.00  for  turning  it  on. 
Meters  to  be  purchased  by  the  city  and  sold  to  consumers  including 

freight  charges. 
A  charge  of  |1.00  made  for  connecting  the  main  with  the  service 

pipe. 
A  charge  of  $1.00  made  for  turning  off  water  for  failure  of  con- 
sumer to  repair  a  meter  within  10  days  of  notice  of  needed 
repair,  for  nonpayment  of  bill  by  first  of  month  following 
the  one  in  which  bill  became  due,  or  for  waste  of  water  or 
violation  of  the  rules  and  regulations  of  the  city  water  de- 
partment. 

PRAIRIE  DU  CHIEN. 

(Population,  3,149.) 
PRAIRIE  DU  CHIEN  ARTESIAN  WELL  CO. 

Pumping. 

Public  Service. 
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Commercial  Service. 

Plat  Rates: 

Breweries I  5.00  per  year 

Dwellings    5.00 

Groceries 10.00 

Livery  stables    15.00 

Saloons    5. 00 

Sanitarium 50.00 

Drinking  fountains  in  stores  and  public  foun- 
tain on  the  street $5.00  and  10.00 
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RACINE. 

(Population,  38,002.) 

RACINE  WATER  CO. 

Pumping:     Steam  power;  standpipe. 

Pablic  Service. 

Hydrant  rental:  600  hydrants,  each $25.00  per  year 

Sprinkling  streets,  3  cts.  per  lineal  foot  of  street  sprinkled  from 

April  1  to  Nov.  30  inclusive. 
Water   furnished   free  for  all  necessary  purposes  to  the  public 
schools  and  city  buildings,  one  drinking  fountain  In  each 
ward,  for  construction  of  city  work,  and  for  all  personal 
uses  of  all  religious  and  educational  institutions. 

Commercial  Service. 

Meteb  Rates: 
Meter  rental: 

Grefatest  Proper    . 
Quantity  per  Minute  Per  Quarter 

cubic  feet  or    15  gals $     .60 

30     "       1.15 

60     "        1.25 

90     "       2.00 

150     "       2.50 

270     ••       4.00 

540      "       7.00 

900      "       17.00 

Minimum  Bills. 
No  minimum  charge  for  %  inch  meters  and  smaller. 
%  inch  meter |2 .  25  per  quarter 

1  •• 4.00 

1%        "  9.00 

2  "  16.00 

3  "  36.00 

4.  "  64.00 

6         ,   "  144.00 

Metered  Rates  in  Gallons. 
Per  Day  Per  1,000  Gallons 

Less  than  1,000  gallons 28%  eta. 

1,000  and  less  than     2,000  gallons    25       " 

20       *• 


Size 

Vi   inch 

o 

%      " 

4 

1 

8 

1%   " 

12 

2 

20 

3 

36 

4 

72 

6 

120 

2,000 

'•   4,000 

4,000 

"   7,000 

7.000 

"  10.000 

10,000 

'  14,000 

14,000 

"  18,000 

18,000 

•  23,000 

23.000 

"  30,000 

15 

12 

10 

9 

8 

7 


30,000  gallons  and  over 6 
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The  average  use  per  day  will  in  all  cases  be  computed  on  a 

basis  of  ninety  days  per  quarter. 
Flat  Rates: 

(AU   fixtures  on   this   plant  must  be  self-closing  and    close 

against  the  pressure  and  be  of  a  pattern  approved  by  the 

Water  Company.) 

One  faucet,  for  domestic  use,  each  family |  4.80  per  year 

Each  additional  faucet 1.80 

Bath  tub  for  domestic  usse,  each  tub  and  family    3.60        " 

Water  closet,  each,  used  by  one  family 4.00        " 

Each    additional   water    closet    used   by   same 

family    2.00 

When   used   by   more   than   one    family,   each 

family    3.00 

Water  closets?  in   stores,   shops  or   blocks,   25 

cents  for  each  person,  but  no  such  water 

closet  less  than 5 .  00        '* 

Urinals,  domestic   2.40        " 

Urinals,  public   5.00 

Urinals  with  constant  flow 50.00        " 

Hose  for  lawn  use  and  window  washing,  not 

to  exceed  three  hours  per  day,  and  with 

nozzle    not    to    efxceed    one-fourth    inch 

orifice    4.80 

Hose  for  washing  carriages  or  wagons,   each 

carriage  or  \\  agon 1.00        " 

Horses,  cows,  mules,  etc.,  each  animal 1.20        " 

Banks,  single  faucet 5.00        " 

Stores,  dry  goods,  groceries,  etc.,  single  faucet    5.00        '* 

Stores,  liquor  or  drug,  single  faucet 8.00        " 

Saloons,  without  beer  pump 10.00        " 

Saloons,  with  beer  pump 16 .  00        " 

Barbet  shops,  first  chair 3.00        " 

Barber  shops,  each  additional  chair 1.00        " 

Printing  offices,  $5.00,  and  25  cents  additional 

for  each   employe 

Meat  market  without  sprinklers 6 .  00        " 

Meat  market  with  sprinklers 12.00        " 

Photograph  galleries $10.00  to  20.00 

Bakeries,  single  faucet 5 .  00 

And  for  each  barrel  of  flour  of  average  daily 

use    2.00 

Billiard   tables,  public,    each 1.00        " 

Soda  fountains,  each 2 .  00        " 

Boilers  for  steam  heat  in  private  houses 3.00        " 

Boilers  for  steam  heat  in  stores,  each  store...     5.00        " 
Boilers  to  heat  blocks,  according  to  cubic  space 

heated. 
Building  Purposes.    Water  for  building  purposes  will  in  all 

cases  be  charged   to  the?  owner   of  the  property.    The 

rates  will  be  adjusted  at  the  water  office,  but  no  charge 

less  than  $1.00. 
Manufactories.    Water  u?rd  for  manufacturing  purposes  furn- 
ished at  meter  rateis. 
Rates  for  uses  not  enumerated  in  the  above  schedule  will  be 

flxed  upon  applies ti*>n  at  the  water  office. 
By  contract  following  rates  established  with: 
Horlick  Food  Co.,  when  daily  consumption  is  50,000  gallons 

or  over  5  cts.  per  1000  gallons. 
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St.  Catherine's  Academy — flat  rate  of  $1.25  per  year. 

Racine  college. 

Two  fire  hydrants $25.00  each  per.  year 

Metered  service  at  857c  of  the  schedule  In  force. 

Danish  Hospital  Assn 75%    of  schedule  rate 

Racine  Hospital  Assn *' 

Old  Ladies'  Home •• 

St.  I^uke's  Hospital  Assn '* 

St.  Mary's  Hospital    75% 

Regular  water  rates  due  and  payable  semi-annually  in  advance 
January  1st  and  July  1st.  Meter  bills  are  due  and  payable 
quarterly  on  the  1st  day  of  January,  April,  July  and  October. 
Water  will  be  shut  off  in  case  bills  are  not  paid  within  30 
days  after  becoming  due. 

Hose  not  larger  than  %  inch  with  nozzle  not  larger  than  ^4  Inch 
in  diameter  permitte^d  between  the  hours  of  5:30  and  7 
a.  m.  and  6:  HO  and  8  p.  m.  for  sprinkling  lawn,  and  at  all 
hours  for  washing  fronts  and  pavements  and  sprinkling  the 
streets.  Sprinkling  rates  will  be  charged  where  there  are 
hose  bibs  on  the  premises. 

Automatic  sprinkler  heads  with  a  connection  of  4  inches  or  less, 
5  ots.  per  head  per  annum,  subject  to  annual  minimum  of 
$50. 

Meteis  to  be  rented  to  consumers  by  w^ater  company,  who  keeps 
them  in  repair.  Cost  of  setting  meters  to  be  paid  by  con- 
sumer. 

A  charge  of  $1.00  made  for  shutting  off  and  turning  on  water  Id 
cases  of  violation  of  rules  and  regulations  of  company. 

BEEDSBURO. 

(Population,  2,615.) 
MUNICIPAL  PLANT. 

Pumping:   Electric  power;   standpipe. 

Public  Service. 

Hydrant  rental:  49  hydrants,  each $40.00  per  year 

2  schools   meter  rate 

5  drinking  fountains,  each 15.00  per  year 

City  park 40.00     '*       " 

Commercial  Service. 

Metek  Rates: 

Minimum  annual  charge  ^ $6 .  00 

First       50,000  gal.  during   year    25  cts.  per  M.  gal. 

Over       50,000     "     and    under   100,000   gal...  15     "       "      " 
"       100,000     "       **  *•      6,000,000      "     .   8     "       "      " 

"     6,000,000  per  year    7    "      "     " 

Annual  charge  of  10%^  of  cost  of  meters  installed  made  for  each 
cousumor  having  meter. 

BHINELANDEB. 

(Population,  5,637.) 

HUTMCIPAL  PLANT. 

Pumping:   Electric  power;   standpipe. 

Public  Service. 


1  Entitles  consumer  to  use  20,000  gals. 
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Commercial  Service. 

Meteb  Rates: 

Minimum  annual  rate: 

Where  consumer  owns  the  meter $5 .  00 

Where  city  owns  the  meter 7.50 

Charge  for  water  where  amount  used  per  month  is: 

6,000  gal.  or  under $0.20    per  M   gal. 

Above      o-.OOO  and  up  to        €.000    gallons...    .lil      "     " 
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.18 

.17 

.16 

.15 

.14 

.13 

.12 

.11 

.10 

.09 

.08 

.07 

.06 

.06 

.045 

l\A 

7,000 

8,000 

9.000 

10,000 

11,000 

12,000 

13,000 

14,000 

15,000 

16,000 

17,000 

18,000 

19,000 

200,000 

300,000 

300,000    04 

50  per  cent  additional  will  be  charged  where  city  owns  the 

meter. 
Rates  for  sprinkling  lawns,  streets  and  sidewalks  shall  be  7 
cts.  per  1,000  gallons  on  all  water  used  above  the  average 
quantity  consumed  by  such  premises  between  October 
1st  and  May  1st. 
Flat  Rates: 

Minimum   annual    charge    |5.00 

Per  year 

Banks 15.00 

Bakeries    8.00 

Barber  shops,  one  chair  6.00 

Barber  shops,  each  additional  chair  3.00 

Bath  rooms  public,  one  tub  12.00 

Bath  rooms  public,  each  additional  tub 6 .  00 

Bath  tub  private    4. 00 

Billiard  rooms    5 .  00 

Blacksmith  shops    5 .  00 

Business  block  for  each  room  above  ground  floor  not 

otherwise  provided  for   2 .  00 

Cigar  manufacturer 5 .  00 

Meat  markets   12.00 

Drug,  drygoods   and  grocery  stores,  tailor  shops,  shoe 
and  harness  shops,  furniture  stores  and  other  like 

uses,  but  not  including  sprinkling  5.00 

Dental  offices    5 .  00 

Dwelling  houses,  five  room  or  less 5.00 

Dwelling  houses,  each  additional  room  to  8 1.00 

Dwelling  houses,  each  additional  room  over  8 50 

Fountains,  one  sixteenth  inch  orifice  8.00 

Fountains,  one  eighth  inch  orifice  15.00 

Fountains,  one  quarter  inch  orifice  25.00 

Faucet,  self  closing:   for  drinking  purposes  in  manufac- 
turing establishments    5 .  00 

Hotels  and  boarding  houses,  less  than  7  rooms 6.00 

Hotels  and  boarding  houses,  each  additional  room  to  10       .75 
Hotels  and  boarding  houses,  each  additional  room  over  10       .50 

10 
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Per  year 

Ice  cream  saloons,  additional |5 .00 

Laundries   20.00 

Livery  and  other  public  stables  watering  stock  and  wash- 
ing buggies   30.00 

Livery  and  other  stables  washing  buggies  only 15 .  00 

Printing  oflace,  motor  extra  5 .00 

Private  stable,  including  carriage  and  one  horse 4.00 

Private  stables,  each  additional  horse 1 .  00 

Each  cow  1.00 

Photograph  galleries 10.00 

Steam  engine,  per  nominal  horsepower  for  average  ten 

hours   run 1.00 

Proportionally  more  for  extra  time  with  same. 

Steam  boiler  for  house  warming,  each  equare  foot  of 

grate  surface   25 

Street  sprinkling  and  washing  sidewalks,  per  frontage 

of  20  ft.  or  less 3.00 

Sprinkling  lawn,  per  lot  of  60  feet  front 5.00 

Saloons    15.00 

Soda   fountains 10.00 

Jet  or  soda  fountain,  extra 8.00 

Urinals  1-16  inch  opening   7.00 

Water  closet  in  private  house  or  office 4.00 

Water  closet  in  private  house,  each  additional  bowl 1.00 

Water  closets  in  hotels  and  boarding  houses,   for  the 

first 8.00 

Water  closets  in  hotels,  for  each  additional 2.00 

Water  closets  in  blocks,  manufacturing  establishments, 

saloons,  etc.,  general  use 8.00 

Each    additional    2.00 

Wash  stand  or  bowl  in  private  house  2.00 

Each  additional   bowl    1.00 

Wash  bowl  in  store,  office  or  other  business  establish- 
ment not  specified  herein 2 .  50 

Watting  down  trenches,  per  cubic  foot  of  ditch *^  ct. 

Yard  fountains  or  jets  shall  not  be  used,  longer  than  6  hours  a 
day  during  6   months  of  the  year,  unless  metered.     Lawn 
sprinkling  not  allowed  between  9  a.  m.  and  5  p.  m.  nor  be- 
tween 10  p.  m.  and  5  a.  m. 
Fixtures  not  to  be  kept  running  when  not  in  actual  use  except 

where  meters  are  in  use. 
Meters  to  be  installed  at  option  of  city  or  consumer. 
A  charge  of  50  cts.  made  for  turning  water  on  or  off,  except  for 
new  service. 

RICE  LAKE. 

(Population,  3,968.) 
MUNICIPAL  PLANT. 

Pumping:     Steam  power,  direct  pressure. 

Public  Service. 

Hydrant  rental:  $5.00  each  per  month. 
Street  sprinkling:  $4.00  per  week. 

Commercial  Service. 

Metkh  Rates: 

200                 gals,  per  day,  per  1,000  gals 30  ctfl. 

200  to       800  "  "                   25  " 

800  to   1.250  "  '          "                   20  " 

1,250  to    2.500  "  "                     15  " 

2,500  to    3,750  "  "                   13  " 
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3,750  to    6,000  gals,  per  day  per  1,000  gals 12  cts. 

6,000  to  10,000  "  "  10   " 

10,000  to  12,000  "  "  8    " 

12,000  and  over  "  "  5   " 

Meters  are  read  on  the  first  day  of  January,  April,  July  and  October. 
Meters  installed  and  maintained  at  the  expense  of  the  utility. 
For  tapping  mains,  $1.50  is  charged. 

RICHLAND  CENTER. 

(Population,  2,652.) 

MUNICIPAL  PLANT. 

Pumping:   Steam  power,  pressure  reservoir. 

Public  Service. 

Street  sprinkling,  each  cart  per  week $1.50  to  |3.0D 

Commercial  Service. 

M£TEB  Rates: 

Minimum  charge  for  6  mo $2 .  00 

First      22,500  gals,  used  in  6  mo.,  per  M 20  cts. 

All  over  22,500  "  15   " 

Flat  Rates: 

Minimum  annual  charge,  $5.00.  Per  annum 

Banks  $5.00  to  |10.00 

Bakeries 5.00  to  10.00 

Barber  shops,  one  chair  3 .  00 

Barber  shops,  each  additional  chair  2 .  00 

Bath  tubs  in  barber  shops,  each  5 .  00 

Blacksmith  shops,  one  fire  3 .  50 

Blacksmith  shops,  each  additional  fire    3 .  00 

Boarding  and  lodging  houses,  per  room  1 .  00 

Building  purposes,  for  1,000  bricks  wetting  and  making 

mortar    10 

Building  purposes,  per  100  square  yards  of  plastering..       .15 

Building  purposes,  stone  per  cord 10 

Butcher  shops 8.00  to  10.00 

Bowling  alleys   5 .  00 

Churches  and  public  schools,  free,  less  cost  of  piping,  etc. 

Cigar  manufactories,  per  hand   1 .  50 

Cisterns  filled  (exclusive  of  labor),  50  bbls 2.00 

Additional  50  bbls.  or  less  1 .  00 

Club  rooms 3.00  to    5.00 

Confectionery  5.00  to  10.00 

Dental  office 5.00 

Drug  store   5.00  to  10.00 

Dwelling  houses,  ten  rooms  or  less  for  each  family 5.00 

Each  additional  room 50 

Dyeing  and  scouring,  including  laundries 15.00  to  25.00 

Eating  houses   5.00  to  10.00 

Fountains,  %  inch  jet,  for  season   15 .  00 

Fountains,  1-16  inch  jet,  for  season 5 .  00 

Fountains,  nozzle  or  revolving  sprays 2.50 

Fountains,  butterfly  valves   5 .  00 

Hose  for  washing  and  sprinkling  sidewalks,  gutters,  the 
outside  of  buildings,  per  lineal  foot  front,  business 

houses,   for  season    10 

Same  as  above,  private  houses 05 

Hose  for  sprinkling  lawns  of  2,000  sq.  ft 2.00 

Hose  when  used  as  a  fountain,  fountain  rates. 

Hotels,  per  room  oO 
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• 

Ice  cream  saloons,  three  tables  or  less |6.u ' 

Each  additional  table dO 

Liaundries,  meter  rates. 

Livery,  sale  and  feed  stables,  per  single  stall ^u 

Manufacturing  establishments,  special  or  meter  rates. 
Offices  and  sleeping  rooms  occupied  by  not  more  than  two 

persons    3  .Ou 

Elach  additional  person 1  .i»j 

Photograph  galleries    5.00    to  10. uv 

Private  stables,  one  horse  and  one  cow,  or  two  horses, 

washing  carriages  3 .Oj 

Each  additional  horse 5o 

Private  bath  tubs 3J.n' 

Printing  offices  (engines  extra)    5.00  to  10.i»y 

Public  bath  tubs,  each  tub 5  .w 

Public  halls   5.00  to  20.00 

Restaurants,  for  three  tables  or  less 6.0u 

Restaurants,  for  each  additional  table 50 

Railroad  depots,  special  or  meter  rates. 

Stores,  25  ft.  or  less   5.00 

Each  additional  foot 25 

Saloons  10.00  to  15.00 

Schools,  private,  not  boarding,  25  scholars 5.00  to  10. 00 

Soda  fountains  5.00 

Steam  engines,  each  horse  power  2.00 

Steam  engines,  each  horse  power  per  24  hours 4.00 

Steam  boilers,  for  house  warming,  etc.,  for  each  square 

foot  fire  surface   30 

Urinals,  public,  constant  flow  6.00 

Urinals,  in  hotels,  boarding  houses  and  saloons  3.O0 

Urinals  in  blocks  and  manufacturing  establishments 2.50 

Urinals  in  stores,  banks  and  offices 1.50 

Urinals  in  private  houses 1 .50 

Warehouses,  special  or  meter  rates. 

Water  basins,  stationary,  first  basin,  in  private  houses 

free;  all  others,  each 1.00 

Water  closets,  private  per  bowl 2.50 

Water  closets,  public,  per  bowl 5.00 

Water  power  for  seamstresses,  tailors  and  dentists,  not 

to  exceed  1-16  inch  jet 8.00  to    10. 00 

Work  shops,  ten  persons 3.00 

Workshops,  each  additional  person 25 

Yard  hydrants,  dwelling  or  boarding  house  rates. 
Bills  due  and  payable  semi-annually  in  advance  on  the  1st  day  of 
October  and  April  each  year.  10%  will  be  added  to  bills 
not  paid  within  throe  daj's  after  due,  and  Water  will  be  shut 
off  where  bills  are  not  paid  within  six  days  after  tBey  are 
due. 
Meter  rates  payable  monthly.    10%  will  be  added  to  bills  10  daya 

over  due. 
A  charge  of  $12.00  made  for  each  original  permit  or  tap,  $10  of 

which  to  be  credited  to  the  applicant  on  water  rates. 
A  charge  of  |3.00  made  for  failure  to  make  repairs  of  private  serv- 
ice pipe  within  twenty  hours  after  notice  of  needed  repairs. 
Fixtures  not  to  be  kept  running  except  by  special  permit  and  pay- 
ment of  additional  rates. 
Hand  hose,  not  larger  than  %  inch  with  a  nozzle  not  larger  than 
1,4   inch  permitted  from  April  1  to  November  1,  for  lawn 
sprinkling  purposes  between  hours  of  6  and  8  a.  m.,  and  6 
and  9  p.  m.;  for  washing  windows,  etc.,  from  5  to  9  a.  nu 
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Street  sprinkling  prohibited.  Hose  must  be  held  in  hand 
while  in  use. 

Yard  fountains  permitted  for  6  hours  a  day  between  April  1  and 
November  1.  Additional  use  may  be  authorized  upon  pay- 
ment of  additional  rates. 

Private  hydrants  for  fire  purposes  only  permitted  to  large  con- 
sumers at  their  own  expense.  Water  furnished  free  of  charge 
for  such  purpose. 

Consumers  permitted  to  install  meters  at  their  own  expense  wlien 
desired. 

A  charge  is  made  to  cover  expense  of  shutting  off  and  turning  on 
water  when  such  is  occasioned  by  violation  of  any  of  the 
rules  and  regulations  of  the  water  works. 

RIPON. 

(Population,  3,739.) 

RIPON  LIGHT  AND  WATER  CO. 

Pumping:     Steam  power;  standpipe. 

Poblic  Service. 

Hydrant  rental: 

For  102  hydrants  $6,082.00  per  year 

Additional  hydrants,  each 59.00    " 

Sprinkling  streets.    Sprinkling  to  be  done  with  regular  sprinkling 
tank  wagon. 
Rates  for  season  April  1  to  November  1 : 

Unpaved  streets,  not  over  66  ft.  between  property  lines, 

2  cts.  per  running  ft. 
Paved  streets,  not  over  66  ft.  between  property  lines,  8  cts, 

per  running  ft. 
Streets  over  66  ft.  wide  in  proportion*. 

Commercial  Service. 

Metek  Rates: 

0  to  500  gallons  per  day 25  cts.  per  M  gallons. 

The  next  500  gallons  per  day 20    "      "    " 

The  next  4,000  gallons  per  day 15     "      ""    " 

All  over  5,000  gallons  per  day 10     "      "    " 

The  following  schedule   of   minimum  rates   apply   for  meter 

service: 
$7.00  per  annum  for    V*  and  %  inch  meters. 

8.00 •       %  inch  meters. 

9.00     ••        "         "     1      inch  meters. 
10.00     "        "         "     IV2  inch  meters. 
12.00    "        "         *•    2      inch  meters. 
Flat  Rates: 

Minimum  annual  rate  except  for  closet  permit $4.00 

Banks. 

1  faucet    $7 .  00  per  year 

1  faucet  hose   9 .  00    "      " 

Bakeries. 

Daily  average  of  each  barrel  of  flour  used 

per  barrel,  per  annum    3 .  00    "      " 

Minimum  rate   9.00    "      " 

Barber  shops. 

1st  chair    5.00    "      " 

Additional  chairs    2.00    "      " 

Baths. 

Private,  first  2.50    "      " 

additional    1.25    "      t 
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Hotels  and  boarding  houses,  1st $6.00  per  year 

•*    additional    2.00     " 

Public  8.00     "       •• 

Peer    pumps 8 .  00     " 

Blacksmith  and  other  shops. 

First  fire    5.00     "       " 

Boarding  houses. 

48  rooms    55.00     "       " 

20  rooms 22.00     " 

Except  as  above,  per  room 1.10     "       " 

Building  purposes. 

Stone,  per  cord  (100  cu.  ft.) 15 

Plastering  per  100  sq.  yds 30 

Cement  walks  per  100  sq.  ft.  4  inch  deep ...  .25 

Cows. 

First    1.00  " 

Cigar  factory. 

3  hands  or  loss 5.00    "       " 

Each  additional  hand 1.50    " 

Dentists. 

One  chair  and  lavatory 5.00  "       " 

Fountain   cuspidor   2 .  50  "       " 

Drinking  fountain. 

Each    4.50  " 

Drug  stores. 

I  sink  or  lavatory 10. OO  "       " 

Doctors  office 

1  sink  or  lavatory 5.00  "       " 

Gasoline  engines. 

Flow  circulation    5.00  " 

Lavatories. 

Residence:  1st  1.75  " 

"      additional   1.00  "      " 

Stores  and  offices 1 .  00  " 

Restaurants  and  saloons,  additional  1.75  "      " 

Public    4.00  " 

Meat  markets  9 .00  "      " 

Organ  motors   9 .00  "       " 

Printing  offices. 

6  hands  or  less   11.00  " 

Residences. 

Permit  or  hydrant 4 .  00  "       " 

5  rooms  or  less 4 .  50  "      ** 

6  rooms    5.50  "      " 

Each  room  over  6 50  "      " 

Restaurants. 

Sink  or  lavatory  11.00  "      " 

Stables. 

Private,  1st  horse    2.75  " 

Private,  additional   1.25  "      " 

Soda  fountains  7 .  50  "      " 

Saloons. 

Bar   use    9 .  50  "      " 

Bar  with  hose 11 .00  "      ** 

Sprinkling   lawns    '. 4 .  50  "      " 

Stores  (25  ft.  front  or  Iofs)  inc.  office  (2  pers.) 

Sink  or  lavatory  4.50  "      " 

Sink  and  hose   7.00  "     ** 

Each  additional  front  over  2.^  ft 2..^0  " 

Each  additional  person  over  2  fn  office 1.50  "^ 
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Water  closets. 

Private,  first $3 .  60  per  year 

"      additional    2.00    "      " 

Banks  and  stores 3.50    " 

Restaurants,  hotels  and  saloons 5.50    "      " 

Public,  self  closing 9.00 

Additional,  hotels   3.00 

Urinals. 

Restaurants,  hotels  and  salopns 4.50    "      " 

Public    7.50    "      " 

Constant  running   12 .  50    **      " 

Vegetable  sprinkler  1-64  inch  jet 2 .  50    "      " 

Water  lifts. 

Minimum  rate 4.50    "      " 

If  attached  fixtures  amount  to  more  than 
$4.50  rate  will  be  the  same  as  if  fixtures 
were  directly  on  city  water. 
By  Pass.    Where  fixtures  are  usually  supplied  with  water  by 
hand  pump,  but  piping  is  so  arranged  that  the^  can  be 
supplied   with   city  water  if   desired*   one-half '  rate   is 
charged. 
Permits.    Where  a  building  is  not  supplied  with  water,  permits 
will  be  issued  to  use  water  from  another  subscriber's 
fixtures,  with  his  consent,  as  follows: 

Water  for  house  use  $4.00  per  year 

Permission  to  use  closet,  not  exceeding  2 

persons   1 .75    "      " 

Bills  due  and  payable  in  advance  quarterly  on  the  first  of  January, 
April,  July  and  October.    Minimum   meter   rates  are  sub^ 
ject  to  tnls  rule. 
Company  will  furnish  and  install  meters  for  consumers  at  cost  of 
meter  and  expense  of  installation.    Company  reserves  right 
to  install  meters  where  deemed  expedient. 
A  charge  made  to  meet  expense  of  turning  off  and  on  water  caused 
by  vacation  of  property,  violation  of  any  of  the  rules  and 
regulations  of  the  company,  nonpayment  of  water  rents,  or 
failure  to  repair  meter  within  10  days  of  notice  of  needed 
repair. 
Hand  hose  not  to  be  used  without  a  nozzle,  and  fixtures  not  to  be 

kept  running  when  not  in  actual  use. 
Where  more  than  one  premises  or  consumer  receive  water  through 
one  meter,  each  premises  or  consumer  shall  pay  the  minimum 
rate  of  a  meter  of  proper  size  to  supply  said  premises  or 
consumer  if  separately  connected. 

RIVER  FALLS. 

(Population,  1,991.) 

MUNlClPAIi  PLANT. 

Pumping:     Steam  and  hydraulic  power;  pressure  reservoir. 

Poblic  Service. 

Hydrant  rental:  45  hydrants,  each $46.66%  per  year 

Commercial  Service. 

Mei'er  Rates: 

Where  monthly  consumption  is  10,000  gal- 
lons or  less %  .20  per  1000  gal. 

Over  10,000  gallons 15  per  1000  gal. 

Special   rates   given   to    consumers    using   20,000   gallons   per 
month  or  more. 
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Per  annum 

Bakeries    15.00 

Banks  5.00 

Barber  shops  6.00 

Baths,  in  private  house,  one  tub 2.00 

In  hotels,  boarding  houses  and  barber  shops,  one  tub    5. do 

Elach  additional  tub  3.00 

Blacksmith  shops 5.00 

Boarding  houses,  six  rooms  or  less 5. no 

Each  additional  room 5  J 

Building  purposes;  ordinary  dwelling  house  foundation.     1.00 

Plastering,  etc l.Oo 

Other  buildings:  brick  work  per  M Oo 

Mason  work  per  perch 02 

Plastering,  per  100  yards 10 

Churches:  kitchen  service  and  tanks 5.00 

Water  closets,  each 2.00 

Motors  for  organs,  etc Special 

Dentists'  offices    5.00 

Dwellings:   10  rooms  or  less 5.00 

Each  additional  room 2(» 

Water  in  yard  only 5.00 

Water  in  house  and  on  lawn  whore  a  faucet  is  used 

on  both  house  and  yard  service;  any  house 8.00 

Water  in  house,  stable  and  lawn  where  there  are  no 
more  than  three  animals  In  the  stable;  any  house  10.00 

One  bath  tub  In  house;  additional 2.00 

One  water  closet  in  house;  additional 2.00 

Each  additional  closet  in   houses  having  only  one 

family    1 .00 

Two  families  in  one  house;  additional l.oo 

Private  garage;  same  as  stable 1.00 

Stable  and  garage  rates  give  privilege  of  washing  ve- 
hicles. 
Fountains:   on  lawns  where  used  continuously  with  l-^- 

inch  orifice;  rate  for  four  months 10.00 

Hotels :  ten  rooms  or  less S .  00 

Laundries  (not  using  power) 10.00 

Markets   5.00 

Offices   3.00 

Printing  offices 5.00 

Photograph  galleries  8.00 

Restaurants    5 .  00 

Restaurants  and  bakeries  combined 10.00 

Stables  and  garages,  private;    water  in  building,  three 

animals  allowed   2 .  00 

Water  not  in  building:  used  from  lawn  service !■'•') 

Livery  and  sale  stable:  ten  stalls  or  less 10.0 1 

Each  additional  stall 2.1 

Garages,  public:  three  autos  or  less 5.00 

More  than  three 10. oo 

Saloons  with  residences  connected 10.0) 

Without  residence  or  other  use «S.OO 

Soda  fountains   3.00 

Stores  for  the  sale  of  merchandise  and  not  otherwise 

specified   5.00 

Drug  stores  .♦ 5 .  00 

Drug  stores  with  soda  fountain 8.00 
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Water  closets;  private  house,  one  closet $2.00 

Each  additional  (one  family  only  in  house) 1.00 

If  used  by  another  family 2. CO 

Yard  sprinklers  May  1   to  October  1,  not  more  than  4 

hours  a  day;  1-16  inch  jet  only 3.00 

Superintendent  of  water  works,  free.     Part  of  his  compensa- 
tion. 
Hills  due  and  payable  semi-annually  on  the  first  day  of  January 

and  July  each  year. 
Hose  if  held  in  the  hand  permitted  between  the  hours  of  5  and  8 
a.  m.  and  4  to  10  p.  m.  between  May  1  and  October  1.  May 
be  used  with  lawn  sprinkler  or  spray  nozzle  for  one  hour 
each  day.  For  an  extra  rate  of  $3.00  lawn  sprinklers,  port- 
able fountains  or  hose  attached  to  reels,  etc.  may  be  used 
4  hours  per  day. 

ST.  CROIX  FALLS. 

(Population,  569.) 

MUNICIPAL  PLANT. 

Pumping:     Electric  power;  pressure  reservoir. 

Public  Service. 

Hydrant  rental:  12  hydrants No  charge 

Coinmercial  Service. 

Mktkr  Ratks: 

For  first  200  cu.  ft.  or  fraction  thereof,  per  month $  .50 

For  every  4  cu.  ft.  or  fraction  additional,  per  month 01 

Fr.AT  Rate: 

Special  contract  rate,  high  school $5.00  per  month 

Village  Installs  meters  and  charges  no  rental. 

Yard  fountains  and  private  hydrants  to  be  used  only  between  the 

first  days  of  May  and  November  each  year. 
Bills  due  and  payable  quarterly  on  the  first  day  of  each  3rd  month. 
Water  will  be  turned  off  in  casef  bills  are  not  paid  by  10th  of 
month  in  which  they  were  due. 
A  charge  of  $1.00  made  for  turning  on  and  off  water  for  nonpay- 
ment of  bills,  waste  of  Tsater  or  violation  of  rules  and  regu- 
lations governing  consumers. 

SHARON. 

(Population.  879.) 

MUNICIPAL  PLANT. 

Pumping:     Steam  power ;  standpipe. 

Public  Service. 

Fire  protection,  fountains  and  street  sprinkling,  $1,000  per  year; 
payable  in  two  equal  annual  installments. 

Commercial  Service. 

Mktp:u  Ratvs: 
i^ervice  charge  (r-ayable  semi-yearly  in  advance): 

%  inch  meter,  one  consuiner  on  meter $2.50 

■%  inch  meter,  one  consumer  on  motor 2.50 

1  inch  meter,  one  consumer  on  meter 3.00 

€ver  1  inch  meter,  one  consumer  on  meter 3.00 

For  each  additional  consumer  on  the  same  meter 50 

Each  dwelling,  fiat,  store,  tenant,  etc.,  is  regarded  as  one  con- 
sumer in  determining  the  service  charge. 
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Output  charge: 
35  ctfi.  net  or  36  cts.  gross  per  M  gallons  for  thef  first  15,000 
gallons  used  duiMug  a  half  year  through  any  one  meter. 
30  cts.  net  or  31  cts.  gross  for  the  next  15,000  gallons  per  half 

year  passing  through  the  same  meter. 
25  cts.  net  or  2G  cts.  gross  for  all  water  in  excess  of  30,000  gal- 
lons per  half  year  and  passing  through  the  same  meter. 
Plat  Rates: 

Minimum  semi-annual  charge,  $2.50. 

Dwelling  # I  5 .  00  per  year 

Closet  ; 2.50 

Mill 15.00 

Store    2.50 

1st  horse?   1.98 

2nd  horse  1.36 

1st  cow 1.98 

2nd  cow   1.36 

Lawn  or  gardens,  $5.00  season  of  six  months. 
Meters  installed  and  furnished  by  village  at  its  own  expense.    In 

case  consumer  owns  the  meter  it  is  refnted  by  utility. 
Bills  due  and  payable  semi-annually  in  advance  the  first  day  of 
June  and  December  each  year,  except  sprinkling  rateiB  which 
are  due  and  payable  annually  in  advance. 
In  case  of  meter  rents  all  consumers  to  be  billed  at  gross  rate  and 
difference  between  gross  and  net  shall  constitute  discount  for 
prompt  payment. 
A  charge  of  $10.00  made  for  each  tap,  including  corporation  cock, 
service  cock  and  box  and  putting  in  the  service  pipe  to  inner 
side  of  curb  line. 
A  charge  of  $1.00  made  for  turning  off  or  on  of  water  for  violation 

of  any  of  the  rules  or  regulations  of  utility. 
A  charge  of  $3.00  made  for  shutting  off  and  turning  on  water  for 
failure  to  repair  service  pipe  within  24  hours  of  notice  of 
needed  repair. 
Hose,  with  a  nozzle  no  larger  than  V4  inch,  permitted  to  be  used  by 

hand  only,  from  5  to  7  a.  m.  and  from  6  to  8  p.  m. 
Fixtures  not  to  be  kept  running  when  not  in  actual  use  without 

"  special  permit  and  payment  of  additional  rates. 
Private  fire  hydrants  permitted  to  large  consumers  at  their  own 
expense,  to  be  used  in  case  of  fire  only.     Water  for  such  aerv- 
ice  to  be  free  of  charge. 

SHAWANO. 

(Population,  2  923.) 

MUNICIPAL  PLANT. 

Pumping:     Steam  power. 

Public  Service. 

Hydrant  rental:  54  hydrants,  each $40.00  per  year 

Commercial  Service. 

MriER  Ratfs: 

Minimum  quarterly  charge,  $1.25. 

First  8,000  gallons  or  less  used  during  quarter $1.25 

Next  17,000  gallons  or  such  portion  thereof  as  may  be 

used,  12  cents  per  1000  gallons. 
Over  25,000  gallons,  S  cents  per  1000  gallons. 
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Flat  Rates: 

Dwelling  house  for  domestic  purposes : 

Eight  rooms  or  less $5.00  per  year 

Each  additional  room 50        " 

Bath  tub  extra,  each 3 .  00        " 

Water  closet   2.00 

Each  additional   1.00 

SprinklinjBf  lawn,   »/,   inch  nozzle,  season  from 

May  1st,  to  October  inth,  from  6  to  8  a. 

rn.  and  from  5  to  7  p.  m.,  lots  60  feet 

frontage  or  less 3 .  00        " 

Additional  frontage,  per  lineal  foot 03        " 

Barns  and  stables  with  two  animals,  including 

carriapre   washing    2 .  00        " 

Each  additional  over  two 50        " 

Every   hydrant,  each 3 .  00        " 

Flushing  6  inch  sewer,  each  100  feet  or  less 1.00        " 

Cement  sidewalks,  cellar,  etc.,  per  sq.  yd % 

Settling  first  100  feet  or  less  of  any  trench 1.00 

Each  additional  100  ft.  or  fraction  thereof 25 

Special  rates  to  street  sprinkler  with  cart,  stone  and  brick 

masonry  and  plastering  unless  measured  by  meter. 
A  charge  of  $2.00  made  for  tapping  water  main. 

SHEBOYGAN. 

(Population,  26.398.) 

MUNICIPAL  PLANT. 

Pumping:     Steam  power;  direct  pressure. 

Public  Service. 

Hydrant  rental: 

224  hydrants,  contract $6,660.00  per  year 

216  hydrants,  each 30.00 

Sprinkling  carts,  filling  each  cart  per  day 50 

Sprinkling  carts,  filling  each  cart  i)cr  '/j  day 2', 

Commercial  Service. 

Metkr  Ratkh: 

First  5.000  gals,  nt  4()c  p<*r  1.00()  Rals.  $2.00 

Next  5,000        ••       .30c       "        "  1.50   Total  for        10,000  gala,  fa.no 

10,000       ••      25c      '*       "         2.r*y  ••  20,000    ••      6.00 

20,000  "  20c  ••  *•  4.tK)  ••  40.000  **  10.00 

"              60,000  ••  V)C  "  ••  9.00  "  100,000  "  19.00 

"            100.000  •*  10c  *•  "  10.00  ••  200. 0(K)  "  29.00 

"            100,000  **  8c  "  "  8.00  "  300. (XW  "  37.00 

200.000  ••  7c  '•  ••  14.00  '•  500,000  "  51.00 

500.000  ••  (Jc  "  "  30.00  •*  1,WX).000  "  81.00 

"        1,000.000  "  5c  "  ••  WJ.UO  "  2,000,000  '*  131.00 

Any  quantity  after  2,000,000  gals,  has  been  consumed  per  month,  at  5c  per 
1,000  gals. 

Service  charge: 

For  y,  inch  meter $1 . 00  per  month 

"     %      '•       •*      2.00    " 

1      "       "      4.00     " 

"    each  additional  y.  inch  in  siztf 2.00    " 

Flat  Rates: 

Minimum  annual  charge,  $5.00. 

Banks,  one  faucet $10 .  00  per  year 

Bakery,   daily  average  for  each  bbh  of  flour 

used  per   bbl 4.00 

Barber  shops,  1st  chair 6.00        ** 
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Barber  shops,  each  additional  chair $4.00  per  year 

Baths,  private,  without  heating  apparatus 3.50 

Baths,  private,  with  heating  apparatus 5.00 

Each  additional   3.00 

Baths,  public,  per  tub 12.00 

Baths,  hotel  or  boarding  house,  each  tub,  cold    6.00 
Baths,  hotel  or  boarding  house,  each  tub,  hot. ..  8.00 

Blacksmith  shops,  first  fire 5 .  00        " 

Blacksmith  shops,  each  additional  fire 2.00        " 

Building  purposes,  brick,  per  1000  laid 10 

"  stone,  per  perch 07 

plaster,  per  100  yard 30 

Boarding  house   (no  license?  less  than  $10.00), 

per  room   1 .  50 

Laundries  $20.00  to  50.00 

Offices,  with  wash  basin 5 .  00 

Printing  office,  six  hands  or  less 12.00        " 

'*      each  additional  hand 1 .  50 

Photograph  galleries 15.00        " 

Residence  occupied  by  one  family 5.00 

Restaurants,  hotels,  halls  and  theaters  (special 

rates). 
Stables,  private,  one  horse,  including  washing 

carriage    4 .  00 

Stables,  private,  each  additional  horse 2.00 

cows,  each 2.00 

*'     livery,  boarding  or  sale,  including  car- 
riage   washing,    per    horse,    (no   license 

less  than  $10.00) 2.00 

Steam  boilers,  per  horse  power,  (special). 

Saloons $12.00  to  30.00 

Wash  basins,  self  closing  faucets 3.00        " 

Each  additional   1.50 

Stores  and  shops $5.00  to  20.00        " 

Urinals,  priVatc,  with  self-closing  faucets 3.00        " 

ITrinals,  public,  with  self-closing  faucets 8.00        " 

Water  closets,  private,  self-closing 4.00 

Each  additional 2.00 

Water  closets,  public,  hotels,  stores,  restaurants 

and  saloons  10 .  00        ** 

Season  Rates, 
Sprinkling    lawns    with    Vg    inch    nozzle   four 

hours  per  day,  50  ft.  front  or  less 5.00        " 

Each  additional  front  foot 10        " 

Streets     (corner    lots    measurement,    on    both 
fronts    for    street    sprinkling)     in    addition 

to  lawn  sprinkling  per  foot 05        " 

Fountains  to  be  used  not  more  than  six  hours 
per  day.  for  the  season  for  six  months, 
as  follows: 
1-16  inch  jet $10.00 
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i/s   inch  jet 20.00 

3-16   Inch  jet 35.00        ** 

Soda  fountains  $10.00  to  25.00 

All  supplies  not  enumerated,  subject  to  special  rates  and  water 
rates  charged  by  said  guarantees  to  consumers,  for  do- 
mestic and  manufacturing  purposes  shall  not  exceed  the 
average  rates  charged  at  other  cities  of  the  state  of 
Wisconsin.     Special  license  issued  for  building  purposes. 
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Bills  due  and  payable  quarterly  in  advance  the  first  day  of  Jan- 
uary, April,  July  and  October  each  year.    Meter  rents  are 
rendered  monthly. 
2o%  discount  on  all  flat  rate  bills. 
25%  "  meter  bills  where  the  rate  is  above   10 

cts.  per  1,000  gals. 
10%  discount  on  all  meter  bills  where  the  rate  is  S  cts.  and  10 
cts.  per  1,000  gals. 
A  charge  of  not  less  than  $1.00  mad^  for  turning  off  and  on  of 
water,  for  violation  of  any  rules  or  regulations  of  company 
or  for  non-paymetit  of  bills,  or  for  discontinuance  of  service 
to  vacated  premises. 
Hose,  not  larger  than  %  inch  with  a  nozzle  not  larger  than  y^ 
inch,"  permitted,  but  shall  be?  held  in  the  hand  while  In  use. 
Time  for  sprinkling  limited  to  five  hours  per  day  from  7  to  9 
a.  m.  and  from  5  to  8  p.  m.  from  April  1  to  October  31  each 
year. 
City  reserves  right  to  set  meters  upon  any  service  pipes,  and  con- 
sumers may  install  and  maintain  meters  at  their  own  ex- 
pense.   All  meters  to  be  placed  in  sidewalk  or  street  prop- 
erly protected. 
City  may  supply  motors,  steam  boilers,  etc.,  through  meters  and 
charge  a  rent.il  equal  to  20  per  cent  of  its  cost  complete, 
placing  the  meter  at  the  expense  of  the  consumer. 

SHELL  LAKE. 

(Population,  902.) 

MUNICIPAL  PLANT. 

Pumping:     Stc.ira  pow^r. 

Pablic  Service. 

Hydrant  rental:    30  hydrants |413.00  per  year 

Commercial  Service. 

Flat  Rates  : 
Dwelling: 

1  faucet I  6 .  00  per  y^r 

Without  faucet  on  property 3.00        ** 

Bath    2.00         " 

Horse  and  cow,  each 50        " 

Lawn  sprinkling  (extra) 2.00        " 

Water  or  stoam  heat 2 .  00        *' 

Water  closet   2 .  00        " 

Hotels    20.00 

Livery  barns  20 . 00        " 

Offices    4.00        •• 

Saloons    12 .  00 

Stores     8 .  DO 

Planiim  mill    20.00        " 

Printing  office    10 .  00        " 

SHULLSBURG. 

(Population,  1,063.) 

»nJNICIPAL  PLANT. 

Pumping:  Stefam  power;  standplpe. 

Public  Service. 

Hydrant  rental :  30  hydrants No  charge 

3  public  fountains. "        " 

1  public  building "        •• 

Street  sprinklers,  per  week  during  season $3 .  00 
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Commercial  Service. 

Meteb  Ratks: 

Minimum  annual  charge,  $5.00. 

L»ess  than     300  gals,  per  day %  .05  per  100  gals. 

300    to        400      "       "       " 04 

400    to      5.000       •*        "       " .*.]     *03     "       "       •• 

Over  5,000      ' .02     "      "       •• 

Flat  Rates: 

Minimum  annual  charcre,  $5.00. 

Banks,  including  ono  wash  basin $  7.00  per  year 

Bakeries 8.00        " 

3arber  shops,  one  ohair 3.00        ** 

Each  additional  chair 2.00        " 

Bathing  tubs  in  barber  shops,  each 3.00        " 

Billiard  rooms,  each   table 2 .  00        " 

Blacksmith  shops,  one  fire   3.50        •* 

each  additional  fire  1.50 

Boarding  and  lodging  houses,  per  room 1.00        " 

Building  purposes,  per    1000     brick,     making 

mortar    10 

•'      1000   sq.  yds.  of  plas- 
tering     15 

"  "  stone  per  cord 10 

Butcher    shops    $4.00  to  8.00 

Bowling  alleys   .* 5 .  00 

Churches,  free  less  cost  of  pipes,  etc. 

Cigar  manufactories,  per  hand 1.50 

Cisterns,  filled,  exclusive  of  labor,  50  bbls.  or 

less 2.00 

Bach  additional  50  bbls.  or  less 1.00 

Club  rooms 3.00 

Dental  offices  5.00 

Drug  stores  5.00        " 

Dwelling  houses,  six  rooms   or  less   for  each 

family 5.00 

Each  additional  room  into  which  water  is  taken 

through  pip^r 50        " 

Dyeing  and  scouring,  including  laundries 10.00        " 

Eating  houses  and  restaurants $5.00  to  15.00        " 

Fountains  flowing,  not  exceeding  8  hrs.  per  day 
Fountains,  flowing  not  exceeding  8  hrs.  per  day 

Vs  inch  orifice 8.00 

Each  additional  %  inch  jet 2.00 

Fountains.  1-16  inch  jet  for  the  season 6.00        " 

Each  additional  1-lC  in.  jet 1.00 

Fountains,  Vi  inch  jet 15.00        " 

Hose  for  sprinkling  streets,  including  sprink- 
ling sidewalks,  outside  of  buildings  and 
windows  per  lineal  foot  front,  business 

houses 10        " 

Same  as  above,  private  houses 05        " 

Hose  for  sprinkling  lawns  of  2000  sq.  ft 1.00        " 

Hotels $8.00  to  25.00 

Ice  cream  saloons,  three  tables  or  leiss 5.00        ** 

Livery,  sale  and  feed  stables,  including  wash- 
ing carriages $15.00  to  30.00        " 

Lumber  yards    Meter  rates 

Manufacturing  establishments Meter  rates 

Offices  and  sleeping  rooms  for  two  persons 3.00        " 
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Photograph  galleries  |7 .  00  per  year 

Private   stables,   one   horsef,   one   cow   or   two 

horses   2.00        " 

Private  stables,  each  additional  horse 1.00        " 

Private  bath  tubs 2.00 

Printing  offices,  engines  extra 5.00        •* 

Public  halls 4.00 

Railroad  depots  Meter  Rates 

Saloons   8.00        " 

Soda  fountains 3.00        "  ! 

Stetim  engines,  each  horse  power 2 .  00        "  ! 

Steam  engines,  each  horse  power  for  24  hours. .     3.00        "  \ 

Steam  boilers,   for  house  warming,  etc.,  each 

sq.  ft.  fire  service 30        "  i 

Urinals  in  saloons,  stores,  etc.,  each 2.50        *• 

Urinals,  private  houses 2 .  00        " 

Wash  basin  in  private  houses,  first  free,  sta- 
tionary. 

Each  additional  1.00 

Water  closets,  private,  per  bowl 2.50        " 

Water  power  for  family  sewing  machines 3.00 

Water  power  for  tailors  and  seamsters 5 .  00 

Water  power,  other  purposes. Meter  rates 

Work   shops,   ten   persons 3 .  00        " 

Yard  hydrants,  dwelling  or  boarding  house  rates. 
Bills  due  and  payable  semi-annually  in  advance  th^  first  day  of 
January  and  .July  each  year.    Ten  per  cent  added  to  bills 
3  days  overdue,  and  water  will  be  shut  off  when  bills  are  six 
days  overdue.    Meter  rates  are  payable  monthly. 
A  charge  of  $3.00  made  for  shutting  off  and  turning  on  water  for 
failure  to  make  repairs  within  24  hours  of  notice  of  needed 
repairs. 
A  charge  made  for  turning  off  and  on  water  for  violation  of  rules 

and  regulations  of  water  department. 
Fixtures  not  to  be?  kept  running  while  not  in  actual  use  except  by 

special  permit  and  payment  of  additional  rates. 
Hand  hose,  no  larger  than  %  inch  with  a  nozzle  no  larger  than  ^^ 
inch,  permitted  all  hours  of  the  day  except  for  sprinkling 
streets  when  the  time  is  before  8  a.  m.,  between  10  and  12 
noon,  and  after  5  p.  m. 
Yard  fountains  permitted  for  6  hours  a  day  between  April  1  and 

November  1. 
Additional  use  of  hose  and  yard  fountains  may  be  had  by  special 

permit  and  payment  of  additional  rate^. 
Private  hy.irants  permitted  to  large  consumers  at  their  own  ex- 
pense for  fire  protection  only.    Water  in  such  cases  to  be 
free  of  charge. 
Consumers  must  pay  in  all  cases  the  expense  of  laying  the  service 
pipe  irom  the  center  of  the  street. 

SOLDIERS  GROVE. 

(Population,  667.) 

MUNICIPAL  PLANT. 

Pumping:  Water  power;  pressure  reservoir. 

Public  Service. 

All  public  service:  No  charge. 
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Commercial  Service. 

FLA'i  Rates: 

Dwelling  Houses. 

Annual  rates. 

Occupied  by  one  family $5.00 

When  a  house  is  occupied  by  more  than  one  family  and 
less  than  four,  one  faucet  being  used  for  all,  for 

each  family   3 .  00 

When  a  house  is  occupied  by  more  than  one  family  the 
highest  rates  will  be  charged  for  each  family  hav- 
ing water  carried  into  their  part  of  the  house. 

For  first  water  closet  3 .  00 

For  each  additional  water  closet 2 .  00 

For  first  bath  tub 2.m 

For  each  additional  bath  tub 2 . lO 

Hotels  and  Boarding  Houses. 

For  first  faucet    6 .  00 

For  each  additional  faucet  2 .  oo 

For  water  closet 6.(m> 

For  bath  tub  6.00 

Stores,  Shops  and  Ofjiees.  . 

For  first  faucet 5.00 

For  each  additional  faucet 2.00 

For  water  closet  or  urinal 5 .  on 

Private  Stables. 

For  private  stable  3.00 

Livery,  Cluh  and  Boarding  Stables. 

Per  year  10.00 

The  above   stable   rates  include  washing  car- 
riages without  hose.     Where  hose  is  used, 
$2  additional. 
Baths. 

Baths  public   10.00 

Water  closet,  public 5 .  oo 

Water  closet,  each  additional 3 .  Oo 

Steam  Engine. 
For  each  stationary  steam  engine  working  not  over  ten 

hours  a  day,  for  each  horse  power 2 .  00 

Building  Purposes. 

For  every  cast  of  lime  or  cement  used 05 

Ornamental  Fountains. 

For  one-sixteenth  inch  jet  for  season 5.00 

"    one-eighth  inch        "      "      "         10.00 

"    one-quarter    "  "      "      "         15.00 

Fountain  nozzle  or  revolving  sprays 2.00 

Fountain  butterfly  valves  4.00 

Manufactories. 
And  for  all  purposes  not  enumerated  In  the  rates,    T)ecial  con- 
tracts to  be  made  with  Commissioners. 
Bills  due  and  payable  in  advance  semi-annually  on  the  first  days 

of  June  and  December  each  year. 
A  charge  of  $2.00  made  for  turning  off  and  on  water  for  violation 
of  rules  and  regulations  of  company  or  for  nonpayment  of 
bills  fifteen  days  overdue. 
Hand  hose  permitted,  with  a  nozzle  no  larger  than  ^4   Inch,  for 
two  hours  each  day  from  6  to  8  a.  m.  or  from  5  to  7  p.  m., 
except  where  water  is  metered. 
A  charge  of  $1.00  made  for  turning  oft  water  in  the  street,  or  25 
cts.  made  for  sealing  each  fixture  in  cases  where  premisor 
are  vacated.     In  such  cases  a  special  charge  is  made  for  re- 
storing service. 
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Meters  will  be  rented  to  consumers  or  furnished  at  cost  by  the 
city  upon  application.  The  company  reserves  the  right  to 
install  a  meter  at  its  own  expense  upon  any  service  pipe. 

SOUTH  MILWAUKEE. 

(Population,  6,092.) 

MUNICIPAL  PLANT. 

Pumping:   Steam  power;  standpipe. 

Public  Service, 

Public  service  furnished  free  of  charge. 
Hydrant  rental:  113  hydrants,  no  charge. 

Commercial  Service. 

Meter  Rates: 

First  18,000  gal.  per  quarter 25  cts.  per  M. 

Next  45,000     "       "  *'        9     '*       "     " 

"      45,000     **       "         "        7     "      "     " 

Plat  Rates: 
Residences. 

First  5  rooms  $1 .  00      per  quarter 

Each  additional  room .12V^     " 

Bath 25 

Sprinkling,  6  months  1 .  50  per  6  mo. 

Stores,  offices,  etc.,  per  faucet 75    per  quarter 

SPARTA. 

(Population,  3,973.) 

MUNICIPAL  PLANT. 

Pumping:   Steam  power;  standpipe. 

Pablic  Service. 

Hydrant  rental:  76  hydrants,  each,  $30.00  per  year. 

Street  sprinkling,  meter  rate,  10  cts.  per  M  gal. 

City  buildings  and  parks  meter  rate,  15  cts.  per  M  gal. 

Commercial  Service. 

Meter  Rates: 

Minimum  semi-annual  charge,  $2.50. 

Less  than  200  cu.  ft.  per  day   (approx.,  1,500  gal.)   $0.15  per 

M.  gals. 
From  200  to  400  cu.  ft.  per  day   (approx.,  1,500  to  3,000  gal.) 

$0.14  per  M  gals. 
From  400  to  700  cu.  ft.  per  day  (approx.,  3,000  to  5,200  gal.) 

$0.12  per  M  gals. 
From      700  to      900  cu.  ft.  per  day $0.11 
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10%  added  to  bills  10  days  overdue,  and  5%  for  collection. 

A  charge  of  $1.00  made  for  shutting  off  and  turning  on  water  oc- 
casioned by  violations  of  rules  and  regulations  of  water 
works  or  for  nonpayment  of  bills. 

A  charge  of  $1.00  made  for  each  tap.  Consumer  must  bear  ex- 
pense of  laying  the  service  pipe  from  the  main  to  his  prem- 
ises and  of  maintehancG  of  same. 
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A  special  permit  and  payident  in  advance  required  for  use  of 
water  for  building  purposes. 

Where  water  is  supplied  to  premises  connected  with  sewer  and 
into  which  the  waste  water  from  the  water  fixtures  may 
flow,  and  where  water  is  used  for  sprinkling,  the  consumer 
must  install  and  maintain  a  meter  at  his  own  expense.  City 
will  furnish  the  meter  in  such  cases  at  cost  plus  the  freight 
charges. 

In  other  cases  where  the  city  desires  meters  installed,  the  city  will 
furnish  one  meter  free  of  charge,  for  one  building.  The  con- 
sumer paying  cost  of  installation  and  maintenance. 

Private  fire  hydrants  permitted  to  large  consumers  at  their  own 
expense  for  fire  protection  only.  Water  in  such  cases  furn- 
ished free  of  charge. 

SPOONER. 

(Population,  1,453.) 

MUNICIPAIi  PLANT. 

Pumping:  Hydraulic  power;  standpipe. 

Public  Service. 

Commercial  Service. 

Flat  Rates: 

Pr.  quarter  Pr.  year 

Banks,  stores  and  ofiices %  .75  $3.00 

Bakeries   1 .50  6.00 

Barber  shops,  one  chair   1 .00  4.00 

'*    two  chairs 1.50  6.00 

Private  baths   37%  1.60 

Public  baths,  1  tub  1 .50  6.00 

"      2  tubs   2.25  9.00 

Boarding  houses    1 .50  6.00 

Printing  ofiices 75   .  3.00 

Residence,  1  family  1.00  4.00 

2   families 2.00  8.00 

Stable    (private)    50  2.00 

Livery  stable 3.00  12.00 

Soda  fountains  1.00  4.00 

Saloons   1.50  6.00 

Lawn  sprinklers .25  1.00 

Water  closets   (private)    .37%  1.50 

"       (public)    75  3.00 

Flour  mill   1.25  5.00 

Blacksmith  shops 1.00  4.00 

Common  tank  10  cts  each 

By  contract: 
Chicago,  St.  P.,  M.  &  O.  R.  Co |90 .  00  per  mo. 

SPRING  VALLEY. 

(Population,  972.) 

MUNICIPAL  PLANT. 

Pumping:   Electric  pow^er;  pressure  reservoir. 

Public  Service. 

IJydraQt  rental:  11  hydrants,  no  chargQ.  t 
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Comniercial  Service. 

Metei:  Rates: 

Per  thousand  gallons,  where  monthly  consumption  is: 

10,000  gallons  or  less 10.20 

Over  10,000  gallons 15 

Special  rates  given  to  consumers  using  20,000  gallons 
per  month  or  more. 
BYat  Rates: 

Per  annum 

Bakeries,  using  2  barrels  of  flour  or  less  per  day $5.00 

Using  more  than  2  bbls.  per  day  special  rates. 

Banks  4.00 

Barber  shops,  3  chairs  or  less 4 .  00 

Baths,  in  private  house,  1  tub 2 .  00 

In  hotels,  boarding  houses  and  barber  shops,  1  tub. .     5.00 

Each  additional  tub  3.00 

Blacksmith  shops,  2  fires  or  less 3 .  00 

Each  additional  fire  1.00 

Boarding  houses,  6  rooms  or  less 5.00 

Each  additional  room   50 

Building  purposes,  no  permit  less  than '.     1.00 

For  laying  brick,  per  M 05 

For  laying  stone,  per  perch 02 

For  plastering,  per  100  yards 40 

Churches    5.00 

Dentists'  offices  4.00 

Dwelling,  8  rooms  or  less 4 .  00 

Each  additional  room   20 

Water  in  yard  only  5 .  00 

Used  in  connection  with  house  where  a  faucet  is 

used  in  both,  total  8.00 

Water  in   house,   stable   and   lawn    (any  dwelling) 

where  there  are  no  more  than  3  animals  in  stable. .  10.00 

Two  families  in  one  house,  extra 1 .  00 

Fountains,  on  lawns  used  continuously  in  day  time  only, 

for  4  jnonthb,  %  inch  orifice 10.00 

Hotels,  10  rooms  or  less 10. 00 

E2ach  additional  room   50 

Laundries,  1  workman 10 .  00 

Each  additional  workman   5 .  00 

Markets    4.00 

Offices    4.00 

Printing  offices 4.00 

Photograph  galleries 5 .  00 

Restaurants    4 .  00 

Restaurant  and  bakery  combined 10 .  00 

Stables,  private,  watcT  in  barn,  2  horses  and  1  cow 2.00 

Not  in  barn 1 .00 

Livery  and  sale  stables,  10  stalls  or  less  10.00 

Each  additional  stall   25 

Saloons   6.00 

"        with  residence  connected   10. 00 

Soda  fountains 5 .  00 

Stores,  for  sale  of  merchandise  and  not  otherwise  specified  4 .  00 

Drug  stores  4 .  00 

Drug  stores  with  soda  fountain  8 .  00 

Water  closets,  private  houses 2 .00 

Hotels  and  public  places  5 .  00 

Yard  sprinklers,  not  more  than  l^th  acre  of  lawn 
(sprinklers  allowed  1-16  in.  jet,  4  hours  per  day 
tToxa  May  Ist  to  Nov.  let) , 3.00 
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Hose  may  be  used  for  sprinkling  purposes  if  held  in  the  hand  be- 
tween the  hours  of  5  and  8  a.  m.  and  4  and  10  p.  m.,  between 
May  1  and  October  1,  and  may  be  used  with  lawn  sprinklers 
or  spray  nozzles  not  exceeding  one  hour  per  day  without 
personal  attention,  but  if  used  in  excess  this  permit  will  be 
withdrawn.  If  left  to  run  exceeding  one  hour  per  day  with 
lawn  sprinkler  or  attached  to  reels,  trees,  or  other  supports, 
the  party  offending  will  be  liable  to  a  fine  and  in  case  of 
unreasonable  use  of  water  to  have  the  sa    e  shut  off. 

Where  water  is  in  the  yard  only,  this  implies  the  right  to  use  the 
same  for  domestic  purposes  as  well  as  sprinkling,  and  if  an 
extra  charge  of  one  dollar  is  paid,  to  use  the  water  for  not 
exceeding  three  animals  in  the  stable  and  for  washing 
buggies. 

The  use  of  lawn  sprinklers  or  portable  fountains  or  for  hose  used 
as  a  portable  fountain  can  be  granted  upon  application  to 
the  village  clerk  and  payment  of  the  proper  rates  therefor. 

Parties  will  be  held  responsible  for  waste  of  water  from  leaking 
fixtures  on  their  premises. 

STANLEY. 

(Population,  2,675.) 
MUNICIPAL  PLANT. 

Pumping:   Electric  power;  standplpe. 

Public  Service. 

Hydrant  rental:  24  hydrants  each  |40.00  per  year. 
Drinking  fountains  and  street  sprinkling,  meter  rates. 

Commercial  Service. 

Meter  Rates: 

Minimum  annual  charge,  $3.00. 
Users  from: 

100  to       300  gallons,  per  day,  per  1,000  gallons  25  cts. 

300  to    1,000  gallons,  per  day,  per  1,000  gallons  20  cts. 

1,000  to    6,000  gallons,  per  day,  per  1,000  gallons  15  cts. 

6,000  to  14,000  gallons,  per  day,  per  1,000  gallons  12  cts. 

14,000  to  20,000  gallons,  per  day,  per  1,000  gallons  10  cts. 

20,000  to  30,000  gallons,  per  day,  per  1,000  gallons    8  cts. 

Bills  due  and  payable  the  2nd  of  January  and  July  each  year. 

Water  will  be  shut  off  when  bills  are  30  days  overdue. 
A  charge  of  $1.00  made  for  turning  off  and  on  the  water  for  viola- 
tion of  rules  and  regulations  of  water  department. 
Use  of  water  for  lawn  and  street  purposes  permitted  between  the 

hours  of  6  and  8  a.  m.  and  5  and  9  p.  m. 
A  uniform  charge  of  $5.00  made  each  consumer  for  tapping  the 
main  and  putting  in  corporation  cock,  service  pipe  and  curb 
box  up  to  the  curb.  Consumer  must  pay  for  digging  and 
back  filling  the  trench. 
Meters  to  be  furnished  by  the  city  and  Installed  at  the  expense  of 
the  consumer. 

STEVENS  POINT. 

(Population,  8,692.) 

STEVENS  POINT  WATER  CO. 

Pumping:  Steam  power;  standplpe. 

Public  Service. 

Hydrant  rental:  152  hydrants,  each, $40.65  per  year 

Street  sprinkling  (city)  $0.02  per  front  foot 
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Commercial  Service. 

Meter  Rates: 

Minimum  monthly  charge,  $2.00. 

First  27,000  gal $0.35  per  M  gal. 

27,000  to       90,000     "     30 

90,000  to     540,000     "     25 

540,000  to  1,260,000    ^'     20 

1,260,000  to  2,700,000     *'     15 

All    over    2,700,000     "     12% 

Flat  Rate: 

Minimum  annual  charge,  $5.00.  Per  annum 

Banks,  including  one  wash  basin $8.00  to  $10.00 

Each  additional  basin  1.00 

Bakers,  average  daily  use  for  each  barrel  of  flour 4.00 

Barber  shops,  for  one  chair 6 .  00 

Each  additional  chair   3.00 

Bath  houses,  public,  per  tub 12 .00 

Each  additional  tub  6.00 

Bath  tub,  private 4.00 

Billiard  rooms,  one  table 5. 00 

Each  additional  table   1.50 

Book  bindery,  assessed  $10.00  to  15-00 

Beer  and  drinking  saloon  $10.00  to  20.00 

Butchers'  stalls  and  shops  $6.00  to  12.00 

Blacksmith  shops,  one  fire 4 .  00 

Pach  additional   fire    2.00 

Brewers,  rectifiers,  distillers,  and  slaughter  houses,  esti- 
mated at  100  gallons  water  used  per  barrel  manu- 
factured, per  1,000  gallons 15 

Building  purposes. 

Making. mortar  for  1,000  brick  kiln  count 10 

Tempering  mortar  and  wetting  brick  for  1,000  kiln 

count   05 

Tempering  mortar  only   02 

Making  mortar  for  perch  of  16%  cu.  ft.  of  stone 05 

Tempering  mortar  only  for  same 02 

Making  mortar  for  plastering.  100  square  yards  2  coat 

work    10 

Making  mortar  for  plastering  100  square  yards  3  coat 

work    15 

Making  concrete  per  square  yard,  4  inches  thick..       .01 
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in  proportion  for  additional  thickness. 
Candy. 

Manufacturers  of  confectionery  $8.00  to  30.00 

Cigar  manufacturers,  5  hands  or  under  5.00 

Each  additional  hand 1  •  50 

Cows,  each 2 .  00 

Courthouse,  to  be  assessed  or  determined  by  meter. 

Churches Free 

Drug  stores,  2  persons  or  less 5 .  00 

Each  additional  person 50 

Dye-houses,  scouring     and     renovating     establishments 

$10.00  to  30.00 

Dental  offices   5.00  to  20.00 

Dwelling  houses,  not  exceeding  5  rooms 5.00 

Each  additional  room  to  8 1 . 00 

Over  8,  each 50 

Each  additional  family  not  occupying  more  than  3 

rooms  In  same  dwelling 2.00 

Dray  and  team  horses,  each 1 .  50 
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Eating  houses,  to  accommodate  15  persons  or  less $10.00 

With  capacity  to  accommodate  20  to  30  persons 15.00 

Any  additional  number  in  proportion  up  to 30.00 

Fountains,  flowing  not  exceeding  6  hours  per  day  during 

season,  through  1-16  in.  exit  orifice   8.00 

%     "       *'  "       15.00 

14     "       *•  "       25.00 

flowing  additional  hours  in  proportion. 
Season  to  begin  May  1st  and  end  November  1st. 

Pilling  private  cisterns,  for  water  only $1.00  to    3.00 

Foundry  and  machine  shops,  to  be  assessed  or  determined 

by  meter. 
Faucets,  for  drinking  purposes,   self-closing,   in   manu- 
facturing   establishments,    distilleries,    tanneries, 
slaughter-houses,    breweries,    machine-shops,,   and 
other  establishments  not  specified  elsewhere,  for 

two  persons  or  less   4 .00 

Each  additional  person 25 

Other  than  self-closing,  twice  the  above  rates. 
Groceries,  provision  and  liquor  stores,  for  2  persons  or 

less    6.00 

Each  additional  person 50 

Qas  works,  to  be  assessed  or  determined  by  meter. 

Hotels  and  boarding  houses,  not  exceeding  6  rooms 6.00 

Each  additional  room  up  to  10,  each 75 

Each  sCdditional  room  over  10,  each 50 

Ice  creafn  saloons,  for  4  tables  or  less 5.00 

Each  additional  table   50 

Lodging  houses,  same  as  hotels. 

Laundries $10.00  to  30.00 

Livery,   and   other  public  stables,,  each  stall   including 

washing  buggies  and  carriages  belonging  thereto. .     2.00 
Washing  buggies  with  hose,  without  use  for  other 

purposes,  each 1 .25 

Motors,  to  be  assessed  or  determined  by  meter. 

Oflices,  and  sleeping  rooms,  including  1  wash  basin  $5.00  to  8.00 

Printing  offices,  6  hands  or  less  (motor  extra)   12.00 

Private  stables,  for  1  horse,  including  washing  carriages    4.00 

Same  for  2  horses  *  6.00 

Each  additional  horse  over  2   1 .00 

Public  halls   $5.00  to  15.00 

Photograph  galleries   $10.00  to  15.00 

Steam  engines,  assessed  per  nominal  horse  power,  each    1.50 
Steam  boilers,  for  house  warming,  each  square  fool  of 

surface,  no  less  charge  than  400  feet 25 

Street  sprinkling,  by  hose,  including  washing  and  sprink- 
ling sidewalk,  60  feet  front  or  less 5.00 

Each  additional  foot 05 

Sprinkling  lawns,  where  water  is  made  use  of  on  the 
premises  for  general  domestic  purposes,   60   feet 

front  or  less   5 .  00 

Each  additional  foot   .05 

For  sprinkling  lawns  and  not  used  for  other  pur- 
poses, for  60  feet  front  or  less  5.00 

For  each  additional  foot   10 

Stores,  12  to  18  feet  wide  (street  sprinkling  with  hose 

extra)    600 

Same  18  to  24  feet   8.00 

Same  each  additional  foot  front 25 
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Stores,  and  other  business  establishments  without  sprink- 
ling, and  not  specified  elsewhere,  for  2  persons  or 

less : $5.00 

Each  additional  person   50 

Saloons    $10.00   to  20.00 

Soda  fountains,  for  season  of  six  months,  1-16  inch  jet, 

washing  glasses,   etc 8 .  00 

For  season  of  six  months,  %  inch  jet,  washing  glasses 

etc 12.00 

Tanneries,  to  be  assessed  or  determined  by  meter. 

Urinals,  constant  flow  1-16  opening,  public  or  stores,  each    7 .  00 

Copstant  flow  1-16  opening,  private  house,  each 4.00 

Urinals,  self-closing  urinals  one-half  the  above  rates. 

Water  closets,  for  one,  self-closing  in  private  house 4.00 

each  additional  bowl   2.00 

self-action,  used  and  occupied  for  stores  and  offices, 

each   5.00 

self-action  in  hotels  and  boarding-houses,  each 5.00 

in   blocks,    manufacturing   establishments,    saloons, 

etc.,  for  10  persons  or  less.' 10.00 

each  additional  person 50 

other  than  self-action  will  be  charged  three  times 
the  above  rates,  and  special  permission  must  first 
be  obtained  from  oflice  permitting  use  of  same. 

"Wash  stand — or  bowl,  in  private  house,  fo^  one 2.00 

each  additional  bowl 1 . 00 

in 'stores,  offices,  and  other  business  establishments 

not  specified  elsewherre,  each  additional 2.50 

sinks  or  basins  used  for  same  purpose,  and  other 

purposes 2.50 

Watering  down  trenches  Z  feet  wide  or  less,  per  lineal 

foot  for  each  foot  in  depth 0^4 

trenches  from  2  to  3  feet  wide,  per  lineal  foot  for 

efach  foot  In  depth 0% 

trenches  from  3  to  4  feet  wide,  per  lineal  foot  for 

each  foot  in  depth 0^4 

wider  trenches  in  proportion  to  above  rates. 

Work  Shops — employing  1 0  persons  or  under 8 .  00 

e^ch  additional  person 50 

Special  Contract  Rates: 

M..  St.  P.  &  S.  S.  M.  R.  Co 4ya  cts.  per  M.  gal. 

W.  C.  R.  Co. 

If  consumption  is  100,000  gal.  or  less  per 

day 6  cts.  per  M  gal. 

If  consumption  is  over  100,000  gal.  per  day  5  cts.  per  M  gal. 
Normal  School. 

3,000,000  gal.  or  less,  per  year $400.00  per  year 

All  over  3,000,000  gal.,  per  year 10  cts.  perM  gal. 

Fire  protection  $100.00  per  year 

Coye  Furniture  Co. 

For  fire  protection $150.00  per  year 

Joerns  Table  Co. 

Fire  protection  $150.00  per  year 

Water  for  other  purposes 20  cts.  per  M  gal. 

Polish  Brewing  Co. 

1.500,000  gals,  or  less,  per  year $150.00  per  year 

Excess  of  1  500,000,  per  year 10  cts.  per  M  gal. 

Bills  due  and  payable  quarterly  in  advance  on  the  first  day  of  Jan- 
uary, April.  July  and  October  each  year.  Ten  per  cent  added 
to  bills  10  days  overdue. 
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A  charge  of  $1.00  made  for  turning  oft  and  on  of  water  for  viola- 
tion of  any  of  the  riUcs  and  regulations  of  company  or  for 
nonpayment  of  bills. 

Yard  fountains  permitted  for  6  hours  per  day  for  6  months  of  year. 
Additional  use  may  be  had  by  special  permit  and  payment 
of  additional  rates. 

Fixtures  not  to  be  kept  running  when  not  in  actual  use  except  by 
special  permit  and  payment  of  additional  rates. 

Hose  %  inch  with  a  nozzle  3-16  inch  permitted  for  sprinkling  pur- 
poses from  5  to  7  a.  m.  and  from  G  to  8  p.  m.  Nozzle  must  be 
held  in  the  hand  when  sprinkling. 

Private  hydrants  peruiitttd  to  large  consumers  at  their  own  ex- 
pense for  fire  protection  only,  water  for  such  purpose  at  spe- 
cial rates. 

STOUQHTON. 

(Population.  4,761.) 

MUNICIPAL  PLANT. 

Pumping:     Steam  and  electric  power;  standpipe. 

Public  Service. 

Hydrant  rental:  98  hydrants,  each $40.00  per  year 

Street  sprinkling — flat  and  meter  rate. 

Public  library,  fountain  and  trough — meter  rate. 

City  hall  $100.00  per  year 

Commercial  Service. 

Meter  Ratks: 

Minimum  semi-annual  charge,  $3.00. 

For  the  first  10.000  gallons  consumed  $  3.00 

For  an   additional   10,000  gallons   or 

fraction  thereof,  at  30c  per  1000 

gallons 6.00  for       20.000  gals. 

For  an  additional  50,000  gallons,  or 

fraction  thereof,  at  25c  per  1000 

gallons    18.50  for       70,000  gals. 

For  an  additional  50,000  gallons,  or 

fraction  thereof  at  20c  per  1000 

gallons    28 .  50  for     120.000  gall. 

For  an  additional   50,000   gallons  or 

fraction  thereof,  at  15c  per  1000 

gallons    36.00  for     170,000  gals. 

For  an  additional  50,000  gallons,  or 

fraction  thereof,  at  10c  per  1000 

gallons    41 .  00  for     220.000  gals. 

For  an  additional   50.000  gallons,  or 

fraction  thereof,  at  9c  per  1000 

gallons 45.50  for     270,000  gals. 

For  an  additional  50,000  gallons,  or 

fraction  thereof,  at  8c  per  1000 

gallons    49.50  for     320,000   gall. 

For  an  additional  50,000  gallons,  or 

fraction  thereof,  at  7c  per  1000 

gallons   53.00  for    370.000  gals. 

For  an  additional  130  000  gallons,  or 

fraction    thereof,    at    5Vl.c    per 

1000  gallons   ". 60.15  for     500,000   gals. 

For  an  additional  200,000  gallons  or 

fraction  thereof,  at  5c  per  1000 

gallons   70.15  for     700,000  gals. 
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For  an  additional  300,000  gallons,  or 
fraction    thereof,    at    4%c    per 

1000  gallons $83.65  for  1,000,000  gals. 

All  water  consumed  in  six  months  in  efxcess  of  1,000,000  gal- 
lons shall  be  charged  for  at  the  rate  of  four  cents  per 
1000  gallons  or  fraction  thereof. 
Plat  Rates  :  Per  annum 

Banks $4.00 

Bakeries * $8.00  to  10.00 

Barber  shops,  one  chair 6 .  00 

Bathing  tubs  in  barber  shops,  each 4 .  00 

Blacksmith  shops,  1  firer 6 .  00 

Boarding  and  lodging  housels  and  furnished 

rooms 6 .  00  to  10 .  00 

Building  purposes,  for  1,000  brick  wetting  and  making 

mortar  . . .' 10 

Building  purposes  for  100  square  yards  of  plastering 15 

Building  purposes,  stone  per  cord 10 

Cement  walk,  100  square  feet 10 

Butcher   shops    8.00  to  10.00 

Churches 6 .  00 

Cigar  manufactories 6 . 00 

Cisterns  filled  (exclusive  of  labor)  50  barrels  or  less...     2.00 

Each  additional  50  barrels  or  less 1 .  00 

Club  rooms 6 .  00 

Dental   office   5.00 

Drug  stores  . .' 10.00 

Dwelling  houses,  six  rooms  or  less  for  each  family 6.00 

Each  additional  family  in  same  house 2 .  00 

Eating  houses   6.00  to  10.00 

Ice  cream  parlors 6 .  00 

Offices  and  sleeping  rooms,  occupied  by  not  more  than 

two  persons 6.00 

Photograph  galleries 10 .  00 

Private  stables,  one  horse,  one  cow,  or  two  horses,  wash- 
ing carriages 2 .  00 

Private  stables,  each  additional  horse 1 .00 

Private  bath  tubs   3.06 

Printing  offices,  engine^  extra 10.00 

Public  bath  tubs,  each  tub 5.00 

Public  halls  5.00 

Puddling  ditches,  etc.,  special  rates  

Restaurants   8. 00 

Stores  5.00 

Water  closets,  per  bowl 2 .  50 

Tobacco  warehouses  10 .  00 

Bills  due  and  payable  semi-annually  in  advance,  except  when  meters 
are  installed,  the  first  day  of  July  and  January  each  year. 
10%  added  to  bills  30  days  overdue,  and  water  will  be  shut 
off  in  cases  where  bills  are  40  days  overdue. 
A  charge  of  $1.00  made  for  turning  off  and  on  of  water  for  vio- 
lation of  rules  and  regulations,  nonpayment  of  bills  or  for. 
failure  to  make  repairs  within  24  hours  after  notice  of  needed 
repairs. 
Fixtures  not  to  be  keot  running  when  not  in  actual  use  except 

by  special  permit  and  payment  of  additional  rates. 
Use  of  hand  hose  pei-mitted  at  all  hours  of  the  day  for  washing 
sidewalks,  walks,  steps,  windows,  fronts,  buggies  and  auto- 
mobiles; lawn  sprinkling  allowed  between  6  and  8  p.  m. 
Yard  fountains  to  be  used  only  when  meters  are  installed. 
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Meters  furnished,  installed  and  maintained  by  city.  All  meters  to 
be  read  at  the  close  of  the  months  of  June  and  December 
in  each  year  and  water  rents  are  due  as  soon  as  meters  ar^ 
read. 

STURGEON  BAY. 

(Population  4,262) 
MUNrClPAlj  PliANT. 

Pumping:     Steam  power;  no  standpipe  or  pressure  reservoir. 

Public  Service. 

Hydrant  rental:  18  hydrants  each  $50.00  per  year 

Street  sprinkling   1 .  00  per  day 

« 

Commercial  Service. 

Meter  Ratks: 

Minimum  annual  charge $5. 00 

Per  1000  gallons   $0.30 

Flat  Rates: 

Minimum  annual  charge  $5.00. 

Barber  shops,  first  chair   $5 .  00  per  year 

each  additional  chair   2.00        •' 

Bath  tubs,  public,  first  tub 6.00        *' 

each  additional  tub 4.00 

privatef   2.00        " 

each  additional  tub 1.00 

Bakeries 10.00        " 

Bottling  works  12.00        " 

Building  purposes,  per  1000  bricks 10 

"  "    cord  of  stone 10 

"    100  yds.  plaster 15 

Blacksmith  shops,  first  fire  5.00        " 

each  additional  fire 1 .00 

Banks  and  offices,  first  faucet    5.00        " 

each  additional  faucet 2.00        " 

Butcher   shops    12.00        " 

Cigar  factories   5.00        " 

Confectioners  and  ice  cream  parlors 5.00        '• 

Churches    5.00        " 

Club  rooms  and  public  halls  5 .  00        •* 

Drug  stores   8 .  00        " 

Dentists    8.00 

Doctors    8.00        " 

Houses  each  family  first  faucet    5.00        *• 

"        one         "              •*             with  hose  con- 
nection    10.00      •• 

Houses  each  additional  family  first  faucet 4.00  " 

Houses  each  family  each  additional  faucet....  1.00  " 

Hotels  and  boarding  houses,  per  room 1 .  00  " 

Laundries,  private,  first  tub 1.00  " 

Laundries,  private,  each  additional  tub 50  " 

Laundries   10.00  " 

Photograph  gallerries   10. 00  " 

Printing  offices 10.00 

Steam  engines  and  boilers Special  ratea 

Steam  boilers  for  heating  purposes. 1 .00 

Stores,  one  faucet 5.00  •* 

Stores,  one  faucet  and  hose  connection 10.00  " 

Saloons,  bar  scrubbing  and  pump 12.00 
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Saloons,  bar  $5 .  00  per  year 

Stables,  livery,  per  stall 1.25        ** 

Stables,  private,  one  horse  and  carriage  wash- 
ing        4.00 

Stables,  private,  each  additional  horse 1 .  00        " 

Stables,  private,  each  additional  cow 50        " 

Soda  fountains 5.00        " 

Sprinkling  lawn  with  %  inch  nozzle  four  hours 
per  day  6  to  8  a.  m.,  6  to  8  p.  m.  per 

lot  50x150 5.00 

Each  additional  lot 2.50 

Urinals,  public,  self-closing 9 .  00        " 

Vegetable  stands  with  sprinklers 3.00        ** 

Water  by  tank  for  building  purposes,  per  tank 

20  bbl 15 

Water  closet,  private,  first  bowl 3.00        " 

each  additional  bowl ... .     2.00 

"      stores  and  offices,  first  bowl 4.00        " 

"  "      stores  and  offices,  each  additional 

bowl  3.00        " 

Water  closet,  public,  each  bowl 5.00        " 

Washing  boilers 1.00        " 

All  raoter  customers  shall  own  their  own  meters. 
A  charge  of  |12.00  made  for  service  pipes  within  the  strecft  in  front 
of  consumer's  premises. 

SUN  PRAIBIE. 

(Population,  1,119.) 

MUNICIPAIi  PLANT. 

Pumping:     Electric  power;  standpipe. 

Public  Service. 

Hydrant  rental:  38  hydrants,  each |30 .00 

3  public  fountains,  no  charge. 
1  public  building,  no  charge. 

Commercial  Service. 

Mete»i  Rates: 

Minimum  monthly  charge,  $1.00. 

When  the  consumption  of  water  for  six  months  is: 

6000  cu.  ft.  or  less,  per  100  cu.  ft 30c 

Over  6000  cu.  ft.  and  less  than  7000 per  100  cu.  ft.  28c 

7000  •'  "   "   "    ••   8000 per  100  cu.  ft.  26c 

8000  "  "   •'   "    "   9000 per  100  cu.  ft.  24c 

9000  "  "  "   "    *'   10000 per  100  cu.  ft.  22c 

'•   10000  "  "   "   '*    "   16000 per  100  cu.  ft.  20c 

"   16000  "  "   "   "    "   17000 ..per  100  cu.  ft.  18c 

"   17000  "  "   "   "    "   18000 per  100  cu.  ft.  16c 

18000  •*  "   "   "    "   19000 per  100  cu.  ft.  15c 

19000  "  "   ••   "    •'   20000 per  100  cu.  ft.  14c 

20000  "  "   "   "    ••   27000 per  100  cu.  ft.  13c 

27000  "  "   "   "    "   28000 per  100  cu.  ft.  12c 

2S000  "  "   "   "    *•   29000 per  100  cu.  ft.  lie 

29000  "  "   "   "    "   30000 per  100  cu.  ft.  10c 

30000  "  "   "   "    "   60000 per  100  cu.  ft.  9c 

60000  "  "   per  six  months per  100  cu.  ft.  8c 

One  hundred  cubic  feot  equals  748  gallons  of  water. 
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Flat  Rates: 

Minimum  annual  charge,  $5.00. 

Bakeries $  8.00  per  year 

Banks 5.00 

Barber  shops,  two  chairs  or  less 6.00        " 

Each  additional  chair 1.00       ** 

Bath  tubs,  in  hotels  or  public,  1  tub 7.00        " 

Each  additional  tub 5.00 

In  private  house  or  room,  1  tub : . .     4 .00        " 

Bach  additional  tub 3.00 

Billiard  rooms   5.00       " 

Blacksmith  shops,  two  fires 5.00        " 

Each  additional  fire 1.00 

Boarding  and  lodging  houses,  six  rooms  or  less    6.00       " 

Each  additional  room 60        " 

Bottling  works    Special 

Bowling  alleys   5.00        •* 

Breweries   Special 

Building  purposes,  for  brick  per  1000 10 

For  stone,  per  cord 10 

For  plastering,  per  100  yards 25 

Cemeteries Special 

Churches  Special 

Cigar  factories  5.00        " 

Cisterns,  capacity  50  bbls.  or  less 2.00 

Each  additional  50  bbls 1.00 

Club  rooms   5. 00        " 

Creamery    Special 

Dental  offices   5.00        " 

Drug  stores 5. 00        " 

Dwelling,  1  family  in  house  of  8  rooms  or  less, 

closets,  halls  and  pantries  not  counted . .     6 .  00        " 

Bach  additional  room 50        " 

Occupied  by  more  than  1  family  at  above 
rates  for  1  family,  and  for  eiach  addi- 
tional family 4.00 

Fountains,  yard  1-lfi  inch  Jet 10.00        " 

Fountains,   yard,    larger   Jet   or   extra   attach- 
ments    Special 

Fountain  vegetable  rack  in  stores 2.00        " 

Halls,  public 5.00        " 

Hose— see  Sprinkling. 

Hotels,  ten  rooms  or  less 7 .  00        " 

Bach  additional  room 50        " 

Ice  cream  saloons,  3  tables  or  less 5. 00     -   " 

Each   additional  table 50 

Laundries,  steam   Special 

Laundries,  hand Special 

Laundries,  private,  per  tap 1 .00        ** 

Livery — see  Stables. 

Lumber  yards   Special 

Manufacturing   establishments    Special 

Meat  markets  7 .  00        " 

Offices  and  sleeping  rooms 5 .  00 

Photograph  galleries   10. 00 

Printing-offices  5.00 

Puddling  ditches Special 

Railroad  depot  Sp^ial 

Restaurants,  3  tables  or  less 6. 00        " 

?3ach  additional  table 50        •• 
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Saloons $5 .00  per  year 

School  private  not  boarding Special 

Soda  fountains  5.00        ** 

Sprinkling — opposite  stqres,  25   feet   front  or 

less    3.00 

Each  additional  foot  front 10        " 

Not  allowed  unless  water  rate  is  paid  for  store. 

Sprinkling — lawns,  gardens,  streets,  etc 5.00        * 

If  water  rate  is  paid  for  house  or  barn  each  foot 

front   05 

Sprinkling  carts Special 

Stables — livery,   including   water   for  washing 

vehicles,  per  single  stall 1.00        " 

Feed  and  sale,  no  livery,  per  single  stall. . .       .50        ** 
Private,  one  horse  or  cow,  including  water 

for  washing  vehicles 1.00        " 

Steam  engines,  per  day  of  ten  hours,  per  horse 

power 2 .  00        ** 

Per  day  of  24  hours,  per  horse  power 4.00        ** 

Steam  heating >. . .  Special 

Stores,  25  feet  front  or  less 5.00        " 

More  than  25  feet  front Special 

Urinals,  public,  1  bowl,  constant  flow 6.00        ** 

In    hotels,    boarding   houses   and   saloons, 

self-closing 3.00        " 

Each  additional  bowl 1.00        '* 

In  blocks  and  factories,  1  bowl,  self-closing    2.50        " 

Each  additional  bowl. , 1.00        •* 

In  stores,  banks  and  ofilces,  1  bowl,  self- 
closing    2.00        •• 

In  private  houses  and  rooms,  1  bowl,  self- 
closing.  ; 1.50        " 

Veterinary  hospitals $8.00  to    15.00        " 

Wash  basins — stationary,  one  basin  in  private 
house,  room  and  office  where  water  rate 

is  paid  Free 

All  others,  each 1.00        '* 

Water     closets — public,     in     hotels,     boarding 

houses  and  saloons,  per  bowl 5.00        " 

Semi-public,  in  stores,  blocks,  factories,  per 

bowl  3.00 

In  private  houses  and  rooms,  per  bowl  for 

each  family  1.00        ** 

Water  motors   Special 

Work  shops,  10  person..., 3.00        " 

PJach  additional  person .25        " 

Bills  due  and  payable  semi-annually  in  advance  on  the  first  day  of 
April  and  October  each  year.  Street  and  lawn  sprinkling 
rates  due  annually  in  advance  the  first  day  of  April.  10  per 
cent  will  be  added  to  bills  three  days  overdue,  and  water 
will  be  turned  off  where  bills  are  6  days  overdue. 
Meter  rates  due  and  payable  monthly.    Ten  per  cent  will  be  added 

to  bills  10  days  overdue. 
A  charge  of  $1.00  made  for  turning  off  and  on  water  for  nonpay- 
ment of  bills. 
A  charge  of  $2.00  made  for  turning  off  and  on  water  for  violation 

of  any  of  the  rules  and  regulations  of  water  department. 
A  charge  of  $3.00  made  for  turning  off  and  on  of  water  for  failure 
to  make  repairs  in  service  pipe  or  fixtures  within  24  hours 
of  notice  of  needed  repairs. 
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A  charge  of  $5.00  made  for  each  tap,  including  corporation  cock. 
service  cock  and  box  and  putting  in  service  pipe.  An  extra 
charge  of  $2.00  made  for  each  tap  more  than  one  to  be  con- 
nected to  the  same  service  pipe. 

The  use  of  hose  no  larger  than  One  inch  with  a  nozzle  no  larger 
than  8-16  inch  permitted  if  held  in  the  hand.  Hours  of  use 
are  from  6  to  8  a.  m.  and  from  4  to  8  p.  m.,  but  use  is  limited 
to  4  hours  per  day.  Additional  use  may  be  had  by  special 
permit  and  payment  of  additional  rates. 

Yard  fountains  permitted  for  6  hours  per  day  between  April  1  and 
November  1  each  year.  Additional  use  conditioned  on  spe- 
cial permit  and  payment  of  additional  rates. 

Fixtures  not  to  be  kept  running  when  not  in  actual  use  except  by 
special  permit  and  payment  of  additional  rates. 

Private  hydrants  for  fire  protection  permitted  to  large  consumers 
at  their  own  expense,  to  be  used  in  case  of  fire  only.  Water 
for  such  purpose  furnished  free  of  charge. 

SUPERIOR. 

(Population,  40,384.) 

SUPERIOR  WATER,  LIGHT  AND  POWER  CO. 

Pumping. 

Public  Service. 

Hydrant  refntal,  each $40.00  per  annum 

The  charge  for  hydrant  rental  includes  water  for  public  buildings, 
street  and  park  sprinkling,  drinking  fountains,  etc. 

Commercial  Serrloe. 

Meteb  Ratks:  Gross         Discount 

250  cu.  ft.  or  less,  per  month $1 .00  .25  cts. 

300  cu.  ft.  or  less,  per  month 1 .10  .25  cts. 

350  cu.  ft.  or  less  per  month 1.20  .25  cts. 

400  to  1900  cu.  ft.  or  leBS,  per  month  per  100 

cu.  ft 30  8% 

2000  to  5900  cu.  ft.  or  less,  per  month  per  100 

cu.  ft 24  8% 

6000  to  11900  cu.  ft.  or  less,  per  month,  per 

100  cu.  ft 21  8% 

12000  to  19900  cu.  ft.  or  less,  per  month  per 

100  cu.  ft 18  8% 

20000  to  39900  cu.  ft.  or  less,  per  month  per 

100  cu.  ft 15  8% 

40000  to  49900  cu.  ft.  or  less,  per  month  per 

100  cu.  ft 12  8% 

50000  to  99900  cu.  ft.  or  less,"  per  month  per 

100  cu.  ft 0825        8% 

100000    cu.    ft.    and    over    per    month    per 

100  cu.  ft 0525        87c 

Missions,  libraries,  schools,  charitable'institutions  and  hospitals 

10  cts.  per  1000  gallons  net,  irrespective  of  quantity. 
Meter  rent,  25  cts.  per  month  for  additional  meters,  whertf 

more  than  one  meter  on  one  service. 
Meter  rental  on  all  met^s  over  2  inches  in  size: 

3  inch  $2.00  per  month 

4  inch 3.50    " 

6  inch 6.00    " 

Flat  Rates: 

Bakery,  each  oven $12.00  to  $25.00  per  year 

BarbCT  shop,  first  chair 6.40        " 

EJach  additional  chair 3.20        ** 
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Bath,  without  heating  apparatus,  private $3.20  per  year 

Bath,  with  heating  apparatus,  private 4.00        " 

Bath  in  boarding  house  or  hotel,  first  tub 6.40        *• 

Bath,  each  additional  tub 4 .80        •* 

Bath,  public,  not  less  than 9 .  60        " 

Billiard  saloon,  each  table 3.20        *' 

Boarding  house,  per  room  (no  license  less  than 

$10)    1.20 

Brick  work,  per  thousand  laid 084  • 

Butchefr  shop,  steam  extra 8 .  00        " 

Candy  manufactory   $12.00  to  28 .  80 

Cigar  manufactory  (no  license  less  than  $10) 

per   hand    1.60        " 

Cows,  each    ' 1.60        " 

Dyeing  and  scouring $8.00  to  26.00 

Forge,  first  fire. 3.20 

Forge,  each  additional  fire 2.40        " 

Fountains,  1-16  inch  orifice,  per  season ^.60        " 

Fountains,  larger  orifice Special 

Fountains  not  to  run  more  than  fiv^  months  in 

the  year  or  more  than  four  hours  per  day 

without  special  permit  from  company. 

Halls  and  lodges $8.00  to  16.00 

Horse,  on^,  including  washing  carriage 4.00 

Horse,  for  private  stable 2 .  40 

Horse,  each  additional 1.60 

Ice  crefam  saloons $8.00  to  16.00 

Ofl!)ces  or  sleeping  rooms $4.00  to    6.40        •* 

Printing   offices,    six    hands    or    less    (engine 

extra)    9.60        " 

Photograph  galleries $8.00  to  16.00 

Plastering,  per  sq.  yd 004 

Residence,  occupied  by  one  family  for  domestic 

use,  one  to  four  rooms 4 .  80        " 

Each  additional  room 80        " 

Restaurant   $9.60  to  24.00 

Saloons  $9.60  to  24.00 

Sprinkling,  private  gardens,   %   hose   Vs  inch 

nozzle,  first  fifty  yards,  per  sq.  yd.,  per 

season    032 

Sprinkling,  all  over  fifty  yards,  per  square  yard       .016 
Sprinkling,  sidewalk  to  center  of  street  %  hose, 

%  inch  nozzle,   one  and  one-half  hours 

per  day  (no  license  less  than  five  dollars) 

per  foot  front,  pei:  season 08 

Over  100  feet  front,  per  foot 056      " 

Stable,  livery,  sale  or  boarding  six  horses  or 

less  including  carriage  washing 12.00        *• 

Each  additional  stall 1.60        - 

Steam  boilers,  rate  per  horse  power,  from  one 

to  ten  horse  power  (working  ten  hours 

per  day)   4.00        *• 

Steam  boilers,  each  additional  horse  power  up 

to  twenty 3.20        ** 

Steam  boilers,  over  20  horse  power Special 

Stone  work,  per  perch .  056      ** 

Stores  and  shops $8.00  to  16.00        •* 

Tenement   (no  license   leBs  than  six   dollars) 

per  room 1.20        *• 

Urinals,  in  private  houses,  self-closing,  each.-.      3.20        " 
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Urinals  in  stores,  banks  and  offices,  self-closing, 

each  $4.00  per  year 

Urinals,  in  hotels,  boarding  houses  and  saloons, 

self-closing,  eiach Special 

Size  of  orifice  at  discretion  of  company. 

Water  closets,  self-closing $4.00  to    4.80        " 

Water  closets,  hopper Special 

.Wash  basins   3.20 

Private  Fire  Hydrants: 

First  hydrant $40.00  per 

Each  additional  hydrant 10.00 

Stand  Pipes: 

2  inch  standpipes  per  year  25.00        " 

3  "  "  "        "        35.00 

4  ••  "  "         '*        50*00 

Use  of  private  fire  hydrants  and  standpipes  limited  to  fire  pro- 
tection only. 
Water  supplied  to  circuses  and  other  temporary  uses  requiring 
use  of  hydrant  and  man  to  operate  same. 

Time  of  man 60  cts.  per  hour 

Water  per  1000  gals 30  cts. 

Where  a  number  of  families  take  water  from  a  yard  hydrant, 

same  must  be  enclosed  in  a  small  house  and  kept  locked. 

All  rates  must  be  paid  by  one  person  and  at  the  rate  of 

60  cts.  per  month  for  each  family. 

Bills  due  and  payable  quarterly  in  advance  subject  to  a  discount 

of  8  per  cent.    When  bills  are  15  days  overdue  water  to  be 

turned  off. 

A  charge  of  $1.00  m.ade  for  turning  on  water  when  water  has  been 

turned  off  for  nonpayment  of  bills. 
Meters  set  free  of  charge,  consumer  to  meet  cost  of  repairs  of  water 

fixtures. 
Cost  of  putting  in  service  pipe  from  main  to  curb  to  be  met  by 
consumer,   one-half  of   which   is  payable  with   application, 
balance  in  30  days. 

THORP 

(Population,  741.) 

MUMClPAlj  PLANT. 

Pumping.  .  .       - 

Public  Service. 

Commercial  Service. 

Flat  Ratks: 

Residences   $5.00  per  year 

Residences,  with  bath   7 .  50        " 

Saloons    5.00        '• 

Offices    5.00 

Stores    6.00        •* 

Livery  stables 10.00        " 

Hotels 10.00        '• 

Lodge  halls 5.00 

Schools    15.00 

Barns     7.50 

Mills     12.50 
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TOMAH. 

(Population,  3.419.) 

MUNICIPAIi  PLANT. 

Pumping. 

Public  Service. 

Public  schools,  libraries,  and  hydrant  rental,  free. 

Commercial  Service. 

Meter  Rates: 

Per  1000  gals 15  cts. 

Flat  Rates: 

Banks,  including  1  wash  basin $  5.00  per  year 

Bakeries $8.00  to  10.00 

Barber  shops    ; 5.00        *' 

Bath  houses,  public,  per  tub 10.00        *• 

Bathing  tubs,  each  barber  shop 4 .  00        " 

Billiard  rooms,  each  table 2.00        " 

Blacksmith  shops,  one  fire 3 .  50        " 

Each  additional  fire 3.00        *• 

Boarding  and   lodging   houses   and   furnished 

rooms,  per  room 1 .00        " 

Boarding  schools,  per  room 1 .00        " 

Building  purposes,  per  1000  brick  wetting  and 

making  mortar 05 

For  100  square  yds.  of  plastering 10 

Stone,  per  cord .05 

Butcher  shops 18.00  to  10.00        ** 

Bowling  alleys  5.00        " 

Cigar  manufacturing  shop,  per  hand 1 .  50        " 

Dental  office^  5.00        " 

Drug  stores  10.00        " 

Dwelling  houses,  sink 5 .  00        " 

"      bath  1.00 

"      water  closet   2.50 

Livery,  feed  and  sale  stables,  per  single  stall  in- 
cluding   washing    buggies 1.25        " 

Photograph  galleries   5 .  00        " 

Private  stables,  one  horse 1 .  00        •* 

one  cow 1.00 

Printing  office 5.00        " 

Public   bath   tub 10.00 

Restaurants,  3  tables 6. 00        " 

Stores    5.00        " 

Saloons    10.00        ** 

Sprinkling  lawns,  each  lot  50  ft.  front  or  less, 
containing  hous^  and  adjoining  vacant 

lot  50  ft.  front  or  less 5.00        ** 

Each  additional  vacant  lot 2.50        " 

.  Urinals,  public  with  constant  How 6.00        *• 

Urinals,  in  blocks 2.50 

Urinals  In  private  house 2 .  00        ** 

Wash  basins,  stationary,  first  basin  in  private 

family  free,  all  others  each 7. 00 

Water  closets,  public,  per  bowl 5 .  00 

12 
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TOMAHAWK. 

(Population,  2,907.) 
MUNICIPAL  PLANT. 

Pumping:     Steam  power;  no  standplpe  or  pressure  reservoir. 

Public  Service. 

Hydrant  rental:  41  hydrants,  each $25.00  per  year 

High   school    80.00 

Whittier  school ' 40.00 

Longfellow  school  20.00        " 

Kindergarten    10.00        " 

City   hall    12.00 

Commercial  Service. 

Meter  Rates: 
Service  charge: 

%  inch  meter I  .75  per  quarter 

%     "         *'      1.00    •' 

1  "         "      1.50 

li/>      "  "      '. 2.00 

2  "  " 3.00 

:{         "         *'      6.00 

Charge  for  water: 
For  the  first  5,000  cu.  ft.  used  through  a  meter,  per  quarter,— 

8  CIS.  per  100  cubic  feet. 
For  the  next  5,000  cu.  ft. — i6  cts.  per  100  cubic  feet. 
For  all  over  10,000  cubic  feet  per  quarter,  4  cts.  per  100  cu.  ft. 
Flat  Rates: 

Kitchen  faucets $4.00  per  year 

Store   faucets    4.00        " 

Private  closets   1.00        •• 

Private  bath  tubs 2.00        « 

Hotel  faucets 7.50 

Public  closets   6.00        ** 

Public  urinals 5.00 

Barber  shop   faucets 6.00        " 

Pressure  on  beer 2 .00        " 

Boilers  2.00 

Saloons   faucets    8.00        " 

Public  bath  tubs   6.00        - 

Meat  markets  6.00        ** 

Horses  and  cows 1 .00        *• 

OfBces   3.00        ** 

Lawn  sprinkling  2.00        " 

Metefrs  installed  and  maintained  by  water  department. 

Bills  due  and  payable  quarterly.    Water  turned   oflf  where   bills 

are  15  days  overdue.    A  charge  of  |1.00  made  for  turning  off 

and  on  water  for  nonpayment  of  bills. 
Hours  for  lawn  sprinkling  6  to  8  a.  m.  and  p.  m. 

TWO  BIVEBS. 

(Population,  4,850.) 
MUNICIPAL  PLANT. 

Pumping:     Steam  power;  standpipe. 

Public  Service. 

Hydrant  rental:  75  hydrants  at  first  of  year  and  2  hydrants  added 
during  year,  $3,375. 
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Conunercial  Service. 

Meter  Rates: 

Minimum  quarterly  charge,  50  cts. 

Per  100  cu.  ft 14  cts. 

Bills  due  and  payable  quarterly. 

A  charge  of  $8.00  made  for  service  pipe  (%  in.)  from  main  to  curb 
upon  completion  of  the  work. 

Fixtures  not  to  be  kept  running  when  not  in  actual  uscf. 

Hours  for  sprinkling  from  G  to  8  a.  m.  and  p.  m.  Nozzle  must  be 
used  with  hose. 

Fountains  permitted  for  10  hours  a  day  between  the  hours  of  6  a. 
m.  and  10  p.  m. 

A  charge  of  $1.00  made  for  turning  off  and  on  water  occasioned  by 
violation  of  any  of  thef  rules  and  regulations  of  water  depart- 
ment or  for  nonpayment  of  bills. 

Consumers  may  be  required  to  install  meter  at  their  own  expense. 

UNION  GROVE. 

(Population,  616.) 
UNION   GROVE  WATER  WORKS. 

Pumping:     Steam  power;   standpipe. 

Public  Service. 

Hydrant  rental:  20  hydrants,  each $17.00  per  year 

Commercial  Service. 

Flat  Rates: 

One  faucet  for  domestic  use?,  each  faucet $  6 .  00  per  year 

Each  additional  faucet 1.50 

Bath  tub,  for  domestic  use,  each  tub  and  family    3 .  00        " 
Hose  for  lawn  use,  not  to  exceed  one-half  hour 
per  day  and  with  a  nozzle  not  to  exceed 

^4  inch  orifice,  season 3 .  00 

Hose  for  washing  carriages  and  wagons,  ^ch 

carriage  or  wagon 1 .00 

Horses,  cows,  mules,  etc.,  each  animal 1 .  00 

Stores,  dry  goods,  groceries,  drugs,  etc.,  single 

faucet   6.00        " 

Saloons  10.00 

Water  closets,  used  by  one  family 6.00        '* 

Bills  due  and  payable  quarterly  on  the  11th  days  of  January,  April, 

July  and  October  each  year,  except  for  lawn  sprinkling,  bath 

tub  use.  horses,  cattle,  mules  and  building  purposes  which 

•      must  be  paid  for  on  application  for  the  same. 

Hose  for  lawn  sprinkling  must  be  used  betwe^en  the  hours  of  5  and 

7  a.  m.  and  6:30  and  8  p.  m.  and  no  hose  to  be  used  without 

a  nozzle. 

Consumers,  a*t  the  option  of  the  company,  to  install  meters  at  their 

own  expense. 
A  charge  of  $1.00  mad^  for  turning  off  and  on  water  occasioned  by 
violation  of  rules  or  regulations  of  water  company. 

VIROQUA. 

(Population,  2,059.) 
MTNICIPAL  PLANT. 

Pumping:     Gas  power,  standpipe. 

Public  Service. 

Hydrant  rental:  26  hydrants,  each $5 

2  drinking  fountains 20  each 

2  watering  troughs  10     ** 

1  rest  room ^0 
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'  Commercial  Service. 

Meter  Rates: 

Minimum  annual  cliarge,  |5.00. 

When  daily  consumption  is  less  than  1000  gal.  .$  .25  per  M  gal. 

When  daily  consumption  is  over  1000  gal 15  per  M  gaL 

Flat  R.\tes: 

Private  residences  $5 .00  per  year 

Each  barn  with  not  exceeding  5  head  of  stock..  2.00        " 

For  each  additional  head  of  stock 50        " 

Each  additional  orifice 2.00        " 

Flushing  closets  or  urinals,  each,  private 2.00        " 

Sprinkling  lawns  with  hose 5.00        " 

Laundries Metefr,  or  special  rates 

Hotels,  each  additional  orifice.  .Meter,  or  special  rates 

Hotels,  single  orifice Meter,  or  special  rates 

Hotel  barns Metcrr,  or  special  rates 

Livery  stables  (buggies  not  washed) 

Meter,  or  special  rates 

Livery  stables,  extra  for  washing  buggies 

Meter  or  special  rates 

Flouring  mills Mefter,  or  special  rates 

Feed  mills Meter,  or  special  rates 

Saloons Meter,  or  special  rates 

Steam  engines  for  manufacturing 

Meter,  or  special  rates 

Stores  and  business  places 5.00        ** 

Offices    5.00 

Barber  shops 5.00        " 

Bills  due  and  payable  semi-annually  on  the  first  day  of  January 
and  July  each  year.    Ten  per  cent  added  to  bills  30  days 
overdue. 
Meters  furnished  and  set  and  repaired  at  expense  of  consumer  at 

option  of  city  or  consumer. 
A  charge  made  for  turning  off  and  on  wat^  for  violation  of  rules 
or  regulations,  for  nonpayment  of  bills,  for  neglect  to  stop 
waste  of  water,  or  for  failure  to  make  needed  repairs. 
Multiple  rates  charged  applicants  who  locate  fixtures  to  supply  a 

plurality  of  residences. 
Hose  with  a  nozzle  no  larger  than  l^  inch  permitted  for  sprink- 
ling between  hours  of  6:30  and  7:30  a.  m.  and  6:30  and  7:30 
p.  m. 

WASHBURN. 

(Population,  3,830.) 
WASHBURN  WATER  WORKS  CO% 

Pumping:     Steam  power;  pressure  reservoir. 

Public  Service.  . 

Hydrant  rental:  50  hydrants,  each 180.00  per  year 

26  hydrants,  each 50.00 

Commercial  Service. 
Meter  Rates: 

Minimum  quarterly  charge,  |2.50. 

When  daily  consumption  is  100  gals .$  .40 

1000  to  2000  gals,  per  day  per  1000  gals 30 

2000  to  3000  gals,  per  day  per  1000  gals 25 

5000  to  10000  gals  per  day  per  1000  gals 20 

^  Question  of  rates  now  pending  before  the  Commission. 
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Plat  Rates: 

Bankers I  8 .  00  per  year 

Bakeries,  daily  average  each  bbl.  flour  used  per 

bbl 4.00 

Barber  shops,  each  chair 8 .  00        " 

Baths,  private,  per  tub 5 .  00 

Baths,  public,  per  tub 10.00 

Baths,  hotel  or  boarding  house,  tub 7.00        " 

Blacksmith  shop,  each  flre 4.00        " 

Boarding  houses,  per  room 2 .  50        " 

Churches  Free 

Offices  with  wash  basins 8.00        " 

Printing  offices.  6  hands  or  raore,  per  hand 3.00        " 

Photograph  galleries 20.00        " 

Residences,  one  family,  4  rooms  or  less 10.00        •* 

Residences,  one  family,  each  addition  room . .     1 .  00        " 

Residences,  two  families 15 .  00        " 

Restaurants,  hotels,  halls  and  theaters.. Special  rates 

Schools  (free  public) Freie 

Stables,  private,  including  washing  carriages, 

one  horse  4 .  50        " 

Stables,  private,  each  additional  horse  or  cow..     1.50        *• 
Stables,  livery,  boarding  or  sale,  including  car- 
riage washing,  per  horse. .  .• 2. 00        " 

Steam  boiler,  per  horse  power 5.00        " 

Saloons $25.00  to  50.00 

Wash  basins,  self  closing. 3.00        *• 

Stores  and  shops $10.00  to  30.00        " 

Urinals,  private,  self-closing 3.00        " 

Water  closets,  private,  self-closing 5 .00        " 

Urinals,  public,  self-closing 7.00        " 

Water  closets,  public  hotels,  saloons  and  stores  10.00        " 

Season  Rates. 
Sprinkling  lawns  with  %  inch  nozzle  four  hours 

a  day,  50  ft.  front  or  less 7.50        " 

Street  corner  lots  measurement  on  both  fronts 
for  street  sprinkling,  in  addition  to  lawn 

sprinkling,  per  foot 05        ** 

Fire  Protection  Rates. 

DD  flre  hydrants $25 .  00  per  year 

Inside  fire  protection  will  be  charged  in  proportion  to  the 
size  of  the  pipe  leading  into  the  building. 

2  inch  pipe $  20.00  per  year 

3  inch  pipe 35.00        " 

4  inch  pipe 50.00 

6  inch  pipe 100.00 

8  inch  pipe 1.50.00 

All  costs  of  connections  to  mains  and  all  piping  and  hy- 
drants to  be  paid  for  by  consumer. 
Building  Purposes. 

Stone,  per  cord 15  cts. 

Brick,  per  1000 10  cts. 

Plastering,  nor  1 00  sq.  yds 25  cts. 

Sidewalk,  5  ft.  4  in.  wide  per  lineal  foot 1  ct 

Brick  street,  concrete  base,  per  lineal  foot 3  cts. 

Asphalt  street,  concrete  base,  per  lineal  foot 3  cts. 

Tar  macadam,  concrete  base,  per  lineal  foot 3  cts. 

Common  macadam,  per  lineal  foot 2  cts. 

Street  work  prices  based  on  street  32  feet  wide. 

^ewer  work  per  lineal  foot  for  each  foot  in  depth,  1%  eta. 
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Concrete  walls,  same  as  price  for  stone. 
Cement  curb  and  gutter,  per  lineal  foot,  V2  ^t. 

Bills  due  and  payable  in  advance  quarterly  on  the  first  days  of 
January,  April,  July  and  October  of  each  year,  exc^t  for 
lawns  and  sprinkling  and  meter  bills.  Bills  for  lawns  and 
sprinkling  are  payable  in  advance  for  the  season  on  May  1 
each  year.  Where  water  is  furnished  through  a  metefr,  a 
deposit  equal  to  the  estimated  amount  of  water  bill  for  three 
months  required.  Water  will  bef  shut  off  in  cases  where  bills 
are  15  days  overdue. 

Fixtures  located  in  hallways  or  other  public  places  to  be  rated  for 
full  amount  that  would  be  chargeable  to  different  parties 
having  acceiss  to  them. 

A  charge  of  $1.00  made  for  turning  off  and  on  water  occasioned  by 
violation  of  rules  or  regulations  of  the  water  company  or  for 
nonpayment  of  bills. 

No  hose  to  be  used  without  a  nozzle  no  larger  than  %  inch,  and 
lawn  rates  to  be  charged  where  hose  bibs  are  on  the  prem- 
ises. 

Meters  to  be  furnished  and  installed  by  company. 

WATERTOWN. 

(Population,  8,829.) 

MUNICIPAlj  PLANT. 

Pumping:     Steam  power;  standpipe. 

Public  Service. 

City  sprinklin?  and  other  public  service,  meter  rate  6  cts.  pcfr  M  gal. 

Commercial  Service. 

Meter  Rates  : 

Minimum  annual  charge,  $5.00. 
When  daily  consumption  is 

100  to  300  gallons,  per  1000  gallons 10.25 

300  to  1000  gallons,  per  1000  gallons 20 

1000  to  6000  gallons,  per  1000  gallons 15 

6000  to  14000  gallons,  per  1000  gallons 12 

14000  to  20000  gallons,  per  1000  gallons 10 

20000  to  30000  gallons,  per  1000  gallons  08 

30000  to  50000  gallons,  per  1000  gallons  O614 

Over  50000  gallons,  per  1000  gallons 06 

Flat  Rates: 

Building  purposes  for  1000  brick,  wetting  and  making 

mortar    $0.0S 

Building  purposes,  for  stone  per  cord 08 

Ruildinj?:  purposes,  fur  cement  blocks  per  cord 08 

Building  purposes,  for  100  square  yards  of  plastering...       .15 
Building  purposes,  including  walks  and  gutters,  cement 

and  concrete  work  per  square"  yard 02 

Cisterns  and  tanks,  exclusive  of  labor,  50  barrels  or  less    1.00 

Each  additional  50  barrels 50 

Payment  of  rates  for  building  purpose  to  be  made  in  advance. 

Bills  due  and  payable  quarterly  on  the  first  days  of  March,  June, 
September  and  December  in  each  year. 

Meters  furnished  and  installed  by  the  city  at  its  own  expense. 

All  service  pipes  from  main  to  curb  to  be  laid  by  city  free  of 
charge. 
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^^ ,  WAUKESHA. 

iVff'  (Population,  8,740.) 

MUNICIPAL  PLANT. 

Pumping:  Steam  power;  standpipe. 

Public  Service. 

'-^  Hydrant  rental:  227  hydrants,  each  $30.00  per  year,  payable  semi- 

annually. 
f  *  Water  furnished  to  the  city  at  6  cts.  per  1000  gallons  for  all  other 

'>5  purposes. 

h  Commercial  Service. 

fr:  Meo'eb  Rates: 

Commercial  Rates  (Residences). 
^'  Minimum  quarterly  charge,  $1.50. 

r.  First     15,000  gallons  30  cts.  per  1000 

Next    10,000        *'       25  cts.  per  1000 

Next    25,000        **       20  cts.  per  1000 

Next  300,000        "       15  cts.  per  1000 

All  in  excess  of  above 10  cts.  per  1000 

Industrial  Rates  (Manufacturing  plants,  stores,  office  buildings, 

hotels,  apartments  or  boarding  houses,  clubs,  saloons,  livery 

stables,  depots  or  other  industries  operated  for  profit). 

Minimum  monthly  charge,  50  cts.  for  1  inch  meters  or  smaller. 

When  the  meters  are  larger  than  1  Inch  the  minimum  rate  is 

based  on  interest  at  the  legal  rate  and  depreciation  at 

the  rate  of  12%  on  the  cost  of  the  meter  and  the  cost  of 

connecting  same. 

First      5,000  gallons   <  . .  30  cts.  per  1000 

Next      3,000        " 25  cts.  per  1000 

Next      8,000        •'       .* 20  cts.  per  1000 

Next  100,000        "       15  -cts.  per  1000 

All  in  excess  of  above 10  cts.  per  1000 

Building  Rates. 

Brick  per  M 8  cts. 

Plastering  per  sq. 20   " 

Stone  per  perch 4   " 

Cement  walks  per  sq.  yd 1   " 

Concrete  per  cubic  yd .' 4    " 

Industrial  meters  read  monthly,  and  bills  due  and  payable  monthly 
on  the  10th  of  the  month  following  the  one  for  which  the  bill 
is  rendered. 
Commercial  meters  read  monthly  and  bills  due  and  payable  quar- 
terly on  the  10th  day  of  March,  June,  September  and  De- 
cember of  each  year  for  the  quarter  preceding. 
Municipal  meters  read  monthly  and  bills  due  and  payable  monthly. 
Consumer  to  pay  cost  of  laying  service  pipe  from  main  to  curb. 
A  deposit  of  $10.00  required  upon  application  for  water  serv- 
ice to  cover  such  cost. 
A  charge  of  $1.00  made  for  turning  on  water  in  cases  where  it  has 
been  turned  off  at  request  of  consumer  except  in  cases  of 
accident  or  repair. 
Water  will  be  shut  off  when  consumer  fails  to  make  repairs  within 

a  reasonable  time  after  notice. 
One  meter  furnished  and  installed  for  each  consumer  at  cost  of 
city.  Additional  meters  furnished  and  installed  at  cost  of 
consumer.  City  repairs  meter  at  its  cost  occasioned  by 
wear  and  tear;  when  occasioned  by  other  causes  at  cost  of 
consumer. 


WAUKESHA.]  —  452  — [WIS.  R.  R.  COMM, 

City  to  test  meters  upon  request  of  consumer.    If  meters  are  found 
correct  at  cost  of  consumer,  if  found  incorrect  at  cost  of  city. 

WAUPACA. 

(Population,  2J89.) 

MUNICIPAL  PLANT. 

Pumping:  Electric  power;  pressure  reservoir. 

Public  Service. 

Commercial  Service. 

Meteb  Rates: 

Minimum  semi-annual  charge,  $2.50.  Gallons 

For  the  first  10,000  gallons  consumer $2.50  for    10,000 

For  an  additional  10,000  gallons  or  fraction 

at  25  cts.  per  1,000  5.00     '*      20,000 

For  an  additional  50,000  gallons  or  fraction 

at  20  cts.  per   1,000    15.00    "      70,000 

For  an  additional  50,000  gallons  or  fraction 

at  15  cts.  per  1,000   22.50     "     120.000 

For  an  additional  50,000  gallons  or  fraction 

at  10  cts.  per  1,000  27.50    "     170,000 

For  an  additional  50,000  gallons  or  fraction 

at  9  cts,  per  1.000 32.00     "     220,000 

For  an  additional  50,000  gallons  or  fraction 

at  8  cts.  per  1,000    36.00     "    270,000 

For  an  additional  50,000  gallons  or  fraction 

at  7  cts.  per  1,000 39.50    "    320,000 

All  water  consumed  in  each  six  months  period  over  320,000 

gallons  to  be  charged  for  at  the  rate  of  7  cts.  per  1,000 

gallons. 
Flat  Rates- 

Banks,  including  one  wash  basin $5.00  per  annum 

Bakeries $6.00  to  10.00     "         " 

Barber  shops,  three  chairs  or  less  5.00    "         " 

Barber  shops,  each  additional  chair 1.50     "         " 

Bath  houses,  public,  per  tub  . . .  •. Special 

Bathing  tubs  in  barber  shops,  each 3.00    "         " 

Billiard  rooms,  each  table 2.00    " 

Blacksmith  shops    5.00    " 

Boarding  and  lodging  houses  and  furnished 

rooms,  per  room   Special 

Boarding  schools,  per  room   1 .  00    "  " 

Building  purposes,  for  1,000  brick,  wetting 

and   making   mortar    10 

Building  purposes,   per   100  square  yds.   of 

plastering    15 

Building  purposes,  stone  per  cord 10 

Butcher  shops $8.00  to  10 .  00  per  annum 

Bowling  alleys 5 .  00 

Candy  manufactories   $8.00  to  10.00 

Cells  in  jails,  each  Special 

Churches,  free  less  the  cost  of  service  pipes, 

cocks,  etc. 

Cigar   manufactories    5 .  00    "         " 

Cisterns  filled.  50  barrels  or  loss  2.0O    "         " 

Each  additional  50  barrels  or  less 1.00    "         " 

Club  rooms   5.00    "         - 

Commercial   colleges    5.00 

Confectionery    10 .  00 

Dental   office    5.00 
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Drug  stores  $8 .  00  per  annum 

Dwelling  bouses,  six  rooms  or  less  for  each 

family,  with  one  sink 4.00    " 

Each   additional  room    50    *' 

Each  wash  basin    50    " 

Dyeing  and  scouring,  including  laundries.  .Special 

Eating  houses   15.00  to  10.00 

Fountains  flowing  not  to  exceed  eight  hours 

per  day  during  the  season   from  the 

first  day  of  April  to  the  first  day  of 

November,  one  Vs  inch  orifice 15.00 

Each  additional  one-eighth  inch  jet 2.00 

Fountains,     one-sixteenth-inch     jet     for  the 

season    10. 00 

Each  additional  one-sixteenth-inch  jet..     2.00 

Fountains,  one-quarter-inch   jet    25 .  00 

Fountains,  flve-sixteenth-inch  jet 45. 00 

Hotels,  per   room    Special 

Ice  cream  saloons,  three  tables  or  less 5.00    *'         *' 

Each  additional  table 50    " 

Laundries   Meter  rates  or  special 

Livery,  sale  and  feed  stables,  per  single  stall 

including  washing  of  carriages Special 

TjOcomotives Special  or  meter  rates 

Lumber  yards Special  or  meter  rates 

Manufacturing  establishments,  Special  or  meter  rates 
Offices  and  sleeping  rooms  ocupied   by  not 

more  than  2  persons Special 

Offices  and  sleeping  rooms,  each  additional 

person    Special 

Photograph  galleries   |5.00  to  10. 00  per  annum 

Private  stables,  one  horse,  one  cow  or  two 

horses,   washing  carriages 2.00    "         " 

Each  additional  horse 75    "         " 

Private  bath  tub  2.00    *' 

Private  bath  tubs,  each  additional  tub 1.00    " 

Printing  offices,  engines  extra  Special 

Public  bath  tubs,  each  tub Special 

Public  halls   Special 

Puddling  ditches,  etc Special 

Restaurants  three  tables  or  less $5.00  to  10.00  per  annum 

Railroad  depots  Special  or  meter  i 

Stores,  24  feet  or  less 5 .  00  per  annu^  j 

Each   additional   foot- 25    " 

Stores  of  irregular  shape  In  proportion 

Saloons    $10.00  to  16.OO    " 

Soda  fountains,  when  exclusive  5.00    *'         " 

Soap  manufactories   Special  or  meter  rates 

Steam  boilers,  for  house  warming,  etc.,  for 

each  square  foot  of  fire  surface Special 

Urinals,  public,  with  constant  flow 6.00  per  annum 

Urinals,   in  hotels,     boarding     houses     and 

saloons    3.00     "         " 

Urinals,  in  blocks  and  manufacturing  estab- 
lishments         2.50    " 

Urinals,  in  stores,  banks  and  offices 1 .  50    "         "  1 

Urinals,  in  private  houses  1 .  50    "         " 

Warehouses   Special  or  meter  rates 

Water  closets,  private,  per  bowl    2.00    "         " 

Water  closets,  public,  per  bowl   5.00    "         " 

Water  power  for  sewing  machines,  private 

families,  Special 
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Water  power  for  seamsters  and  tailors Special 

Water  power  for  other 

purposes Special  or  meter,  rates 

Workshops,  ten  persons Special 

Each  additional  person Special 

Yard  hydrants,  dwelling  or  boarding  house  rates. 

Lawn  sprinkling,  per  lot  66  feet  by  132.  feet. .  $4.00  per  annum 

Each  additional  front  foot,  four  cents  per  foot 
Rates  for  all  other  purposes  that  may  be  applied  for,  not  named 
in  the  foregoing  schedule,  will  be  fixed  by  estimation  or 
meter,  by  the  superintendent  or  water  commission. 
Rates  'fixed  by  superintendent  or  water  commission-: 
Waupaca   Republican    Post   printing   office    and   power 

for  presses $90 .  00 

Hotel  Delavan 55.00 

Riverside  Hotel  11.88 

W.  Fulton  Str.  Hotel 26.64 

Park  Hotel 35.00 

Waupaca  county  court  house,  jail,  etc 80.00 

Union  Starch  Co.,   (when  running),  per  day. 5.00 

Waupaca  Potato  &  Starch  Co.  (when  running),  per  day.       5.00 
Waupaca  Green  Bay  R.  Co.,  water  for  locomotives,  etc. .     25.00 

Soo  Ry.  Co..  water  for  locomotives,  stations,  etc 600.00 

Waupaca  Electric  Light  &  Railway  Co.,  boiler,  etc.  .Meter  rate 

Wisconsin  Granite  Co 45.00 

Waupaca  Creamery  Co 25 .  00 

Above  rates  are  annual  except  where  otherwise  specified. 
Bills  due  and  payable  semi-annually  on  the  first  day  of  January  and 
July  each  year.     10%  will  be  added  to,  bills  10  days  overdue 
in  addition  to  5%  also  for  fees  of  collection. 
No  charge  made  for  tapping  main.     City  to  carry  water  to  curb  line 
of  street  free  of  charge  provided  the  applicant  pay  his  water 
rent  one  year  in  advance. 
A  charge  made  for  turning  on  and  off  water  occasioned  by  violation 

of  rules  and  regulations  governing  takers  of  water. 
A  charge  of  $2.00  made  for  turning  on  and  off  water  for  failure  to 
make  repairs  of  service  pipes  or  fixtures  within  24  hours  after 
notice  of  needed  repair. 
Rates  for  building  purposes  may  be  had  by  special  permit  upon 

■  application  and  must  be  paid  in  advance. 
Fixtures  not  to  be  kept  running  when  not  in  actual  use  except  by 

special  permit  and  payment  of  additional  rates. 
Use  of  hand  hose  for  sprinkling  and  washing  sidewalks,  etc.,  per- 
mitted from  6  to  8  a.  m.  and  from  5  to  8  p.  m.    Hose  to  be  no 
larger  than  %  inch  with  a  nozzle  no  larger  than  ^  inch. 
Use  of  yard  fountains  permitted  for  6  hours  per  day  between  April 

1  and  November  1  in  each  year. 
Private  hydrants  for  fire  protection  only  permitted  to  large  consum- 
ers at  their  own  expense.    'Water  in  such  cases  furnished  free 
of  charge. 
Consumer  may  install  a  meter  at  his  own  expense,  or  city  may 
install  meter  at  its  expense  on  any  service  pipe. 

WAUPUN. 

(Population,  2,662.) 
MUNICIPAL  PLANT. 

Pumping:     Steam  power;  standpipe. 

Public  Service. 

Hydrant  rental:  49  hydrants,  each $20.00  per  year 
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Oomniercial  Service. 

Meter  Rates: 

Minimum  annual  charge |6 .  00 

First  15,000  gallons  per  annum |0.40  per  M  gal. 

Next   10,000        "  •♦ 35 

*'      10.000         "  **  25 

All  in  excess  of  35,000  gal.  per  annum 15  ' 

Fiat  Rates: 

Minimum   annual   charge $5 .  00 

Per  annum 

Banks,  includes  1  wash  basin $5 .  00 

Bakeries    7  50 

Barber  shops,  1  chair 5. 00 

each  additional  chair. 1.00 

Bathing  houses,  per  tub 5 .  00 

Bath  tubs  in  barber  shops,  each 4 .  00 

Blacksmith  shops  5 . 00 

Breweries,  etc.,  per  1,000  gallons 15 

Building  purposes,  per  1,000  brick,  wetting  and  making 

mortar 10 

Building  purposes,  per  100  square  yds.  plastering .15 

"    cord  stone 10 

Butcher  shops    5 .  00 

Churches   

rigar  manufactory 5.00 

Club  rooms 5 .  00 

Dental  rooms 5 .  00 

Drug  stores   5 .  00" 

Dwellings,  5  rooms  or  less  for  1  family  with  1  faucet 5.00 

"  each  additional  room 50 

"  two  or  more  families,  each  family 4.00 

Fountains,   flowing  not  exceeding  eight  hours  per  day 

from  April  1  to  Nov.  1.  %  in.  orifice 15.00 

Fountains,  each  additional  %  in.  jet 2. 00 

3-16  in.  jet  for  season 10.00 

V4.  "  25.00 

5-16  "  45.00 

revolving  sprays 3 .  00 

butterfly  valves 5.00 

Hose  for  washine:  and  sprinkling  sidewalks,  gutters,  out- 
side of  buildings,  etc.,  per  lineal  foot  front  business 

houses,  for  season 10 

Hose,  as  above,  for  private  houses 05 

(corner  lots  measure  both  street  fronts) 

Hose,  for  sprinkling  lawns,  2,000  square  feet 5.00 

"      used  as  fountain,  fountain  rates. 

Hotels,  per  room Special 

Laundries  " 

Livery  stables,  including  carriage  washing 30.00 

Manufacturing  establishments  Special 

Office  and  sleeping  rooms,  1  or  2  persons 3.00 

"  "  each  additional  person 1 .00 

Photograph  galleries  10.00 

Private  stables,  one  horse  and  cow,  or  two  horses,  wash- 
ing carriages  3 .  00 

Private  stabler,  each  additional  horse 1 .  00 

Private  bath  tubs   1 .  00 

Printing  offices   Special 

Public   halls    5.00 

Restaurants,  confectionery,  etc 6 .  00 
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Stores   $5 .  OO 

Saloons    8.00 

Steam  engines  per  horse  power 2 .  00 

Urinals,  public  self-closing    6 .  OO 

in   hotels,   boarding   houses   and   saloons,   self- 
closing    3.00 

in  blocks  and  manufacturing  establishments..     2.50 

in  stores,  banks  and  offices 1 .  50 

in  private  houses  1 .  50 

Warehouses   Special 

Wash  basins,  stationary,  first  basin  in  private  family.     Free 

"        all  others  each   1.00 

Water  closets,  private  per  bowl  3 .  00 

public  or  hotel   5.00 

Work  shops,  ten  persons    3 .  00 

"  "        each  additional  person 25 

Water  motors  or  power  for  sewing  machines,  etc Special 

Bills  due  and  payable  semi-annually  in  advance  the  first  4ay  of 
July  and  January  each  year.    5%  will  be  added  to  bills  10 
days  overdue.    Where  bills  are  20  days  overdue  wat^  will 
be  shut  off.    A  charge  of  $1.00  made  for  shutting  off  and 
turning  on  water  occasioned  by  non-payment  of  bill. 
Meters  furnished  and  installed  by  city  at  its  own  expense. 
A  uniform  charge'  of  $7.50  made  for  tapping  the  main  and  put- 
ting  in   the  service  pipe  to  the   curb   line,   including  cor- 
poration cock  and  service  cock  and  box. 
Service  pipe  from  main  to  be  maintained  at  the  expense  of  con- 
sumer. 
A  charge  of  $3.00  made  for  turning  off  and  on  water  occasioned  for 
failure  to  repair  service  pipes  or  fixtures  within  24  hours 
after  notice  of  needed  repairs. 
A  charge  made  to  cover  expenses  of  turning  off  and  on  of  water 
occasioned  by  violation  of  any  rules  or  regulations  governing 
takers  of  water. 
Fixtures  not  to  be  kept  running  while  not  in  actual  use  ^cept  by 

special  permit  and  payment  of  additional  rates. 
TTse  of  hand  hose  no  larger  than  %  inch  with  a  nozzle  no  larger 
than  14  inch  permitted  from  April  1st  to  November  Ist  each 
year.  Hours  for  lawn  sprinkling  purposes  from  5  to  8  a.  m. 
and  from  5  to  9  p.  m.  Hours  for  washing  windows,  etc 
from  5  to  9  a.  m. 
Yard  fountains  permitted   for  8  hours  per  day,  between  April  1 

and  November  1  each  year. 
Private  hydrants  for  fire  protection  only  permitted  to  large  con- 
sumers at  their  own  expense.    Water  for  such  purpose  fur- 
nished free  of  charge. 

WAUSAU. 

(Population,  18,000.) 

MUNICIPAL  PLANT. 

Pumping:     steam  power;  no  standpipe  or  pre"ssure  reservoir. 

Public  Service. 

Street  sprinkling  $525.00  per  year 

Commerrial  Service. 

Mktkr  Rates: 

Minimum  semi-annual  charge,  $2.50. 

For  th(?  first  8.333  gallons  consumed  at  $2.50  per  term  of  ( 
months. 
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For  an  add.  10.000  gal.,  or  fraction  30  cts.  per  1000 
25,000  "  25 

50,000  "  20 

50,000  "  15 

50,000  "  10 

50,000  '•  9 

50.000  "  8 

50,000  •'  7 

100.000  "  6 

All  water  consumed  in  each  six  months  period  over  443,333 
gallons  to  be  charged  for.  at  a  special  rate. 
Flat  Rates: 

Banks,  including  onef  wash  basin $10.00  per  year 

Bakeries,  "  **  ...  .10.00  to  15.00        - 

Barber  shops,  one  chair 3 .00        " 

each  additional  chair 2.00        •* 

Bath  tubs,  public,  per  tub  5.00        " 

private        "        3.00 

Second  tub  In  private  family,  free. 

Billiard  rooms,  each  table  2 .00        " 

Blacksmith  shops,  one  fire 3 .  00        " 

each  additional  fire 1.50 

Boarding  and  lodging  houses,  per  room 1 .00        ** 

Boilers  in  meat  markets  and  other  uses  outside 
of    manufacturing    plants,    each    horse 

power   1 .  00        ** 

Bookbinderics    8.00        ** 

Bottling  ale  and  beer,  etc 10.00        " 

Breweries,  distilleries,  malt  houses  and  recti- 
fiers, special  rates. 
Building  purposes — 1000    bricks,    wetting    and 

making  mortar 10 

100  square  yards  plastering 15 

Stone,  per  cord 15 

Churches,  free,  less  the  full  cost  of  services, 
pipes,  cocks,  etc. 

Churches — motors  for  running  organs 25.00  per  year 

Cigar  manufactories,  per  hand 1.50        " 

Cisterns  filled   (exclusive  of  labor)   50  bbls.  or 

less    2.00 

Each  additional  50  bbls.  or  less 1 .00        ** 

Club  rooms  5 .  00         " 

Confectionery  manufactories  10.00        " 

CowB — first  cow,  free,  all  others,  each. 1.00        " 

Hrug  stores   10.00        " 

Dwelling    houses.    4    rooms    or    less    for    each 

family    5,00 

Each  additional  room 50        ** 

Each  additional  family,  not  occupying  more 

than  4  rooms  in  samef  dwelling 3.00        *• 

Dwellings  connected  with  business  places,  same 
as  above,  with  extra  charge  for  business 
place. 

Dyeing  and  scouring   10.00  to  25.00        •* 

Eating  houses 10.00  to  20.00        " 

Fountains  flowing  not  exceeding  8  hrs.  per  day 
during  the  season  from  April  1st,  to  No- 


vember 1st,  I's  inch  orifice 15.00 


«< 


Each  additional  %  inch  jet 2.00 

Fountains,  1-16  inch  jet  for  the  scfason 10.00        *' 

Each  additional  1-16  inch  jet 2. 00 


f« 


•« 


•■ 


t« 
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Fountains,  Vt  inch  jet » 125.00  per  year 

Fountains,  5-16  inch  jet  45.00 

Glass  or  tumbler  washers 8.00        " 

Gas  works,  special  or  meter  rates. 

Halls,  public,   (fixtures  extra) 5.00 

Hose  (see  sprinkling). 
Horses  (see  stables). 

Hotels,  per  room  1 .  00 

Ice  cream  saloons,  3  tables  or  less 6 .  00 

Each  additional  table 50 

Laundries    20.00  to  50.00 

Livery    stables,  6    horses    or    less;    including 

washing  carriages   12 .  00        •* 

Each  additional  horse 1.00 

Locomotives,  special  or  meter  rates. 

Lumber   yards,  meter  rates 

Manufacturing  establishments,  special  or  meter 

rates. 

Meat  markets  (boiler  extra)   8.00 

Motors  in  churches  25 . 00 

All  other  special  rates,  no  motor  larger  than  a 

4  horse  power  will  be  supplied  with  water. 
Water  pressure  will  not  be  increased  for  the? 

benefit  of   motors,  normal    pressure    (56 

lbs.)  only  will  be  maintained. 
Offices  not  occupied  by  more  than  4  pefrsons.. 

Dental,  including  1  basin   5 .  00 

Doctors,  including  1  basin 5.00 

Private  or  business,  1  basin 5 .  00        ** 

Each  additional  person 1.00        ** 

Photograph  galleries   8 .  00 

Printing  offices  (engine  extra)   3.00  to    5.00 

Puddling  ditches,  etc.,  special  rates. 
Restaurant  (see  eating  houses). 
Railroad  depots,  special  cr  meter  rates. 

Stores  four  persons  or  less   5 .  00 

Each  additional  person   50        " 

Saloons    10.00        - 

Sleeping  rooms  in  blocks 1.00        ** 

Soda  fountains 5.00        " 

Soap  factories,  special  or  meter  rates. 
Stables,  public  (see  liveries). 

Stables,  private,  one  horse^ 1 .  00        " 

Stables,  private,  washing  carriage 50        •* 

Stables,  each  additional  horse 50        ** 

Stables  (sale  and  feed),  each  double  stall 1.00        " 

single  stalls   50        ** 

Steam  boilers,  50  horse  power  or  under,  run- 

ing  15  hours,  each  horse  power  12  hours 

for    1.00 

Each  additional  horse  power 50        ** 

Steam  boilers  for  house  warming,  etc.,  for  each 

square  foot  fire  service 30        " 

Sprinkling,  60x120  foot  lot  with  house  on  lot    1.00        " 

Each  additional  lot  or  part  of  lot 1.00        " 

Streets,  60  foot  front  or  less  to  center  of  street    1.00        " 

Each  additional  60  foot  or  fraction 1.00        •• 

Urinals,  public,  with  constant  flow 6.00        ** 

Urinals  in  hotels,  boarding  houses  and  saloons    3.00        ^ 
Urinals  in  blocks  and  manufacturing  establish- 

pients    2.50        •• 


«• 


«• 
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WAUWATOSA. 

(Population  3,346) 

MUNICIPAL  PLANT. 

Pumping:     Steam  power;  standpipe. 

Public  Service. 

2  public  buildings   no  charge 

2      "        fountains 

Commercial  Service. 

Mkter  Rates: 

Minimum  serai-annual  charge  $1.75. 

Per  100  cubic  feet   8  eta. 

Fjat  Ratks: 

Dwelling  houses,  for  one  family  occupying  a  house  containing 

5  rooms  or  less  (per  annum) $5.00  per  annum 

Each  additional  room 50    "         ** 

Houses  occupied  by  more  than  one  family  to  be  charged  at 
above  rate  for  one  family  and  $2  for  each   additional 
family. 
Bath  Tubs. 

Private',  each $3 .  00  per  annum 

Public,  each $5.00  to  15.00    " 

Wash  Basins. 

Private,  epich  $1 .00    " 

Public,   each 3.00    "         " 

Water  Closets. 

Private,   one?  water  closet  with   self-clos- 
ing valve   .. . 2.00     "     '    •• 

Each  additional   1.50    " 

Public,  one  water  closet  with  self-closing 

valves     4.00     " 

Each  additional   3.00    " 

Urinals. 

Private    one  self-closing  urinal.  .$2.00  to  $3.00    •*         " 

Each  additional   1.50    " 

Public,  one  self-closing  urinal 6 .  00     "         *• 

Each  additional   4.00    " 

Street  Washers. 

To  be  used  for  sprinkling  sidewalks  and 
half  Street  only,  for  25  feet  or  lesB $4.00    •^        ^ 


i 
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Urinals  in  banks  and  offices $2 .50  per  year 

Urinals  in  private  houses 2 .  50        *' 

Warehouses,  special  or  meter  rates. 

Wash  basin,  stationary,  first  basin  in  private 

family  free,  all  others  each ; 1 .  00        " 

Water  closets,  private,  per  bowl 2 .  50        '*  ! 

Second  closet  in  private  family  free. 

Water  closets,  public,  per  bowl 5.00        **      ' 

Water  power  for  sewing  machines,  private  fam-  - 

ily 3.00 

Water  power  for  seamstresses  and  tailors 

5.00  to    8.00 

Water   power   for  other   purposes,   special   or  '^ 

meter  rates. 

Work  shops,  10  persons    3. 00 

Work  shops,  each  additional  person 25 

Yard    hydrants,    dwelling   or   boarding   house, 

lowest  rates   5.00 
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For  every  foot  above   25,   per  foot  addi- 
tional   $0.15  per  annum 

All  hose  bib-cocks  charged  as  street  washers. 
Lawn  Sprinltler. 

For  permits  to  sprinkle  lawns  or  gardens  from  May  1st  to 
November  1st  only. 

For  the  first  1,000  sq.  ft.  or  less |2. 50  per  annum 

For  every  additional  1,000  square  feet  or 

part  thereof 1.00    " 

Private  Stables. 

Each  carriage  or  buggy  horse |2.00    "         " 

Each  work    horse 1.00    " 

Each  cow    1.00    " 

The  above  includes  water  for  washing  carriages,  but   it 
does  not  permit  the  use  of  hose  for  washing  either 
horses  or  carriage's. 
Hose  to  be  used  for  washing  each  one  or 
two  horses  and  carriage's   or  spring 

wagon    $.") .  00  per  annum 

Bakeries,  for  each  barrel  of  flour  of  average 

daily  use  3.00    " 

Banks $10.00  to  15.00    " 

Barber  shops,  first  chair 3.00    "         •* 

Barber  shops,  each  additional  chair 2.00    "         " 

Billiard  tables,  each 1.00    " 

Brick  yard,  each  1000  brick. . .  ^ 06 

Churches   $5.00"  to  15.00     " 

Eating  housps  and  restaurants,  each  table...     1.00    "         " 

Forges,  each   3 .00    "         " 

Foundry,   each  fircr 3.00    " 

Greenhouses  $10.00  to  50.00    " 

Grain  elevators,  for  ten  persons  or  less 5.00    "         •• 

Grain  elevator,  each  additional  person 25    "         " 

Halls,  of  2000  sq.  ft.  or  loss  area 4.00    "  ** 

Halls,  for  each  additional  1000  feet  or  fraction 

thereof    1.00    " 

Meat  markets  $6.00  to  20.00    " 

Offices  and  sleeping  rooms  in  blocks,  rated  as 
hotels. 

Photograph  galleries  $10.00  to  20.00    " 

Printing  .offices  for  each  press $3.00  to    6.00    "  " 

Printing  offices,  for  ten  persons  or  less 5.00    "         •• 

Printing  offices,  for  each  additional  person..       .25    "         " 

Packing  houses,  for  ten  persons  or  less 5.00    "         ** 

Packint;  houses,  for  each  additional  person...     .25    "         *' 
Schools,  public  and  private,  fifty  scholars  or 

less   3.00    " 

Schools,  for  each  additional  fifty  scholars...     2.00    •*         *• 
Schools,  boarding,  boarding  ho\ise  rates. 

Stores,    wholesale   liquor $10 .  00    to    20 .  00 

Stores,  drug  $6.00  to    10.00 

Stores,  drug,  for  each  person  additional  over 

four    50    " 

Stores,  grocery   $3.00  to     8.00     "  ** 

Stores,    s:rocory,    for   each    person   additional 

over  four    50    "         " 

Stores,  dry  .a:oods  and  others $3.00  to    8.00    "         " 

Stores,  dry  good  and  others,  for  each  person 

additional   over   four 50    '*         •• 

Soda  fountains,  each 2.00    "         •• 
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Soda  fountains,  with  spray  tumbler  washer. .  $5.00  per  annum 

Steiim  engines    y-er  horse  power 4.00     *'         " 

Steam  boilers,  nor  squaie  foot  fire?  surface;  no 

license  less  than  $10.00 SO    " 

Theaters  $5.00  t->  13.00     " 

Wor!:  shops,  where  water  is  used  for  general 
but  not  special  purposes,  for  ten  persons 

or  less 5.00    " 

Work  shops,  for  each  additional  person 25     "         " 

The  above  rates  are  for  the  general  uses  of  water  in  and  about 
the  above  named  places,  but  do  not  include  the  use  of 
water  for  any  special  purposes. 
Flushing  Sowers. 

Flushing  6-inch  sewer,  each  100  feet  or  less $1.00 

Flushing  8-incb  sev/er,  each  100  feet  or  less 1.25 

Flushing  12-inch  sewer,  each  100  feet  or -less 1.50 

Flushing  15-inch  sewer,  each  100  feet  or  less 1.76 

Flushing  18-inch  sewer,  each  100  feet  or  less 2.00 

Settling  Trenches. 

Settling  first  100  feet  of  any  trench $2.00 

For  each  additional  100  feet  or  less  of  2  feet  wide 

trench 30 

For  each  additional  100  feet  or  less  of  3  feet  wide 

trench 45 

For  each  additional  100  feet  or  less  of  4  feet  wide 

trench    60 

For  efach  additional  100  feet  or  less  of  5  feet  wide 

trench    75 

For  each  additional  100  feet  or  less  of  6  feet  wide 

trench    90 

For  each  additional  100  feet  of  gas  pipe  trench 25 

Building  purposes. 

Brick  work,  per  1000 $0 .  06 

Cement  sidewalk  per  100  sq.  ft 10 

Cement  walls  per  100  cu.  ft 20 

Stone  work,  per  cord 15 

Plastevini;.  per  1 00  sq.  yds 30 

Filling  Cisterns. 

For  first  2000  gallons  or  less $3 .  00 

For  each  additional  1,000  gallons,  or  part  thereof 50 

All    water   supplied    by    the   water    works   to   saloons,    livery 
stables,    malt    houses,    laundries,    breweries,    hydraulic 
elevators,  hydraulic  motors,  distilleries,  beer  bottling  es- 
tablishments tanneries,  dyeing  establishments,  railroads, 
and  other  establishments  or  places  of  .business  not  enu- 
merated to  be  measured  by  meter,  and  will  be  rated  by 
meter  measurement. 
Meters  placed  on  services  supplying  water  for  purposes  men- 
tioned must  be  paid  for  and  k^pt  in  repair  by  the  owner 
of  the  premises  where  water  is  so  supplied. 
Bills  due  and  payable  the  first  day  of  January  and  July  each  year. 
Te^n  per  cent  added  to  bills  10  days  overdue  together  with  an 
additional  5  per  cent  for  fees  of  collector. 
A  charge  of  $2.00  made  for  turning  off  and  on  water  occasioned  by 

violation  of  the  rules  and  regulations  of  water  commission. 
Except  whefre  meters  are  used,  fixtures  not  to  be  kept  running 

when  not  in  actual  use. 
Street  sprinklers  and  washers  permitted  between  hours  of  4  and  8 
a.  m.  and  6  and  R  p.  m.    A  nozzle  no  larger  than  %  inch 
must  bcr  used  with  hose. 
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Special  permit  necessary  to  use  hose  for  washing  vehicles  or  houses 
and  payment  in  advance  of  rates  required.  A  nozzle  no 
larger  than  Vg  inch  required  for  such  purposes. 

Consumers  must  keep  all  service  pipes  from  main,  and  all  fixtures 
ill  repair. 

A  charge  of  |5.00,  together  with  expenses  of  turning  on  and  off 
water  and  making  repairs,  made  for  failure  to  repair  service 
pipe  between  ninin  and  stop  cock  within  time  specified  in 
the  notice  of  needed  repair. 

Tarcl  fountains  permitted  for  3  hours  each  day  for  4  months  of  the 
year.  Same  rule  applies  as  to  fountains  or  Jets  in  buildings. 
Additional  use  may  be  had  by  special  permit  and  payment 
of  additional  rates. 

WEST  ALLIS. 

(Population,  6,645.) 

MUNICIPAL  PLANT. 

Pumping:     Electric  power,  and  water  purchased;  no  standpipe  or  pres- 
sure reservoir. 

Public  Service. 

Hydrant  rental  (from  Milwaukee) $50  per  hydrant 

Street  sprinkling  (from  Milwaukee) 10  cts.  per  100  cu.  ft. 

Commercial  Service. 

Metku  Rates: 

Minimum  quarterly  charge.  $1.00. 

Annual  charge  of  $1.00  for  reading  meters,  payable  quarterly. 

Per  100  cubic  feet 10  cts. 

Flat  Rates: 

Flushing  sewers. 

6  inch  sewers  each  100  feet  or  less   $1.25 

"     *•      1.50 

'•      "       "      "      1.75 

'     "      2.00 

•'       '•      "       "      "      2.25 

Settling  trenches. 

100  feet  or  less,  each 75 

Building  purposes. 

Cement,  tile  or  artificial  stone  sidewalk,  250  sq.  feet 

or  less  '. 35 

All  over  250  sq.  ft.  per  100  sq.  ft 12 

Brick  work,  per  1000  sq.  ft 06 

Stone  work,  per  cord 12 

Plastering,  per  100  sq.  yds 15 

50  cu.  yds.  of  concrete  or  less 60 

Each  additional  cubic  yard 01 

Cement  blocks,  per  100 10 

Concrete  mixers  and  steam  shovels,  per  week 1.00 

Filling  cisterns. 

With  hose— up  to  50  bbls 2.00 

1  sprinkling  tank  of  water  delivered 1.00 

1—60  gal.  tank  of  water  delivered 1.00 

Bills  due  and  payable  quarterly  on  the  first  day  of  January,  April, 
July  and  October  each  year.  5  per  cent  added  to  bills  21 
days  overdue,  and  water  turned  oft  in  cases  where  bills  are 
31  days  overdue. 
A  charge  of  $2.00  made  for  turning  off  and  on  water  for  non-par 
ment  of  water  rates  or  for  violation  of  rules  of  water  de- 
partment. 
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A  charge  of  $5.00  made  for  shutting  off  water  occasioned  for  failure 
to  make  repairs  in  service  pipe  between  main  and  stop-cock 
within  time  specified  in  noticer  of  needed  repairs. 

Consumer  to  furnish,  install  and  maintain  his  meter  at  his  own 
expense.  City  to  charge  for  setting  and  testing  meter  at 
following  rates: 

For  setting  meter 75  cts. 

For  box  around  meter 50  cts. 

For  testing  meter  75  cts. 

Mains  to  be  tapped  and  service  pipe  to  be  put  in  and  maintained  at 
cost  and  expense  of  consumer.  Before  tapping  of  main  la 
permitted,  each  consumer  must  pay  50  cts.  per  lineal  foot  of 
his  lot  abutting  upon  street  where  mains  are  laid.  Where 
the  lot  is  a  corner  lot  and  abutting  on  two  or  more  streets 
where  water  mains  are  laid  and  has  a  frontage  of  150  feet  or 
less,  the  rate  applies  to  but  %  of  such  frontage.  For  front- 
age in  excfiRs  of  150  feet  to  be  paid  for  at  the  rate  of  60  cts. 
per  front  foot. 

WEST  BEND. 

(Population,  2,462.) 

MUNICIPAL  PLANT. 

Pumping:     Electric  power;  pressure  reservoir. 

Public  Service. 

Hydrant  rental:  31  hydrants  at  first  of  year  and  8  hydrants 

added  during  year $500 .  00 

City  Hall No  charge 

2  public  fountains No  charge 

Commercial  Service. 

Mcter  Ratks: 

Minimum  quartefrly  charge,  $1.25. 
For  manufacturing  purposes: 

Per  1000  gallons 8  cts. 

For  domestic  and  other  purposes. 

Per  1000  gallons 12  cts. 

Bills  due  and  payable  quarterly  on  the  first  day  of  January,  April, 
July  and  October  each  year.     10  per  cent  added  to  bills  10 
days  overdue,  and  water  will  be  shut  off  when  bills  are  12 
days  overdue. 
Consumers  must  put  in  at  their  own  expense  approved  meters. 
Private  hydrants  for  firo  protection  only  permitted  to  large  con- 
sumers at  their  own  expense.     Water  for  such  purposes  furn- 
ished free  of  charge. 
Fixtures  not  to  be  l^ept  running  when  not  in  actual  use  except  by 

special  permission  and  payment  of  additional  rates. 
Entire  service  pipe  and  fixtures  to  be  kept  in  repair  at  cfxpense  of 

consumers. 
A  charge  of  $1.00  made  for  turning  off  and  on  water  occasioned  by 

violation  of  rules  of  c*bmT>any. 
A  charge  of  $12.00  for  a  ^/j  inch  tap,  or  of  $15.00  for  a  1  inch  tap, 
made  for  trenching,  tapping  and  nefcessary  fittings  except 
service  pipe,  the  additional  cost  of  which  is  to  be  paid  for  by 
applicant. 
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WESTBY. 

(Population,  902.) 

MUNICIPAL  PLANT. 

Pumping:     Power  purchased  from  light  plant,  standpipe. 

Cominercial  Service. 

Minimum  annual  charge,  $3.00. 
When  daily  consumption  is: 

500  gals,  or  less $0.40  per  M  gal. 

500  to  1000  gaJs 35  per  M  gaL 

Flat  Rates: 

Private  re*sidences $  5 .  00  per  annum- 
Private  barns,  not  over  two  head  of  stock...     2.00  '*         '* 

Each  additional  head 50  " 

Public  bath  tubs,  each 8.00  "         " 

Boarding  stable   10. Ou  " 

Hotels    15.00  " 

Hotel  bars 10.00  " 

Extra  for  washing  buggies  in  livery  barns. . .     8.00  "         " 

Barber  shops    5. 00  "         '* 

Restaurants    .8.00  " 

Sanitary  closets,  each 5 .  00  '*         " 

Water  closets    3.00  " 

For  each  wash  bowl  in  wash  room,  where  fau- 
cets are  used  in  hotels,  restaurants  and 

boarding  houses  1.00  **         ** 

Drug  stores  8.00  " 

Extra  for  soda  fountain 2.00  " 

Steam  heating  plants  in  hotels,  stores 3.00  **         " 

Steam  heatln;^'  plants  in  residences 1.00  "         " 

Hot  wa'r-'    1.00  " 

WHITEHALL. 

(Population,  703.) 

MUXiriPAL  PLANT. 

Pumping. 

Commercial  Service. 

Metfu  Rates: 

Minimum  annual  rates,  $5.00. 

Less  than  200  gallons  per  day $0.30  per  1000  gals.. 

200  to  300  gallons  per  day 25  per  1000  gals, 

300  to  600  gallons  per  day 20  per  1000  gals. 

600  to  4000  gallons  per  day 15  per  1000  gals. 

4,500  gallons  and  upwards  per  day 10  per  1000  gals. 

Flat  Rates: 

Banks  $  5.00  per  j&lt 

Bakeric  s  shall  be  charged  a  special  rate  accord- 
ing to  the  average  daily  use  of  flour. 

Barber  shops — two  chairs  or  less 5,00        " 

Bath    tub— private 1.00         " 

Each  additional  tub..: 1.00 

Blacksmith  shops— first  Are 4.00 

Each  additional  fire 2.00        " 

Boarding  house's 5 . 00        " 

Billiard  rooms    6.00        '* 

Breweries,  distilleries,  etc Special 
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Building  purposes — Per  1000  brick $0.06 

Per  perch  of  stone 03 

Per  100  square  yards  of  plastering 25 

No  permit  le'ss  than 1 .  00 

Brick  yards   Special 

Cigar  factories  employing  ten  persons  or  less. .     6.00  per  year 

Candy  factories $6.00  to  10.00        *' 

Churches    Free 

Court   house    15.00        " 

Dentists'  offices   . . . : 5.00        " 

Dwelling  houses — family  of  six  persons  or  less    5.00        " 
Fountains — to  be  used  not  over  eight  hours  per 
day  for  the  season  of  seven  months — 1-16 

inch  jet    10.00 

Vf»  inch  jet 20.00 

3-16  inch  jet 35.00 

Foundries  and  machine  shops Special 

Halls   5.00 

Hotels   Special 

Ice  cream  saloons 6.00        " 

Laundries    Special 

Manufactories    Special 

Meat  markets — with  privilege  of  hose  for  wash- 
ing floors 8.00        " 

Office    5.00 

Photograph  galleries  Special 

Printing  offices   6.00        " 

Packing  houses  Special 

Restaurants   8.00        " 

Soda  fountains   Special 

Stores    5.00         "      . 

Saloons Special 

Sprinkling — hose  attachment   for  street,  lawn 

and  yard  sorinkling 5.00        " 

Stables,  livery— 12  horses  or  less 10.00        " 

Each  additional  horse 75        " 

Hose?  for  washing  vehicles 3 .  00        •* 

Cows — no    deviation    from    this   price    for 

cows   pastured    75        " 

Schools   Special 

Water   per   barrel 02%     ** 

Water   closets    in    hotels,    saloons   and   public 

places,  self-closing  faucets 5.00        " 

Private  self-closing  faucets 3 .  00        " 

No  permits  will  be  granted  for  baths  or  wash  basins  when 
water  is  not  also  taken  for  household  or  office  purposes. 
Bills  due  and  payable  annually  on  the  first  of  July;   10  per  cent 
added  to  bills  10  days  overdue  with  an  addition  of  5  per 
cent  for  fees  of  collector. 
Meters  to  be  furnished,  installed  and  maintained  at  expense  of  con- 
sumers. 
Private  hydrants  for  fire  protection  only  permitted  to  large  con- 
sumers   at   their    own    expense?.    Water    furnished    free    of 
charge  in  such  cases. 
Fountains  permitted  for  8  hours  each  day  from  April  1  to  Novem- 
ber 1.    Additional  use  may  be  had  by  special  permit  and 
payment  of  additional  rates. 
Hose   no   larger   than   %    inch  with   a   nozzle   no  larger  than   % 
inch  permitted  for  sprinkling  purposes  and   washing  win- 
dows, etc.  from  the  first  day  of  May  to  first  day  of  Novem- 
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ber.    Hours  for  use  of  hose  for  lawn  and  street  sprinkling 

from  6  to  7  a.  m.  and  from  6  to  8  p.  m.  cfxcept  through 

months  of  July  and  August  when  use  is  extended  to  from  5 :  30 

to  8:30  p.  m. 
A  charge  of  $1.00  made  for  turning  off  and  on  water  occasioned  by 

violation  of  rules  and  regulations  governing  water  takers. 
Expenses  of  putting  in  and  maintaining  sefrvice  pipes  and  fixtures 

to  be  paid  by  consumers. 
Fixtures  not  to  be  permitted  to  be  kept  running  while  not  in  actual 

use. 

WHITEWATER. 

(Population,  3,224.) 

WHITEWATER  WATER  WORKS  CO. 

Pumping:     Steam  power;  standpipe. 

Pnblic  Service. 

Hydrant  rental:  96  double'  nozzle  hydrants,  city  schools,  2  public 
fountains,  3  public  water  troughs.   2  public  drinking  foun- 
tains, the  annual  rate  of  all,  $4,000. 
Each  additional  hydrant  at $33.00  per  annum 

Sprinkling  ^agon,  one  wagon  used  daily 25.00  per   month 

Commercial  Service. 

Meter  Rates: 

Minimum  monthly  charge,  80  cts. 

First    20,000  gallons  per  month $0.40    per  M  gal.  net. 

Next     80.000  gallons  per  month .20    per  M  gal.  net. 

Next  500,000  gallons  per  month 064  per  M  gal.  net. 

Over  600,000  gals,  per  rao.  entire  cons.     .06    per  M  gal.  net. 
Fl.vt  Rate.s: 

Minimum  quarterly  cl::.:r'    *1.25.  Quarterly  rates. 

Banks   $  2.00 

Banks,  with  hose  connection 2.50 

Bakeries — daily  average  of  cr.ch  bbl.  of  flour 1.00 

Bakeries,  none  less  than 2 .  50 

Barber  shop — first  chair  with  basin 1.50 

Each  additional  chair 75 

Baths,    private    1 .  00 

•*       hotels  or  boarding  house,  first  tub 2.00 

Each  additional  tub   1.00 

Baths,  public,  first  tub 3.00 

Each  additional  tub 2.00 

Blacksmith  shop,  first  fire 1.25 

Rach  additional  fire 50 

Boarding  house,  per  room 85 

No  license  less  than 2 .  50 

Printing  office — six  hands  or  less 3.00 

Each  additional  hand 35 

•               Residence — occupied  by  one  family,  four  rooms  or  less..     1.00 
Residence — no  rate  less  than 1 .  25 

Each  additional  room 25 

Stable — private,  one  horse  and  carriage 1.00 

Each  additional  horse 50 

j  •  Cow,  in  addition 50 

Saloons    $3.00   to    5.00 

Meat  markets   3 . 00 

Shops   Special  rates 

T  Stores    2.00 
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Stores,  with  hos8  connection $2.50 

Self-closing  public  faucet "   2.o6 

Water  closets,  private 1 .  00 

"  "        banks,  stores,  offices 1.25 

"  ••        restaurants,  saloons 1 .  50 

public  2.0O 

Office  wash  basin 1 .  00 

Soda  fountains,  per  season $10.00  to  15.00' 

Water  lift    50- 

Urinals,  with  self-closing  faucet 1.25- 

Season  Rates. 

Sprinkling  lawn   with    Vs   ii^ch  nozzle,  four   hours   per 

day,  50  ft.  front  or  less 5.00 

Each  additional  front  foot 07 

Streets,  in  addition  to  lawn  sprinkling,  per  front  foot. . .       .07 
In  case  of  corner  lots,  measurements. shall  be  taken  on 
both  fronts  for  street  sprinkling. 
Building  rates. 

Brick,  per  1000 $0.10 

Plaster,  per  100  sq.  yds .30 

Stone,  pel*  cord 20 

Concrete,  4  inch  or  less  thick,  per  sq.  yd 01 

Concrete  in  excess  of  4  inch  and  not  to  exceed  6  inch 

thick,  per  sq.  yd 01  '/a 

No  permit  Issue'd  for  less  than  $2.00  where  water  must 
be  turned  on  for  building  purposes. 
Fountains  not  to  be  used  over  6  hours  per  day  for  the 
season  of  6  months: 

1-16  jet    -.$10.00 

Va  jet 20.00 

3-16   jet    35.00 

Special  Rates. 

Normal  school $500 .  00  per  annum 

Boiler  washing,  for  each  50  h.  p.  or  less 12.00  per  bbiler 

Whitewater  Lumber  Co 20. 00  pier  annum 

Bills  due   and  payable  quarterly   in  advance,  except  meter  rents 
are  due  and  payable  monthly  or  quarterly  at  the  option  of 
the  company.    When  meter  rents  are  10  days  overdue  10  per 
cent  will  be  added  to  bills  where  the  consumption  is  less  than 
600,000  gallons  per  month. 
Consumers  to  pay  cost  of  meters  and  placing  of  same  or  pay  rental. 
A  charge  made  for  turning  ofC  and  on  water  occasioned  by  non- 
payment of  bills  or  violation  of  rules  or  regulations  of  the 
company. 
Connections  betwefen  the  mains  and  the  consumer's  premises  to  be 

made  at  expense  of  the  consumer. 
Yard  fountains  permitted  for  6  hours  per  day  and  not  after  8  p. 
m.,  additional  use  to  be  had  by  special  pcfrmit  and  pasnnent 
of  additional  rates. 
Fixtures  not  to  be  kept  running  when  not  in  actual  use.    No  bote 
i  to  be  used  except  when  herld  in  the  band. 
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PART  V. 

TELEPHONE  RATES 

Introductory  Statement 

Bates  in  Force  Oct.  1,  1912. 

I.    Exchange  Telephone  Bates  of  Wis.  Tel.  Oo.  out- 
side of  Milwaukee. 

n..   Exchange  Telephone  Bates  of  the  Wis.  TeL  Co. 
for  Milwaukee  Exchange. 

m.    Exchange  Telephone  Rates  of  all  Companies  ex- 
cept Wis.  Tel.  Co. 


TELEPHONE  COMPANIES  ACCORDING  TO  LOCATION. 


AbbotBford        Abbotsford  El.  Lt.  &  Tel.  Co.  • 

Addison  ...'.' Washington  Co.  Tel.  Co. 

AihftTiv  Attica  Mut.  Tel.  Co. 

^^^^""^    •  '  *  •  United  Tel.  Co. 

Algoma Farmers  Lake  Shore  Tr.  &  P.  Co . 

Keodan  Tel.  Co. 

Wis.  Tel.  Co. 

.  „^„tnTi  AUenton-KohlBville  Tel.  Co. 

Alma       .*!  ^  ^'  .  .  ". Fountain  City  Tel.  Co. 

Tenney  Tel.  Co. 

Alma  Center    Central  Wis .  Tel  .Co. 

Almena  Almena  Farmers  Tel.  Co. 

Almond  '//. ^^T""^  Z^\'  ^n' 

AmberK Amberg  Tel.  Co. 

j^jjiQTy  Amery  El .  Co . 

Amherst* '.  !  ' Amherst  Tel.  Co. 

Antieo  Antigo  Tel.  Co. 

A nnlPton  '  ^ox  River  Valley  Tel .  &  Telg .  Co . 

ArPoiHa  Tamerack  Tel.  Co. 

^"^^^        •  •      •  Western  Wis .  Tel .  Co . 

j^Yeno,    Arena  &  Ridgeway  Tel .  Co . 

Argyle       !..... Argyle  Tel .  Co . 

Arkansaw ^''^^Pf^J,'^f\  •  ^°  * 

Arnold    Arnold  Tel.  Line. 

Ashland  Ashland  Home  Tel .  Co. 

Wis.  Tel.  Co. 

Ashton Ashton  Tel.  Co. 

Athens    ' '^^  K^"^  7^^  .'^ V    r 

Auburndale Auburndale  lel .   Co. 

Augusta    *  "^  •   ^^ '   ^^^^ 

Avoca    .....* Avoca  &  Muscoda  Tel .  Co . 

Baldwin •     Baldwin  Tel .  Exch . 

Rush  River  &  Eau  Galle  Tel.  Co. 

Bancroft Bancroft  Tel .   Co . 

Bangor   ?^"^^''  ''',?*•  ^°'  .c  *    rr  i    n 

Baraboo  Baraboo  Farmers  Mut.  Tel.  Co. 

Wis.  Tel.  Co. 

Barneveld Barneveld  &  Ridgeway  Tel .  Co. 

Barre   Mills    La  Crosse  &  Interurban  Tel.  Co. 

Barron    Barron  Co .  Tel .  Co . 

Barton    .  . !  ! ! Barton  Rural  Tel .   Co. 

Bayfield    !*...*. Bayfield  Farmers  Tel .  Co . 

Northshore  Tel .  Co . 

Salmo  Tel.  Co. 

Wis.  Tel.  Co. 

Beaver  Dam ^*^- '^®^-^^-  ^        ,  ,,     . 

Beetown   Farmers  Tel.  Co.  of  Beetown 

Belleville    /.'. Belleville  Tel .  Co . 
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Beloit   Beloit  Parni  Tel .  Co . 

Wis.  Tel.  Co. 

Bennett  Switch Almond  Tel.  Co. 

Benton    Farmers  Tel.  Co.  of  Beetown 

Berlin Berlin  Tel .  Co . 

Wis.  Tel.  Co. 

Birchwood    Barron  Co .  Tel .  Co . 

Birnamwood Birnamwood  Tel .  Co . 

Black  Creek Shiocton  Tel.  Co. 

Black  Earth Black  Earth  Tel.  Co. 

Black  River  Falls Central  Wis .  Tel .  Co . 

Blaine Almond  Tel .   Co . 

Blair Western  Wis .  Tel .  Co . 

Blanchr.rdville Town  Line  Tel.  Co. 

United  Tel.  Co. 

Bloomer    Bloomer  Tel .  Co . 

Bloomington Farmers  Tel.  Co.  of  Beetown 

Boaz    Rich  wood  &  Akan  Tel .  Co . 

Bonduel Bonduel  Tel .   Co . 

Boyceville Knapp  Tel .  Co . 

Boyd Cadott  Tel .  Co . 

Brandon    Brandon  Tel .   Co. 

Briggsville    Briggsville  &  Big  Spring  Tel.  Co. 

Brill    Rice  Lake  &  Northeastern  Tel.  Co. 

Brillion Eastern  Wis.  Tel.  Co. 

Bristol Bristol  Tel .  Co . 

Brodhead    Brodhead  Tel .   Co. 

Brooklyn    Brooklyn  Tel .   Co . 

Bruce    Amacoy  Tel.  Co. 

Chippewa  Valley  Tel.    Co. 

Miirry  Farmers  Tel.   Co. 

Brussels    Sturgeon  Bay  &  Gardner  Tel.  Co. 

Burkhardt    Hudson  Prairie  Tel.  Co. 

Burlington    Wis.  Tel .  Co . 

Burnett  Junction Wis.  Tel .  Cq  . 

Butternut    Glidden  Tel .  Co . 

Cadott     Cadolt  Tel .   Co . 

Cambria    Cambria  Co-op.  Tel.   Co. 

Farmers  Mut.  Tel.  Co. 

Peoples  Tel.  Co. 

Cambridge    Cambridge  Tel .    Co . 

Cameron Chippewa  Valley  Tel.  Co. 

Camp  Douglas Juneau  El.   Co. 

New  Lisbon  Mut.   Tel.  Co. 
Campbellsport    East  Valley  Tel .  Co . 

Theresa  Union  Tel .  Co  . 

Canton    Canton  Farmers  Tel.  Co. 

CarolintJ    Farmers  Independent  Tel.  Assn. 

Casco    Casco  Brussels  Tel.  Co. 

Cashton New  Cashton  Tel.  Co. 

Cassvilie Farmers  Tel.  Co.  of  Beetown. 

Cazenovia Peoples  Tel.  Co. 

Westford  Tel.  Co. 

Cecil    Cecil  Green  Valley  Toll  Line  Co. 

Cedar  Grove Cedar  Grove  Tel.  Co. 

Cedarburg    Wis.  Tel.  Co. 

CenterviUe    Western  Wis.  Tel.  Co. 

Chetek    Chetek  Rural  Tel.  Co. 

Chilton   Eastern  Wis.  Tel.  Co. 
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Chippewa  Falls Chippewa  Co.  Tel.  Co. 

Melville  Settlement  Tel  Co. 
Wis.  Tel.  Co. 

Clarno West  Clarno  Tel.  Co. 

Clear  Lake Clear  Lake  Tel.  Co. 

Clinton Bergen  Tel.  Co. 

Clinton  Tel.  Co. 

Clintonvllle    Marion  &  Northern  Tel.  Co. 

Clyman Burnett  Tel.  Co. 

Lebanon  Tel.  Co. 

Colby    Colby  Tel.  Co. 

Colfax O.  I.  Anderson  Tel.  Co. 

Coloma Coloma  Tel.  Co. 

Coloma  Station   Westfield  Farmers  Tel.  Co. 

Columbus Wis.  Tel.  Co. 

Coon  Valley Coon  Valley  Farmers  Tel.  Co. 

La  Crosse  Interurban  Tel.  Co. 

Corliss    Wis.  Tel.  Co. 

Cornucopia Bayfield  Farmers  Tel.  Co. 

Cottage  Grove Cottage  Grove  Tel.  Co. 

Dane  Co.  Tel.  Co. 

Crandon    Crandon  Tel.  Co. 

Cumberland    Cumberland  Tel.  Co 

ivicKinley  Tel.  Co. 

Gushing    Equity  Tel.  Co. 

Dallas Dallas  Tel.  Exch. 

Darlen     Darien  Tel.  Co. 

Darlington    .  .  .  .' Belmont  &  Pleasant  View  Tel.  Co. 

Darlington  Rural  Tel.  Co. 

De  Pere Fox  River  Val.  Tel.  &  Teleg.  Co. 

Wis.  Tel.  Co. 

Deer  Park Deer  Park  Tel.  Co. 

Deerfield Deerfleld  Tel.  Co. 

Delavan Walworth  Co.  Tel.  Co. 

Wis.  Tel.  Co. 

Delton Delton  Tel.  Co. 

Reynolds  &  Lambert  Tel.  Co. 

Denmark Brown  Co.  Tel.  Co. 

Dodgeville    Barneveld  &  HoUandale  Tel.  Co. 

Dodgeville  &  Northern  Tel.  Co. 
New  Union  Tel.  Co. 

Dorchester    Midway  Tel.  Co. 

Dotyville Eastern  Fond  du  Lac  Tel. 

Dousman    Eagle  Tel.  Co. 

Downing Knapp  Tel.  Co. 

Durand Durand  Lt.  &  P.  Co. 

Home  Tel.  Co. 

Eagle    Easfle  Tel.  Co. 

Eagle  Point Chippewa  Co.  Tel.  Co. 

Earl    Earl  Tel.  Co. 

East  Troy Eagle  Tel.  Co. 

Eau  Claire Eau  Claire  Tel.  Co. 

Wis.  Tel.  Co. 

Eau  Galle Eau  Galle  Tel.  Co. 

Eden Eastern  Fond  du  Lac  Tel.  Co. 

Edgar    Edgar  Cassel  Emmet  Tel.  Co. 

Edgar  Local  Tel.  Co. 

Edgerton    Edgerton  Tel.  Co. 

Elderon     Elderon  Tel.  Co. 

Elk  Mound Elk  Mound  Tel.  Co. 
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Elkhart  Lake Eastern  Wis.  Tel.  Co. 

Elkhorn    State  Long  Distance  Tel.  Co. 

Ellsworth   Pierce  Co.  Tel.  Co. 

ElmWood Highland  Tel.  Co. 

Elroy Elroy  Tel.  Co. 

Endeavor    Oxford  New  Haven  Ind.  Tel.  Co. 

Ettrick    Ettrick  Tel.  Co. 

Wpntern  Wis.  Tel.  Co. 
Evansville Evansville  Tel.  Co. 

Wis.  Tel.  Co. 
Elxcelsior    '. .  .  .     Northwestern  Tel.  Co. 

Richwood  Farmer's  Tel.  Co. 
Pairchild Central  Wis.  Tel.  Co. 

Foster,  N.  C.  Lbr.  Co. 

Riverview  Tel.  Co. 

Shoudy,  I.  Tel.  Co. 
Falrwater Green  Lake  Tel.  Co. 

Tinkham  &  Meilke  Tel.  Co. 

Pall  Creek Ludington  Tel.  Co. 

Fall  River .     Peoples  Tel.  Co. 

Fennimore    Fennimore  Tel.  Co. 

Ferryville     Ferryville  Tel.  Co. 

Pifield Feeleys  Pike  Lake  Resort 

Five  Points Five  Points  Tel.  Co. 

Florence Mich.  State  Tel.  &  Telg.  Co. 

Pond  du  Lac ' Fond  du  Lac  Rural  Tel.  Co. 

Wis.  Tel.  Co. 

Woodhull  Tel.  Co. 

Footville    Footville  Tel.  Co. 

Forest  Jet Calumet  Tel,  Co. 

Porestville    Algoma  Farmers'  Tel.  Co. 

Forestville  Tel.  Co. 

Port  Atkinson Wis.  Tel.  Co. 

Fountain  City    Fountain  City  Tel.  Co. 

Pox  Lake Peoples  Tel.  Co. 

Pranksville Franksville  Tel.  Co. 

Frederick   .  .  *. Tri-State  Tel.  &  Telg.  Co. 

Preistadt    Ozaukee-Washington  Tel.  Co. 

Fremont Fremont  Tel.  Co. 

Friendship    Friendship  Tel.  Co. 

Galesville Western  Wis.  Tel.  Co. 

Genesee   Depot    Eagle  Tel.  Co. 

O^noa  Jet Wis.  Tel.  Co. 

Germania Shields  Tel.  Co. 

Gillett    Gillett  Rural  Tel.  Co. 

Glenwood   Western  Wis.  Tel.  Co. 

Glidden    Glidden  Tel.  Co. 

Grand  Rapids Cranmoor  Tel.  Co. 

Wood  Co.  Tel.  Co. 

.  Granton    Badger  State  Tel.  &  Telg.  Co. 

Grantsburg Tri-State  Tel.  &  Telg.  Co. 

Gratiot    La  Fayette  Tel.  Co. 

Green  Bay   Fox  River  Valley  Tel.  &  Telg.  Co. 

Wis.  Tel.  Co. 

Green  Lake Wis.  Tel.  Co. 

Greenbush    Hulls  Crossing  Farmers  Tel.  P.>. 

Greenwood Greenwood  Tel.  Co. 

Oresham Marion  &  Northern  Tel.  Co. 

Hamburg    Hamburg  Tel.  Co. 

Hammond Hammond  Tel.  Co. 
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Hampton Leeds  Farmers  Tel.  Co. 

Hancock »  .     Union  Tel.  Co. 

Harrisville    Westfleld  Farmers  Tel.  Co. 

Hartford Hartford  Rural  Tel  .Co. 

Rubicon  Tel.   Co. 

\vis.   Tel.   Co. 

Hartland     Wis .   Tel .   Co . 

Hatley Hatley  Tel.  Co. 

Hazel  Green Hazel  Green  Tel .  Co . 

Highland    New  Union  Tel .    Co . 

Hllbert   Eastern  Wis .   Tel .   Co . 

Hillsboro    Hillsboro  Tel .   Co . 

Hillsdale Hillsdale  Western  Tel.  Co. 

Hintz Linzy-Brook  Tel.  Co. 

Hixton Central  Wis .  Tel .  Co . 

Farmers  Hixton  &  Northfield  Tel.  Co. 

Farmers  Tel.  Co. 

Holcomb Chippewa  Co .  Tel .  Co . 

HoUandale   Perry-Hollandade  Tel.  Co. 

Holman Bangor  Tel .  Co . 

Horicon Horicon  Tel .  Co. 

Wis.    Tel.    Co. 

Hortonville ^  Wis .    Tel .    Co . 

Hubertus '  Hubertus  Tel .  Co. 

Richfield,  Hubertus  &  Holy  Hill  Tel.  Co. 

Hudson    Wis.  Tel .   Co . 

Humbird Central  Wis.  Tel .  Co . 

Hurley    Wis.  Tel .   Co . 

Hurricane Farmers  Tel .  Co .  of  Beetown 

Hustisf ord Eureka  Tel .  Co . 

Hustler New  Lisbon  Mut.  Tel.  Co. 

Independence Western  Wis.  Tel .  Co . 

Ingram   Chippewa  Valley  Tel .  Co . 

lola Scandinavia  Tel.  Co. 

Iron  River Iron  River  W.  Lt.  &  P.  Co. 

Ironton Peoples  Tel .  Co. 

Ithaca Peoples  Tel .  Co . 

Jackson Jackson  Tel.  Co. 

Janesville Rock  Co .  Tel .  Co . 

Wis.   Tel.  Co. 
Jefferson Jefferson  Mut .  Tel .  Co . 

Wis.   Tel.   Co. 

Jim  Falls Chippewa  Co .  Tel .  Co . 

Johnson  Creek Rock  River  Tel .   Co . 

Johnsonville Johnsonville  Tel.  Co. 

Juda    Jefferson  Tel .  Co . 

Juneau    Juneau  Tel .   Co . 

Wis.  Tel.   Co. 

Kaukauna Wis .  Tel .  Co . 

Keen Union  Tel .  Co . 

Kendall Kendalls  Tel .  Exch . 

Kenosha Kenosha  Home  Tel .  Co . 

Kewaskum Theresa  Union  Tel .  Co . 

Kewaunee Horseshoe  Tel .  Co . 

Wis.  Tel.   Co. 

Kiel Eastern  Wis.  Tel.  Co> 

Schleswig  Tel.  Co. 

Kilbourn Farmers  Intercounty  Mut.  Tel .  Co. 

Kingston Kingston  Tel .  Co . 
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I^napp Knapp  Tel .  Co . 

La  Crosse Inter  State  Tel .  Co . 

La  Crosse  Interurban  Tel.  Co. 

La  Crosse  Tel.  Co. 

Smith-Cooley  Tel.  Co. 

Wis.  Tel;  Co. 

La  Parge   La  Farge  Tel .  Exch.  Co . 

La  Grange Eagle  Tel .  Co . 

La  Valle Peoples  Tel .  Co . 

Ladysmith    Chippewa  Valley  Tel .  Co . 

Rusk  Co.  Rural  Tel.  Co. 

Lake  Geneva Wis.  Tel.  Co. 

Lake  Mills Interurban  Tel.  Co. 

Lancaster Farmers  Tel.  Co.  of  Beetown 

Lebanon   Lebanon  Tel .  Co . 

Leeds    •    Leeds  Farmers  Tel .  Co . 

Lena Farmers  &  Merchants  Tel .  Co . 

Limerldge Peoples  Tel .  Co . 

Lodi    Lodi  Tel .  Exch, 

Logansville Logansville  Tel.  Co. 

Loretta  &  Logansville  Tel.  Co. 

Lomira Theresa  Union  Tel .   Co. 

Lone  Rock Lone  Rock  Tel .   Co . 

LoomlB   Farm  &  Village  Tel.  Co. 

Loyal Loyal  Tel.   Co . 

Loyd Peoples  Tel .   Co . 

Lima  Center    Wis .  Tel .  Co . 

Luxemburg Luxemburg  Tel.   Co. 

McFarland    Peoples  Tel.  Co.  of  Dane  Co. 

Madison B&ne  Co.  Rural  Tel .  Co . 

Wis.  Tel.  Co. 

Maiden  Rock Pepin  Tel.   Co. 

Manawa    Manawa  Tel.  Exch. 

Manitowoc Manitowoc  &  Northern  Tel .  Co . 

Rapids  &  Western  Tel.  Co. 

Wis.  Tel.  Co. 

Mapleton Badger  Tel .   Co . 

Maplewood Maplewood  &  Western  Tel .  Co . 

Marathon    Marathon  City  Tel.  Co. 

Marinette Wis.  Tel.  Co. 

Marion    Marion  &  Northern  Tel.  Co. 

Markesan Markesan  Tel.  Co. 

Marshfield    Marshfield  Tel.  Exch. 

Mattoon    Mattoon  Tel.  Co. 

Mauston   Mauston  El.  Service  Co. 

Mayvillo    Mayville  Rural  Tel.  Co. 

Wis.  Tel.  Co. 

Mazomanie Mazomanle  Tel.   Co. 

Medford    Medford  Tel.  Exch. 

Mellen Ashland  Home  Tel.  Co. 

Melrose Central  Wis.  Tel.  Co. 

Menasha Wis.  Tel.  Co. 

Menomonie Wis.  Tel.  Co. 

Menomonee  Falls Menomonee  Falls  Tel.  Co. 

Merrill    Wis.  Tel.  Co. 

Merrillan    Central  Wis.  Tel.  Co. 

Merton    Merton  Tel.  Co. 

Middleton Dane  Co.  Tel.  Co. 

Farmers  Union  Tel.  Co. 
Milltown Milltown  Mut.  Tel.  Co. 
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Milton  Jet Milton  &  Milton  Jet.  Tel.  Co. 

Milwaukee    Wis.  Tel.  Co. 

Mindora Bangor  Tel.  Co. 

Mineral  Point Mineral  Point  Tel.  Co. 

Mishlcot Mishieot  Tel.  Co. 

MondoYl    •  Mondovi  Tel.  Co. 

Monroe Monroe  Tel.  Co. 

Montello Marquette  Tel.  Co. 

Montlcello    ;......  Busy  Farmers  Tel.  Co. 

Morrisonvllle   Columbia  Co.  Tel.  Co. 

Mosinee    Moslnee  Tel.  Co. 

Mt.  Hope Peoples  Tel.  Co. 

Mt.   Horeb    Mt.  Horeb  Independent  Tel.  Co. 

Perry  Mut.  Tel.  Co. 

Mt.  Vernon Mt.  Vernon  Tel.  Co. 

Mukwonago    Eagle  Tel.  Co. 

Prospect,  Guthrie  &  Big  Bend  Tel.  Co. 

Museoda Basswood  &  Eagle  Corners  Tel.  Co. 

Muscoda  Mut.  Tel.  Co. 

Neeedah    Juneau  El.  Co. 

Neenah "Wis.  Tel.  Co. 

Neillsville   Badger  State  Tel.  and  Telg.  Co. 

Nekoosa Wood  Co.  Tel.  Co. 

Nelson    Nelson  Farmers  Tel.   Co. 

Nelsonville Nelsonville  Tel.  Co. 

Neosho    Eureka  Tel.  Co. 

Neshkoro    Neshkoro  Tel.  Co. 

New  Auburn New  Auburn  Tel.  Co. 

New  Holstein Eastern  Wis.  Tel.  Co. 

New  Lisbon   Juneau  El.  Co. 

New  Lisbon  Mut.  Tel.  Co. 

New  London Fox  River  Valley  Tel.  &  Telg.  Co. 

Wis.  Tel.  Co. 

New  Richmond    Cedar  Lake  Rural  Tel.  Co. 

St.  Croix  Tel.  Co. 

New  Rome Adams  Co.  Metallic  Tel.  Co. 

Newber? Newberg  Tel.  Co. 

Newton Newton-Manitowoe  Tel.  Co. 

Niagara    Mich.  State  Tel.  &  Telg.  Co. 

North  Bend    Central  Wis.  Tel.  Co. 

North  Freedom Wis.  Tel.  Co. 

North  Lake Badger  Tel.  Co. 

Norwalk   Monroe  Co.  Tel.  Co. 

Oakfield    Oakfield  Tel.  Co. 

Oconomowoc    Wis.  Tel.  Co. 

Oconto    ^ .  .  Oconto  Rural  Tel.  Co. 

Wis.  Tel.  Co. 

Oconto  Falls    Morgan  Tel.  Co. 

Wis.  Tel.  Co. 

Omro Wis.  Tel.  Co. 

Onalaska La  Crosse  Tel.  Co. 

Ontario Ontario  &  Western  Tel.  Co. 

Oostburg Oostburg  Tel.  Co. 

Oregon    Oregon  Tel.  Co. 

Orfofdvllle Orfordville  Tel.  Co. 

Osceola Osceola  Farmers  Mut.  Tel.  Co. 

Oshkosh    Winnebago  Co.  Tel.  Co. 

Wis.  Tel.  Co. 

Osseo    Osseo  Tel.  Co. 

Otsego    Leeds  Farmers'  Tel.  Co. 
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Owen    .  .     Owen  Tel.  Co. 

Oxford    Marquette  &  Adams  Co.  Tel.  Co. 

Palmyra Eagle  Tel.  Co. 

Pardeeville PardeevlUe  Tel.  Co. 

Park  Falls Glidden  Tel.  Co. 

Pepin    Pepin  Tel.  Co. 

Peshtigo WlB.  Tel.  Co. 

Pewaukee    Pewaukee-Sussex  Tel.  Co. 

Phillips Price  Co.  Tel.  Co. 

Plcketts    UticaTel.Co. 

Pittsville Pittsville  Tel.  Co. 

Plainfleld    Union  Tel.  Co. 

Platteville    Grant  Co.  Tel.  &  Telg.  System. 

Platteville,  Rewey  &  Ellenboro  Tel.  Co. 

Plover Buena  Vista  Tel.  Co. 

Plum   City    Pepin  Tel.  Co. 

Plymouth   Plymouth  Tel.  Exch. 

Rathburn  Tel.  Co. 

Port  Edwards Wood  Co.  Tel.  Co. 

Port  Washington Port  Washington  Tel.  Co. 

Wis.  Tel.  Co. 

Port  Wing Port  Wing  Tel.  Co. 

Portage Portage  Tel.  Co. 

Porter Farmers  Tel.  Co.  of  Porter. 

Potosi Farmers  Tel.  Co.  of  Beetown. 

Poynette    Farmers  Mut.  Tel.  Co. 

Poynette  Tel.   Co. 

Prairie   du   Chlen    Union  Tel.  Co. 

Prairie  du  Sac Farmers  Co-op  Tel.  Co. 

Troy  &  Honey  Creek  Tel.  Co. 

Prairie  Farm Prairie  Farm,  Ridgeland  &  Dallas 

Co-Op.  Tel.  Co. 

Prentice    Chippewa  Valley  Tel.  Co. 

Princeton    Princeton  Tel.  Co. 

Wis.  Tel.  Co. 

Racine Wis  Tel.  Co. 

Radisson Radisson  Rural  Tel.  Co. 

Rice  Lake  &  Northeastern  Tel.  Co. 

Randolph    Peoples  Tel.  Co. 

Random  Lake    Random  Lake  Tel.  Co. 

Red  Granite Wis.  Tel.  Co. 

Reedsburg    Reedsburg  Tel.  Co. 

Reeseville    Dodge  Co.  Tel.  Co. 

Rhinelander    Oneida  &  Vilas  Co.  Tel.  Co. 

Rhinelander  Mut.  Tel.  Co. 

Rib  Lake Rib  Lake  Tel.  Co. 

Rice   Lake    Barron  Co.  Tel.  Co. 

Richland  Center    Badger  Tel.  Co. 

Farmers  Tel.  Exch. 
Ridgeway Barneveid  &  Ridgeway  Tel.  Co. 

Ridgeway,  Jonesdale  ft  Hollandale 
Tel.  Co. 

Riley Pine   Bluff  Tel.   Co. 

Rio    Peoples  Tel.  Co. 

Ripon    Ripon  Rural  Tel.  Co. 

Ripon  Tel.  Co. 

River  Falls    Pierce  Co.  Tel.  Co. 

Roberts     Pierce  Co.  Tel.  Co. 

Rochester Burlington,  Rochester  &  Kansasville 

Tel.  Co. 
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Rosendale Rosendale  Tel.  Co. 

Rudolph   Rudolph  Tel.  Co. 

Sabin Mill  Creek  Tel.  Co. 

St.  Croix  Falls St.  Croix  Valley  Tel.  Exch. 

St.  Martins Wis.  Tel.  Co. 

Sauk  City Troy  &  Honey  Creek  Tel.  Co. 

Scandinavia    Scandinavia  Tel.  Co. 

Schleisingerville    Washington  Co.  Tel.  Co. 

Seymour Seymour  Tel.  Co. 

Sharon    Sharon  Tel.  Co. 

Shawano   Town  Line  Farmers  Independent  Tel. 

Assn. 
WiB.  Tel.  Co. 

Sheboygan    Citizens  Tel.  Co. 

Sheboygan  Falls   Citizens  Tel.  Co. 

Sheboygan  Falls  Rural  Tel.  Co. 

Shell  Lake Shell  Lake  Tel.  Co. 

Shiocton   Shioctdn  Tel.  Co. 

Shullsburg    Glenville  Tel.  Co. 

Lake  Tel.  Co. 
White  Oak  Tel.  Co. 

Sobieski    Oconto  Co.  Tei.  Co. 

Soldiers  Grove Akan  Tel.  Co. 

Elmwood  Farmers  Tel.  Co. 
La  Crosse  Interurban  Tel.  Co. 
Utica  Farmers  Tel.  Co. 

Comers    Somers  Tel.  Co. 

South   Milwaukee    Wis  Tel.  Co. 

South  Range Superior  Rural  Tel.  Co. 

South  Wayne South  Wayne  Tel.  Co. 

Sparta Monroe  Co.  Tel.  Co 

Spooner    Spooner  Tel.  Co. 

Washburn  Co.  Farmers  Tel.  Co. 

Spring  Green West  Spring  Green  Tel.  Co. 

Spring  Valley Pierce  Co.  Tel.  Co. 

Stanley Stanley  &  Northern  Tel.  Co. 

Wis.  Tel.  Co. 

Stetsonville Brecke  Tel.  Co. 

Midway  Tel.  Co. 

Stevens  Point Wis.  Tel.  Co. 

Stockbridge Stockbridge  &  Sherwood  Tel.  Co. 

Stoughton Kegonsa  Independent  Tel.  Co. 

Wis.  Tel.  Co. 

Stratford    Stratford  Tel.  Co. 

Strum Strum  Tel.  Co. 

Sturgeon  Bay Door  Co.  Tel.  Co. 

Sawyer  &  Western  Tel.  Co. 
Wis.  Tel.  Co. 

Sullivan    Sullivan  Tel.  Co. 

Sun   Prairie    Interurban  Tel.  Co. 

Superior    Peoples  Tel.  Co. 

Wis.  Tel.  Co. 

Suring Linzy-Brook  Tel.  Co. 

Sussex Lisbon  Tel.  Co. 

Taylor Central  Wis.  Tel.  Co. 

Curran  Farmers  Tel.  Co. 

First  Farmers  Tel.  Co. — Town  of 

Curran. 
Springfield  Farmers  Tel.  Co. 
Theresa Theresa  Union  Tel.  Co. 
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Thompson Badger  Tel.  Co. 

Thorp   Thorp  Tel.  Co. 

Tigerton Marlon  &  Northern  Tel.  Co. 

Morris  Tel.  Co. 

Tomah Tomah  El.  &  Tel.  Co. 

Tomahawk Electric,  W.  &  Tel.  Co. 

Trempealeau    Western  Wis.  Tel.  Co. 

Turtle  Lake City  Tel.  Co.  i 

Two  Rivers Range  Line  Northern  Tel.  Co. 

Two  Rivers  Tel.  Co. 

Union  Grove    Union  Grove  Tel.  Co. 

Viola    La  Crosse  Interurban  Tel.  Co. 

Vlroqua    Viroqua  Tel.  Co.  [ 

Wabeno    Carter  Wabeno  Tel.  Co. 

Walworth Walworth  Tel.  Exch.  Co. 

Warrens Warrens  Land  Co. 

Washburn    Bayfield  Tel.  Co. 

Wis.  Tel.  Co. 

Waterford    Wind  Lake  Tel.  Co. 

Waterloo Interurban  Tel.  Co. 

W^atertown Ebenezer  Tel.  Co. 

Watertown  Tel.  Co. 

Wis.  Tel.  Co. 

Waukesha Wis  Tel.  Co. 

Waunakee    Waunakee  Tel.  Co. 

Waupaca Citizens  Tel.  Co. 

Rural  Tel.  Co 

Waupun    Wis.  Tel.  Co. 

\  .''ausau    Wausau  Tel.  Co. 

Wausaukee Wausaukee  Tel.  Co. 

W^automa    Wautoma  Tel.  Co. 

Wautoma  &  Mt.  Morris  Tel.  Co. 

W^auzeka Western   Crawford   Co.   Farmers   Mut. 

Tel.  Co. 

"Welcome Matteson  Tel.  Co. 

W^est  Bend Wis.  Tel.  Co. 

W^est  Salem La  Crosse  Interurban  Tel.  Co. 

W'estby Westby  Tel.  Co. 

Westfield    Hanks,  G.  H. 

Westfleld  Farmers  Tel.  Co. 
Weyauwega    Baldwin  Mills  Tel.  Co. 

Fox  River  Valley  Tel.  &  Telg.  Co. 

Weyauwega  Tel.  Co. 

Weyerhauser    Weyerhauser  &  Island  Lake  Tel.  Co. 

W' heatland    Burlington,  Brighton  &  Wheatland 

Tel.  Co. 

W^heeler    Knapp  Tel.  Co. 

^Vhite  Creek    Friendship  Tel.  Co. 

\^'hitehall Independent  Tel.  Co. 

Lincoln  Farmers  Tel.  Co. 

Western  Wis.  Tel.  Co. 

"SA^hiteiaw    Manitowoc  &  Western  Tel.  Co. 

Whitewater    Wis.  Tel.  Co. 

\Vild  Rose Wild  Rose  Tel.  Co. 

WMlraot Farmers  New  Era  Tel.  Co. 

W' ilton    Ontario  &  Wilton  Tel.  Co. 

Winneconne ....     Wis.  Tel.  Co. 

Winter    Rice  Lake  &  Northeastern  Tel.  Co, 
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Wlota La  Fayette  Tel.  Co. 

Wittenberg Wittenberg  Tel  Co. 

Wonewoc   Wonewoc  Tel.  Co, 

Woodman Werley  Tel.  Co. 

Wrightstown    Fox  River  Valley  Tel.  &  Telg.  Co. 

Wyocena Pacific  &  Wyocena  Farmers  Tel.  Co. 

Peoples  Tel.  Co. 

York Central  Wis.  Tel.  Co. 


rii 
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INTRODUCTORY  STATEMENT 

Compilation  of  Data.  This  compilation  of  telephone  rates  for  the 
exchanges  in  Wisconsin  has  been  taken  from  the  official  rates  as  filed 
by  each  company  with  the  Commission. 

The  rates  are  grouped  under  the  following  heads:  Wisconsin  Tele- 
phone Company  exchanges  outside  of  Milwaukee,  the  Milwaukee  efx- 
change  of  the  Wisconsin  Telephone  Company,  and  the  exchanges  of  the 
Indepemdent  Companies  in  the  state.  A  further  subdivision  is  made 
for  the  different  classes  of  service  under  the  heads  of  business,  resi*^ 
dence,  rural,  and  extension  service.  The  schedules  of  the  Wisconsin 
Telephone  Company  for  Milwaukee  are  not  put  in  tabulated  fprm  but 
are  arranged  in  detail  under  the  diffefrent  classes  of  service.  The  toll 
rates  of  the  different  companies  are  not  included  in  the  present  tabula- 
tion. The  companies  which  report  to  the  Commission  as  mutual 
companies  are  also  omitted. 

The  rules  and  regulations  which  the  companies  reported  are  included 
only  insofar  as  they  affect  the  cost  of  service.  Prompt  payment  dis- 
counts and  penalties  for  failure  to  pay  promptly  are  noted  in  the  case 
of  the  Independent  Companies  and  are  given  in  full  under  the  Wis- 
consin Telephone  Company. 

A  few  of  the  schedules  tabulated  are  ifot  in  accord  with  the  pro- 
visions of  the  Public  Utilities  Law,  however  they  are  included  in  order 
to  make  ther  compilation  as  complete  as  possible.  The  fact  that  such 
rates  have  been  included  does  not  imply  that  they  are  sanctioned  by 
the  Commission. 
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Telephone 


I.     EXCHANGE  TELE 
EXCHANGES  OF  WISCONSIN  TELEPHONE 


Exchange  Ka-I, 

DIIT8  from      ' 

Central       | 

within  which 

Effective,    ; 

Miles.         '| 

1 

Business. 

Location  of  Ex-, 

C11A!?OE. 

1 

One 
party 
lines. 

Two 

party 

lines. 

Four 
party 
lines.    1 

Eiirht   '  Receiving 
party   ,   business 
lines.         lines. 

I 

1 
▲IfiToma 

1 
H 

City  limits 

I                1 

1                1 

1^              > 
1                ' 

1              i 

1              1 

1              1 

IS-)  00 
4H  00 
48  00 
36  {)0 
30  00 

30  00 
42    0 
•-?7  00 
30  00 
30  00 

30  00 
48  00 
:k)  (0 
?0  00 
30  00 

36  00 

48  00 

*  «27  00 

«  *2b  20 

42  00 

30  00 
48  00 
42  00 
(         30  00 
30  00 

1          3(3  00 
30  00 
30  00 
30  00 
M  00 

96  00 

1 
$24  00      £15  00 

Appleton 

S«6  00 
36  00 
30  00 
24  00 

27  00    , 
24  00    1 

24  00 
2(  OU 
15  00 
15  00 

15  00 

Asihland 

Buraboo ' 

Bay  Held 

1 

Beaver  Dam 

24  00        

Beloit 

36  00 
24  00 

Berlla i 

1 
•  ••••■■•••1---------      ---       .--.-.»--. 

Burlincrton 

24  00 

1 

15  00 
1)  00 

15  00 
24  00 

Burnett  Jet 1 

CedarbursT 

24  00    ' 
1 

ChlDPOwa  FallH....! 

c6  00 

Columbus i 

24  00         $15  00 

15  00 

Corliss 1 

24  00 

15  00 

Delavan 

24  00      - 

15  00 

De  Pere 

24  00 
36  00 

18  00 

Eau  Claire    k 

1  ■' 

24  00 

Evanstville— Ne\7  . 

; 1 

i» , 

U 

1               1 

1               1 
I              ! 

u         ! 

1 

Fond    du    Lac    &< 

No.  Fond  du  Lac 

30  00 
24  CO 

24  00 

Ft.  Atkinson 

15  00 

Genoa  Jet 

24  00 

24  00 

Green  Bay 

"3606' 

21  00 

Green  Lake 

"  24*66      

i5  00 

Hartford 

24  66 

,      30  00 
^      24  00 

15  00 

Hartland 

IS  00 

Horlcon 

"'is'oo" 

24  00 

15  00 

Hortonvllle 

15  00 

Hudson 

24  00 
,      3000 

'24  00 
*30  00 

15  00 

Hurley  

24  00 

18  00 

JanesviUe' 

18  00 

Jefferson 

1           1 

City  limits...  . 

]               1 

-               1 

U 

1                1 

30  00 
30  00 
36  00 

30  00 
36  00 
42  00 
30  00 
42  00 

42  00 
42  00 
30  00 
"42  00 
36  Oil 

42  00 

18  00 
15  00 
36  00 
30  00 

24  00 
M8  00 

15  00 

Juneau 

24  00 
3000 

1 

""36'66*' 

33  00 
24  00 
30  00 

1      30  00 
1      3000 
1 

":«)  00 
30  00 

'      3000 
1 

r>  00 

Kaukauna 

18  00 

Kewaunee 

f  4  00 

$4  00 

15  00 

La  Crosse 

18  00 

Lake  Geneva 

21  00 

Tilma  Center 

15  00 

Madlsou^ 

21  00 

Manitowoc 

21  00 

Mariiiette. 

21  00 

Mayville 

24  00 

15  00 

Menomonie 

21  00 

Merrill 

IS  00 

Net^nah-Menasha  . 

21  00 

Npw  London 

12  00 

North  Freedom. . . . 

1 

Oconomowoc 

.30  CO 

1      21  00 

18  00 

Oconto            

15  00 

'  Four  party  code  ringing. 

*  A  discount  of  10  cents  per  month  will  be  allowed  if  bill  Is  paid  within  first  15  days 
of  current  month. 

"  Wall  set. 

*  De-^kset. 

*  One  party  line,  for  toll  service  only,  $24.00. 
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Bates. 

PHONE  RATES, 

CO.  OUTSIDE  OF  MILWAUKEE. 


Residsxcb. 


Rural. 


One  party 
lines. 

Two  party 
lines. 

Four  party 
lilies. 

Elirht  party 
llors. 

Rural  rale. 

Miles  rural 
radius. 

$18  00 
36  00 
24  00 
24  00 
U  00 

18  00 

24  00 
24  00 
18  00 
18  OO 

18  00 
"24  00 
18  00 
24  00 
18  00 

24  00 

24  00 

«  '21  00 

^  '19  20 

24  00 

24  00 
36  00 
24  00 
18  00 
18  00 

24  00 
18  00 
18  00 
18  00 
18  00 

'18  00 

*24  00 

18  00 

18  00 

24  CO 

18  00 
24  00 
24  00 
18  00 
24  00 

24  00 
24  00 
18  00 
•24  00 
24  00 

24  00 
18  00 
15  00 
24  00 

18  00 

in  00 
24  00 
12  00 
15  00 
12  00 

12  00 

S15  00 
15  00 
15  00 
15  00 
15  00 

15  00 
1800 
1     15  00 
15  00 
15  00 

'     15  00 
15  00 
15  00 
18  00 
15  00 

4 

130  00 
IS  00 
18  00 
15  00 

$12  66- 

4 
5 

4 

4 

••■..«........ 

5 

18  00 
18  00 

5 

15  00 
12  00 

4 

4 

4 

1'  no 

■18  00 

12  00 

4 

4 

12  00 

5 

'is  66'**  ' 

................I 

4 

12  00 
Tj  00 

4 

19  no 

18  00 
«  -18  00 
2  'J6  20    1 

18  00 

18  00 

15  00         4 

15  00    1      4 

»  '15  00 
»  '13  20 

(*)(') 

15  00         4 

"'18*66*    '      5 

15  00 
18  00 

18  00    1      5 

1     18  00         5 

*  is  66 

15  00    1 
15  00   1 

18  00 
15  00 

15  00    1      5 

12  00 

'"•••"*      ■'•' 

15  00         4 

15  00         4 

15  00 
12  00 
12  00 
12  00 

t 

15  00         4 
15  00    i      4 
15  00                      6 

15  00 
15  00 

*12  00 
M8  00 

15- 66"'" 

18  00 

15  00 
18  00 
18  00 
12  00 
18  00 

18  00 
18  00 
15  00 

ns  00 

18  00 
18  00 

'     15  00 
15  00 

6 

\ 

• 

15  00 

12  00 

'"i5'66 

15  00 
151)0 

15  00 
15  00 
15  00 
13  OO 
18  00 

15  00 
15  00 

12  00 
15  00 

12  00 
12  00 

12  00 

15  00         5 

15  00 
'  18  00 

15  00 
15  00 
15  00 
15  00 
15  00 

15  00 

12  00 

18  00 
15  00 

12  00 

*  Rate  beyond  four  miles  $18.00  within  limits  of  present  rural  line  construction. 

'  Add  $9.00  per  annum  additional  for  each  mile  or  fraction  thereof  to  rate  for  rural 
subscrit)ers  located  b?yond  rural  radius. 

*  Discount  of  50  centb  per  month  will  be  allowed  if  bill  Is  paid  within  first  30  days  of 
each  quarter. 
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I.     EXOHAX(ip:  TELE 
EXCHANGES  OF  WISCONSIN  TELEPHONE 


Location  of  Ex- 
change. 


Oconto  Falls 

Omro 

Oshkosli 

Peshtlsro 

Port  WashinflTton. 

Princeton 

Racine 

Red  Granite 

St.  Martins 

Shawano 

South  Milwaukee 

Stanley 

Stevens  Point 

Stounrhton 

Superior" 

Sturgeon  Bay 

Washburn 

Watertown 

Waukesha 

Waupun 

West  Bend 

Whitewater 

Wlnneconne 


Exchange  Ra- 

diub  from 

Central 

within  which 

Effective, 

Miles. 


1 
1 
2 
1 
1 

1 
City  limits. 
1 
1 
1 

1 
1 
1 
1 


City  limits. 


RUSINBBS. 


One 
party 
Hues. 


$30  00 
30  00 
42  00 
30  00 
30  00 

30  00 
42  00 
30  00 
24  00 
30  00 

30  00 
30  00 
42  00 
30  00 
42  00 

."K)  00 
i'l  00 
4-i  00 
42  00 
30  OJ 

30  00 
30  00 
30  00 


Two 

party 

lines. 

Four 
party 
lines. 

124  00 
24  00 

EiflTht 
party 
lines. 

Receiving 

business 

lines. 

$\b  00 

15  00 

CiOOO 
24  00 

21  Go 

]&  00 

24  00 

M6  00 
M8  00 

15  00 

24  00 

30  00 
24  00 



15  00 
21  00 

12  00 

*24  66 

15  00 

24  00 

15  00 

24  00 

15  00 

HO  00 
24  00 
3»  00 

21  uO 

»  •         • 

15  00 

36  GO 

24  00 
24  00 

H  00 

"fia'oo' 

15  00 

'  *  .33  66 
30  00 

'Jl  00 
21  00 

30  00 

21  CO 

24  00 
24  00 

• 

'18  00 
24  00 

15  00 

1 

15  00 

24  66  ' 



,, 

15  00 

1 

I 

^  Four  party  code  rintfln?. 


TELEPHONE  RATES. 
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PHONE  RATES, 

CO.  O  UTS  IDE  OF  MILWAlMvEE.-Cjiitlnued. 


Residence. 

Rural. 

One  party 
lines. 

Two  party 
lines. 

Four  party 
lines. 

Eiffht  partj 
lines. 

Rural  rate. 

Miles  rural 
radius. 

S18  00 

$1?  00 
12  00 

$15  00 

15  00 

15  00 

15  00 

'            15  00 

!           15  00 

4 

18  00 

5 

24  <0 

118  00 
18  00 
15  00 

!5  00 
18  00 
15  00 

4 

24  00 

15  00 
12  00 

12  00 
'12  00 

4 

18  00 
18  00 

4 

4 

24  00 

18  00 
15  00 

5 

18  00 

1 

4 

24  00 

1            15  00 
15  00 

15  00 
15  00 
15  00 
15  00 
18  00 

15  00 
15  00 
15  00 
15  00 
15  00 

15  00 
15  00 
18  00 

4 

18  00 

.. 

12  00 

4 

18  00 

12  00 

4 

18  00 

12  00 

4 

24  00 

18  00 
12  00 
30  00 

4 

18  00 

4 

36  00 

?i  00 
12  00 

5 

18  00 

4 

30  00 

27  00  ' 

18  00 
18  00 

900 

4 

24  00 

1 

1 

4 

24  00 

••     «••••■■•• 

1 

4 

18  00 

15  00  . 
15  00 

12  00 
12  00 

5 

18  00 

5 

18  00 

15  00        ;             12  00 

4 

24  00 

18  00 

15  00 

5 

'^  Discount  of  50  cents  iier  month  will  be  allowed  if  bill  is  paid  within  first  30  days  of 
each  quarter. 
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I.     EXCHANGE  TEJLEPHONE  RATES. 
SZCHANGES  OP  WISCONSIN  TELEPHONE  CO.   OUTSIDE   OP  MELWAUKEE. 

Concluded. 

Exceptions  denoted  by  (*) 
Business 

Extension  business  telephone  |7 .20^ 

Residence 

Extension  residence  desk  telephone $7.20 

Extension  residence  wall  telephone,  with  or  without  bell  6.00 

Rural 

Rural  rates  for  new  subscribers  $15 .  00 

*Beloit,  Corliss,  Fond  du  Lac,  Ft.  Atkinson,   Genoa  Jet., 

Lima  Center,  Racine,  Winneconne,  Madison,  Superior...  18.00 

Evansville,'  rural  rate  for  new  subscribers 15. 00 

Suburban 

Eau  Claire,  4  party  telephone $30.00 

Genoa  Jet.,  4  party  lines  36. 00 

Hartford  business  telephones  at  Rubicon  18. 00 

Mayyille  rural  telephone  at  Iron  Mt.,  Iron  Ridge  &  Herman  18.00 

Madison  and  Delavan,  4  party  line,  rural  residence 36.00 

Delavan,  6  party  line,  residence 24. 00 

La  Crosse,  3  party  rural  line  for  Onalaska 24.00 

Lake  Geneva,  4  party  business  at  Williams  Bay 58.50 

6  party  business  at  Williams  Bay 43.00 

Red  Granite,  4  party  business  at  LohrviUe 24.00 

4  party  residence  at  Lohrville 15 .  00 

Hartland,  Oconomowoc  and  Oshkosh  four  party  rural  resi- 
dence line 18.00 

plus  excess  radius  charge 

PftivATE  Branch  Exchange  No.  1  (Business) 

Switchboard  operator's  set  and  power $50.00 

Talking  trunk  lines   30.00 

*Appleton,    Ashland,   Chippewa   Falls,   Eau   Claire,   Genoa 

Jet.,    Superior    ; 36.00 

Receiving  trunk   lines    24.00 

Each  station  in  same  building  as  switchboard  -  7.20 

Each  station  outside  of  building  7.20 

plus  25  cts.  per  month  for  each  %   mile  or  fraction 

thereof  beyond. 

Generator  circuit    20.00 

Pbivate  Branch  Exchange  No.  2  (Business) 

Talking  trunk  lines   $30.00 

♦Appleton,  Ashland,  Chippewa  Falls,  Eau  Claire,  Superior, 

Genoa   Jet 36 .  00 

Receiving  trunk  lines   ; 24.00 

Each  station  in  same  building 18.00 

Each  station  outside  of  building  but  located  on  same  prem- 
ises and  at  a  distance  not  ezce^ing  300  feet  from 

the  receiving  station  27.00 

Power  20.00 

Private  Branch  Exchange  No.  2  (Residence)   (no  operator  required) 

Talking  trunk  lines   $24.00 

Receiving  trunk  lines  18.00 

Receiving    station    18. 00 

^  A  discount  of  26  cts.  per  quarter  will  be  allowed  rural  gubierlben  ^ben  service  Ii 
paid  for  wltbln  first  montb  of  quarter. 
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Each  station  In  same  building  with  receiving  station $12.00 

Each  station  outside  of  building  but  located  on  same  prem- 
ises and  at  a  distance  not  exceeding  300  feet  from 

the  receiving  station  24.00 

Battery   circuit    12. 00 

Cordless  Private  Branch  Exchange  Type  No.  1  (Business) 

Outgoing  trunk  linef    $30.00 

Receiving  trunk  line  24 .  00 

Switchboard,  2  trunks,  4  stations 18. 00 

Battery  for  same   (local)    6.00 

Switchboard,  3  trunks,  7  stations 24. 00 

Battery  for  same   (local) 10.00 

Each  station  within  building  7.20 

Each  station  without  building 7.20 

plus  25  cts.  per  month  for  each  %  mile  line  charge. 

Hotel  Systems.  * 

Trunk  lines    Free 

Power   

Switchboard " 

Incoming  calls   " 

Each  station  on  hotel  premises $3 .  60 

Outgoing  messages  5  cts.  each,  of  which  the  proprietor  re- 
ceives 50  7o  and  the  company  50% 
In  addition  to  the  above  the  hotel  proprietor  provides  the  wire  be- 
tween the  switchboard  and  the  stations  on  the  premises. 

Charitable  Institutions — Newspapers,  Public  or  Parochial  Schools 
Charitable  Institutions — Newspapers 

One  party  lino,  (Use  rate  for  one    party    residence   service) 

Extension  teflephone,  (Use  rate  for  residence  extension  telephone) 
A  special  toll  rate  is  allowed  when  on  strictly  newspaper  busi- 
ness and  will  be  equivalent  to  the  present  night  toll  rates  be- 
tween points  within  the  state  whether  the  service  Is  used  dur- 
ing the  day  or  night. 

Public  or  Parochial  Schools 
One  party  line  (Use  rate  for  one  party  residence  service) 
Party  line  service  (Use  residence  rate  for  class  of  service  contracted 
for.    Party  line  service  will  be  furnished  only  when  all  of  the 
parties  on  the  same  line  are  public  schools  or  all  are  parochial 
schools) 
Extension  telephone  (Use  rate  for  residence  extension  telephone) 

Joint  User 

Using  regular  subscriber's  telephone  with  consent  of  the 
subscriber  and  the  Company,  and  named  in  the  di- 
rectory         $12.00 

Extra  Listing 

Member,  same  firm,  same  business 3 .  00 

Any  individual  residing  at  a  residence  listed  at  the  resi- 
dence            3.00 

Short  Term  SER\^CE 

(The  following  applies  only  to  service  for  subscribers  outside  of 

the  initial  exchange  radius) 
Service  for  three  months  or  less:  50%  of  the  annual  rate 

Service  for  six  months  or  less:  75%  of  the  annual  rate 


24 


RAILROAD   COMMISSION   OP    WISCONSIN. 


Spring  Jacks 

Jacks  for  different  locations  in  residences,  when  installed  while  the 
building  is  in  course  of  construction.  For  completed  build- 
ings where  the  labor  item  is  indefinite  a  survey  of  the  prem- 
ises should  be  made  before  quoting  final  rates,  so  as  to  as- 
certain the  amount  of  material  and  labor  required.  An  in- 
stallation charge  of  |2.00  will  be  made  for  one  additional 
jack  when  same  is  desired  after  the  original  installation. 

In-  Annual 
stalla-  main- 
Code  :                               tion  tenance 

J7   110.00  $1.50 

J8   12.00       2.00 

J9   15.00       2.00 

JIO    18.00       2.00 


Code: 
J3 
J4 
J5 
J6 


In- 

Annual 

stalla- 

main- 

tion 

tenance 

$6.00 

$1.00 

7.00 

1.00 

8.00 

1.50 

9.00 

1.50 

Private  Lines 

Each  instrument  or  station,  per  annum $5.00 

First  one-quarter  mile  of  line  or  fraction,  per  annum 10.00 

For  lines  of  %  mile  in  length  or  more,  per  mile  per  annum      24.00 
These  rates  include  the   installation  and  maintenance  of 
the  lines  and  instruments,  but  these  lines  shall  have 
no  connection  with  any  exchange  line. 

Employes'  Rate 

Service  may  be  furnished  at  the  expense  of  the  Company  at  the 
residence  of  ofiicers,  special  agents,  district  managers,  man- 
agers or  heads  of  departments  where  the  interests  of  the  Com- 
pany will  be  advanced  thereby. 
Service  may  be  furnished  partly  at  the  expense  of  the  Company  at 
the  residence  of  certain  other  employes  where  the  interests 
of  the  Company  will  be  suificiently  advanced  to  justify  so 
doing. 

Miscellaneous  Extra  Equipment 

Ordinary   extension  belF. $1 .  80 

Extension  bell  with  switch 3 .  00 

Extension  gong: 

4  inch  gong  without    switch 3.00 

4  inch  gong  with   switch 4.20 

6  inch  gong  without    switch 3. 00 

6  inch  gong  with   switch 4 .  20 

Magneto  generator  ordinary  type 3.00 

Cam  lever 3.00 

Each  additional  cam  lever 1.80 

Desk  armor  bracket  our  standard 1.80 

Auxiliary    receiver 1 .  20 

Extension  bell  and  gong  located  out  of  doors  and  in  open 
sheds  will  be  charged  for  at  double  the  above  rates. 

Excess  Radius  Charge 

An  annual  charge  of  $6.00  per  quarter  mile  or  fraction  thereof  be- 
yond the  specified  exchange  radius  will  be  made  in  addition 
to  the  exchange  rates  for  each  circuit  extended  beyond  the 
exchange  radius.  The  additional  charge  to  be  divided  pro- 
portionately among  the  subscribers  on  the  line  located  be- 
yond the  exchange  radius. 

Cancellation  Charges  Applicable  to  All  Exchanges  in   the  State 
Outside  of  Milwaukee 
Business  or  residence,  single  line,  two  party  and  four  party 

line,  per  month $0 .  50 


TELEPHONE  RATES. 
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II.     EXCHANGE  TELEPHONE  RATES. 
OF    WISCONSIN   TELEPHONE   CO.    FOR   MH.WAUKEB   EXCHANGE 

Business — Unlimited  Service 


Kind  of  code  line. 


Kind  of  e<iulpment. 


Rate  per  month. 


Rl  1  party  . 
B2  2  parly* 
BR  1  party  . 


Desk  or  wall 18  00    form  1 . 

Oesk  or  wall 6  00   form  1. 

Desk  or  wall 2  50-  form  743. 


'Selective  rlnsrlnir. 


■^Inward  servlco  only. 


Business — Measured  Service. —  (Measured  business  service) 

1,000  local  calls  per  annum $50 .  00 

For  excess  calls  up  to  300,  4  cts.  each. 

For  the  next  200  calls  above  1,300,  3  cents  each. 

For  all  calls  above  1,500  in  any  one  year,  2  cents  each. 

Business — Prepayment  Service.     (Nickel-in-the  Slot.) 


Code. 

Kind  of 
line. 

Kind  of 
oauipment. 

Guarantee 

callh  p€*r 

day. 

Commission 

on  excess 

calls. 

Net  rate 
excess 
calls. 

N  1 
N  2 
N  4 

1  party 

2  •• 
4     '• 

Wall 

•Wall 

Wall 

i 

H  cts. 
1  ct. 

31  cts.  form 74 

4  cts.  form  74 

5  ctK,  tttrrn  72 

'Selective. 
Number  of  Calls  Under  Diffi<:rent  Contracts 


Code. 

3t>5 

548 

$54  75 
.36  50 
27  40 
48  00 

7:«) 

$54  75 
:W50 
36  50 
W  20 

900 



154  75 
43  30 
4o  \t\) 
60  00 

1000 

1095 

1500 

ISOO 

1900 

Nl 
N2 

$54  75 
:)6  50 
27  40 
48  00 

$54  75 
47  .30 
50  00 
61  00 

$')4  75 
51  10 

$68  93 
67  30 

S79  42 

N4 

M6 

67  80 

84  00 

96  00 

$i66.66 

Residence — Unlimited  Service*  (Form  1) 


Code. 

Kind  of  line. 

Kind  of  euuipmeiit. 

R  1 
R  2 
R  4 

1  party. 

2  party.* 
4  party.' 

Desk  or  wall. 
Desk  or  wall. 
Desk  or  wall. 

Rate  i>er  month. 


Net. 

Gross. 

$3  50 
300 
250 

$4  00 
3  50 
3  00 

'Under  this  residence  schedule  this  subscriber  is  bille<l  the  isrross  amount  per 
(luarter  and  will  be  allowed  $1.50 per  Quarter  discount  if  the  bill  is  paid  at  the 
office  of  the  treasurer  on  or  before  the  15th  of  the  first  month  in  the  quarter. 

'Selective. 

^Seml-selective. 
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Residence — Measured  Service  (Form  781) 


Code. 


Kind  of 
line. 


RM  1 


1  party- 


Kind  of 
equlp- 
menc 


Desk  or 
wall. 


No.  of  calls    Rate  per 
per  year.       month. 


800 


13.00 


Rate  for 
e.x('es» 
calU. 


Maximum 
chartre  for 
one  year. 


348  00 


Residence — Prepayment  SERycE  (Nickel-ln-the-Slot) 


r 
Code. 

Kind  of  line. 

• 

Kind  of 
equipment. 

Guarantee 

calls  p<>r 

(iay. 

Commis- 
sion on 
exj'esN 
cailit. 

Rate  for  excess 

calls. 

UN  1.... 
RN  2. . . . 
UN  4.... 

1  party 

2  parly* 
4paily^ 

Wall 

•  • 

4* 

2 

11 
1 

H  cts. 

1      Cl. 

3*  cts.    Form  744 

4  ••            •      744 

5  "           "728 

>  Selective, 
'deml-seiective. 

Rural  Service — Free  Connection  With  Milwaukee.     (Form  L) 

R.  R.    Rural-residence'    $30 .  00  per  annum 

R.  B.     Rural-business^    42 .  00  per  annum 

^  Under  these  contracts  the  subscriber  is  billed  the  above  gross  amount  per 
quarter  and  will  be  allowed  a  discount  of  $1.50  per  quarter  if  the  bill  is  paid  at 
the  office  of  the  treasurer  on  or  before  the  15th  day  of  the  first  month  In  the 
quarter. 


Summary  of  Residence  Rates 


Code. 

Cost   per  year 
to  user. 

No.  of  calls 
per  year. 

$42  00 
Sdr-o 
30  00 
»6  00 
M  to 
27  ?8 
18  25 

Unlimited 

R      2 

I'nlimtted 

R      4 

Unlimited 

UM  1 

, 

800 

RX  1 

;w 

RN  2 

MS 

RN  4 

365 

TELEPHONE  RATES. 
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Excess  Radius  Chaboes 
The  radius  charge  is  added  to  the  exchange  rate: 


Ul^itance  beyond  exchange  limits. 


First  quarter  mile 

Second  quai-ier  mile 

'J'hird  Quarter  mile 

Fourth  quartf^r  mile 

Flflli  uuaric  r  mn« 

Sixth  uuarier  mile  

Seventh  quarter  mile 

h.i»fhih  quarter  mile 

Ninth  quarter  mile 

Tenth  quarter  mile 

Eleventh  quarter  mi le 

Twelfth  quarter  mile 


One  party 
line. 


Two  party 
line. 


$r  50 

15  00 
*&  dO 
30  00 
'69  00 
48  00 
57  00 
M  00 
7tf.50 
87.00 
97  .^U 
1U».00 


$3  75 
7  50 
11  25 
15  00 
19  50 
24  00 
28  50 
33  00 
38. 2  J 
43.50 
48.75 
54.00 


Four    party 
line. 


Ii  88 

3  75 
563 

750 
9  75 
12  00 
14  25 
16  50 
19.13 
21.75 
24.38 
27.00 


Distance  beyond  exrhanire  limits 


Added  callft  per  day  in  lieu  of 
earth  radius. 


N  1 
St  atlon 


N  2 

station 


First  iiuarter  mile 

Second  quarter  mile.... 

Third  quarter  mile 

Fourth quaiier  mile.... 

Fifth  quaitfr  mile 

yixth  quarter  mile 

Se ventD  quarter  mile . . . 

Eighth  quarter  mile 

Ninth  quart ermllo 

Tenth  quarter  mile 

hlevenih  quarter  mile. 
Twelfth  quarter  mile. . . 


i 

1 
U 

9 

2k 

3 

.i 

4 

4i 

• 

D 
hk 

6 


i 
i 
i 

1 

)i 
U 
]] 

y 

21 
2i 
21 
3 


N  4 

station 


Extension  Sets — Business 

Code  Per  month 

EB  Extension  set,  desk  or  wall,  with  bell  located  on 

same  premises  without  listing $0.60 

EBW  Extension  set,  desk  or  wall,  with  bell,  located 
within  same  premises  without  listing,  from  busi- 
ness to  residence 60 

EBW  Extension  set,  desk  or  wall,  with  bell,  located 
within  same  premises,  without  listing,  from  busi- 
ness to  residence,  measured  and  prepayment 
coin  service 50 

EBo  Extension  set,  desk  or  wall,  with  bell,  located  out- 
side of  premises,  without  listing,  with  a  mileage 
charge  of  25  cts.  per  month,  per  one-eighth  mile       .60 

EBm  Extension  set,  measured  and  prepayment  coin 
service,  wall  or  desk,  with  or  without  bell,  lo- 
cated at  same  premises,  without  listing 50 

Extension  Sets — Residenc  e 

Code  Per  month 

ERD        Desk  extension  set  without  bell 10.60 

ERD2      Same  with  bell 60 

Er            Extension  wall  telephone  with  or  without  bell. ,,,       !50 
ERDM    Extension    set,    measured    and    prepayment   coin 
service  wall  or  desk,  with  or  without  bell,  lo- 
cated at  same  premises,  without  listing 50 
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Joint  User 

Code  Per  jnonth 

JUU    Joint  user,  unlimited  service 11.67 

JUL    Joint  user,  limited    service 84 

JUN    Joint  user,  at  nickel-in-slot  business  station,  payable 

three  months  in  advance 50 

Additional  Directory  Listings 

Code  Per  month 

ALB    Member   same  firm,  same  business |0. 25 

ALR    Any  individual  residing  at  a  residence,  listed  at  the 

residence,  payable  three  months  in  advance 25 

Private  Branch  Exchange  No.  1 — Business.     Unlimited  Serv- 
ice.    (Form  718) 
Code  Per  montb 

(  First  outgoing  trunk |7 .  00 

PBXO  -  Second    outgoing    trunk 6. 00 

/  Each   additional   outgoing   trunk 5. 00 

PBXI       Each  incoming  trunk 2.50 

PBXS      Lamp  switchboard  with  operator's  set,  and  not  to 

exceed  fifteen  drops 4 .  00 

Magneto   signal   switchboard   with   operator's   set, 

and  not  to  exceed  fifteen  drops 3.00 

Each  additional   group   of   5   signals   or   fraction 

thereof    25 

PBXB      Battery    circuit 1.67 

PBXG     Generator    circuit 1.67 

PBXT     Each  station  within  building,  desk  or  wall 60 

PBXW    Each  station  without  building,  desk  or  wall 60 

Plus  25  cts.  per  month  for  each  one-eighth  mile  or 

f^'action  thereof. 
Contracts  will  not  be  accepted  for  less  than  three 
stations  and  two  trunks.  When  the  business  is 
sufficient  to  require  more  than  one  position 
switchboard  a  special  estimate  will  be  made, 
based  on  the  equipment,  labor  and  material  in- 
volved. 


Private  Branch  Exchange  No.  1. — Business. — Measured  Serv- 
ice.    (Form  718) 
Code  Per  month 

PLXO    Each   outgoing  trunk Free 

PLXI     Each  incoming  trunk Free 

PLXS    Lamp  switchboard  with  not  to  exceed  fifteen  drops, 
operator's    set,    battery    and    generator    circuit, 

together  with  2,000  local  calls  per  annum flO.OO 

Magneto  signal  switchboard,  with  not  to  exceed  fif- 
teen drops,  operator's  set,  power  circuit,  together 

with  2000  local  calls  per  annum 9.00 

All  excess  calls  2  cts.  each. 

Each  additional  group  of  five  signals  or  fraction 

thereof    25 

PLXT    Each  station  within  building,  desk  or  wall . . .  [       iso 

PLXW  Each  station  without  building,  desk  or  wall 50 

Plus  25  cts.  per  month  for  each  one-eighth  mile  or 

fraction  thereof. 
Contracts  will  not  be  accepted  for  less  than  three 
stations  and  two  trunks. 
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Pbivate  Branch  Exchange  No.  2 — Business— Unlimited  Serv- 
ice.    (Form  718)  — (Limited  to  ten  lines) 
Code  Per  month 

i    First  outgoing  trunk $7.00 

PEX  20  ']    Second  outgoing  trunk 6. 00 

(    Each  additional  outgoing  trunk 5.00 

PBX  21       Each  incoming  trunk 2 .  50 

PBX  2B     Battery  circuit 1.67 

PBX  2S      Receiving  station 2.00 

PBX  2T      Each  station  within  building 1.25 

PBX  2W    Each  station  without  building  but  located  on 
same  premises  and  at  a  distance  not  exceeding 

300  feet  from  receiving  station 2.25 

Private  Branch  Exchange  No.  2 — Residence. — Unlimited  Serv- 
ice.    (Form  718.)      (Limited  to  ten  lines) 
Code  Per  month 

PBX  RO     Each  outgoing  trunk $3. 50 

PBX  RI       Each    incoming   trunk 2.50 

PBX  RB      Battery    circuit 1.00 

PBX  RS      Receiving    station 1.50 

PBX  RT     Each  station  within  building 1 .  00 

PBX  RW     Each  station  without  building  but  located   on 

same  premises  and  at  a  distance  not  exceed- 
ing 300  feet  from  receiving  station 2.00 

Private  Branch  Exchange  No.  2 — Business. — Measured  Serv- 
ice.    (Form  718.)      (Limited  to  ten  lines) 
Code  Per  month 

PLX  20      Each  outgoing  trunk Free 

PLX  21       Each  incoming  trunk Free 

PLX  28      Wiring,    battery   circuit,    receiving   station,   to- 
gether with  1,500  local  calls  per  annum |8.50 

All  excess  calls  2  cts.  each 

PLX  2T      Each  station  within  building 1.25 

PLX  2W    Each  station  without  building  but  located   on 

same  premises  and  at  a  distance  not  exceed- 
ing 300  feet  from  receiving  station 2.25 

Cordless  Private  Branch  Exchange 

Receiving  trunk  line $2 .  50 

First  outgoing  trunk 7. 00 

Second  outgoing  trunk 6 .  00 

Third  outgoing  trunk  and  each  additional 5.00 

Switchboard  and  trunks,  4  stations 1.50 

Battery  for  same  ( local ) 50 

Switchboard  3  trunks,  7  stations 2 .  00 

Battery  for  same  ( local ) 84 

Each  station  within  building 60 

Each  station  without  building 60 

Plus  25  cts.  per  month  for  each  ^^  of  a  mile  line  charge. 
Generator  circuit 1 .  67 

PBX     Comparative  Costs.  Cost  to  LTser 

Apparatus :  Measu  red 

Unlimited  2,000  calls 

One  trunk  outgoing $7.00  $0.00 

One  trunk  incoming 2 .  50  0 .  00 

One  switchboard 4 .  00  0 .  00 

One  switchboard,  etc 0.00  10.00 

One  battery  circuit 1.67  0.00 

One  generator  circuit 1.67  0.00 

Three   stations 1.80  1.50 

Cost  per  month 18 .  64  11 .  50 

Cost  per  annum 223 .  68  138 .  00 
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Hotel  Private  Branch  Exchange. 
Code 

The  company  will  install  private  branch  exchange 
systems  in  hotels  with  not  less  than  25  stations, 
at  the  following  schedule  of  rates: 

Switchboard  in  the  hotel Free 

Trunk  between  the  hotel  switchboard  and  the  ex- 
change           Free 

Battery  circuit Free 

Generator   circuit Free 

Stations  in  the  hotel,  per  month 30  cts. 

Each  local  call  from  any  station  of  the  hotel  pri- 
vate branch  exchange  system 5  cts. 


HPXB 


HSB 
HT 

HB 
HG 
HS 


Miscellaneous  Equipment.     (Form  607) 

Code                                                                                         Per  month 
Ordinary   extension   bell |0 .  15 


Ex 

EXS 

EXSG 


Extension  bell  with  switch , 

Extension  gong: 

4  or  6  inch  gong  without   switch 

4  or  6  inch  gong  with   switch 

12  inch  gong  without   switch 


25 

25 

35 

90 

12  inch  gong  with   switch 1 .  00 

GN         Magneto  generator,  ordinary  type 25 

CL  Cam  lever  or  other  simple  switch  (one) 25 

Each  additional  switch 15 

DA         Desk  arm  or  bracket,  our  standard  type 15 

DB  Dry  battery  for  special  exchange  and  private  line 

combinations,  per  cell 20 

AR  Each  auxiliary  receiver,  per  month 10 

Extension  bells  and  gongs  located  out  of  doors  and 
in  open  sheds  will  be  charged  for  at  double  the 
above  rates. 
Jacks  for  different  locations,  in  residence  when  installed  while  the 
building  is  in  course  of  construction.     For  completed  build- 
ings where  the  labor  item  is  indefinite  a  survey  of  the  prem- 
ises should  be  made  before  quoting  final  rates,  so  as  to  as- 
certain the  amount  of  material  and  labor  required.    An  in- 
stallation charge  of  $2.00  will  be  made  for  one  additional 
jack  when  same  is  desired  after  the  original  installation. 


Code 
J3 
J4 
J5 
J6 


In- 

Annual 

stalla- 

main- 

tion 

tenance 

$6.00 

$1.00 

7.00 

1.00 

8.00 

1.5Q 

9.00 

1.50 

Code 

J7   $10.00 

J8   12.00 

J9    15.00 

JIO   18.00 


In-     Annual 
stalla-    main- 
tion    tenance 
$1.50 
2.00 
2.00 
2.00 


Private  Line  Rates     (Form  752) 
Code 

PLS    Each  instrument  or  station  per  annum $5. 00 

First  one-quarter  mile  of  line  or  fraction,  per  annum      10.00 
For  lines  of  one-half  mile  in  length  or  more,  per 
mile,  per  annum 20.00 
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Annual  Rates  peb  Mile  peb  Houb  Foik  Full  Talking  Cibcuits 


As  si. • 


1  to  2 


2  to  3 


t2 


3  to  4 


<2 


4to  5 


i2 


5  to  6 


$2 


6  to  7 


$4 


7  to  8 


96 


8  to  9 


9  to  10 


S8 


18 


4  to  5     I     5  to  6 


IS 


18 


6  to  7 


ft 


P.  M. 


7  to  8 


94 


8  to  9 


14 


9  to  10 


$1 


10  toll  11  to  12 


12 


$2 


12tol 


S2 


Hours 


Discount  per  cent . , 


6 


8    I     d    >    10 


I  I 


25 


30        35        40    .    45    ,    50 


Toll  Terminals.     (Form  1.) 


Code. 

Kind  of  line. 

Kind  of 
eQuipment. 

Kate  per 
niont  h. 

TT 

1  party 

Desk  or  wall. 

12  50 
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Name  of  Company. 


Location. 


Abl)OtsforrI  E.  L.&T.Co.' 
Adams  Co.  Metallic  Co... 

Akan'IVl    Co 

AliToma  Farmers  Tel. Co." 
Allenton-KohlsvIlleT.Co' 


Total 
Number 
OF  SrB- 

SCRIB- 
ER8. 


A I  men  a  Farmeis  Tel.  Co. 
Almond  Tel.  Co." 


Amacoj    Tel.  Co. 


AmlHTjf  Ti'l.  &  Teleg  Co.* 

Amery  El  Co 

Amhei-st  Tel.  Co.' 

Andersen  ().  I.  Tel.  Co 

Anii»fo  Tel.  Co." 


Ahbutsford 

New  Ilome 

Soldiers   (iix)ve. 

Forest  vl  He 

Alleiiton 


Almena , 

.Vlmond 

Bennett  d witch, 

Blaine 

Bruce 


Arena  &  RkUeway  T.  Co. 

Arjryle  Tel. Co, » 

Arkansaw  Tel.  Co 

Arnold  Tel.  Line 4 

Abhland  Home  Tel.  Co... 

Ashland  Home  Tel.  Co.'-. 

Ashton  Tel  Co. »...'. 

Athen.sTel,  Co." 

Attica  Mm.  Tel    Co 

Aubunidale  Tel.  Co. » . . . . 

Avoca  &  Muscoda  F.T.Co 
Badfir.S.T.  AT  Co.  > 


Amberier. 
Amery  .. 
Amhei-st 
Colfax  ... 
Antitro.  .. 


Arena 

Artfyle  — 
Arkan.saw 
A  mold . . . 
Ashland  .. 


l.'tS 

S>8 
»> 

112 
191 

ISO 

315 

26 

16 
351 
250 
117 

902 

IfiO 
268 
200 


Mellen 

Ashton 

Athen.s 

Albany 

Auhurndale. 


Badirer  Tel.  Co. 


Badger  Tel.  Co.  ' 


Baldwin  Mills  Tel.  Co. 

Baldwin  T.  Exch.» 

Ball,  J.  L' 


A  voca 

(1  ran  ton 

NellNvIlle... 

Mapleton 

North  Lake. 


Bancroft  Tel,  Co.' 
Bank'orTel.Co.'... 


Rich.  Center, 
Thompson... 
Weyauwejra.. 

Baldwin 

Antfusta 


Baraboo  Farm.Mut  T.  Co. 

Barneveld  IToll.  Tel.  Co  . 
Barneveld  Hid.  Tel.  Co.'. 

Barron  Co.  T.Co.' 


Banci-oft 

Bant?or.. 

Holmen.. 

Mlndora. 

Baraboo.. 


I)o<l(?evllle. 
Barneveld . 
lUdgreway.. 

Barron 

Birch  wood. 


1.331 

123 

80 

250 

106 

13 

3S 
119 
410 
318 

55 

20: 
58 
66 

664 

408 

5S 
4S0 
186 

90 


HI.  EX(^HAX(;K  tki.i 

FOR  ALL  COMPANIES  EXCFJl 


Monthly  Cu a koe  for  Busixess  Tei.p 
PHONES  ON  Specified  CiRcriX'.. 


1.50      1.25 

1.75 

1  

1 

1 

;  Si. 22 



1.2: 
)-   

>.::.:  .---\:.: 

1  5C 

, 

2  5C 

}\ 

1 

t 

"   I'm 

2.00 
2.50 

1.5C 
1  0(J 

.....    1....... 



1 



^                                                       1 

2.66 

1 

2.00 

; 

1 

.     "1      "...      .'.    "          

1.25 

I         1 

2.Ut 

1 

.50 

1 

1.54< 

1 !.-•.... 

2  0( 

i "'•.:  ..i 

1.5( 

1.25 

1      ' 

1.5( 

1.25 

■' ,;  "" 

1 

1 

1            I 

1.50 

1.25 

1  '56 

•      ••••         ••      •■! 

.                                         0    •»; 

1.25 

:•  s. 

1.00 
1.00 
1.00 


1.00 
1.00 
1.00 
1.00 


"1. 01 


52 

I  .«  s 

4:8 
12 


I 


I 


1  00 

1 
1 ,,,    . 

1.50 
1,00 

...«•   ......   *   ....^    •»    ...        ., 

1.25 

■  «  •  • 

■'i.25 

i'"   '* 

'  Subli<'ens€»e  of  Bell  Telephone  Company. 

'^  Kate  of  11.00  also  (1  not e<l. 

'  $1.00  forbuslness  extension  and50cts.  for  residence. 

*  Business  phones  12.00;  rate  of  11.00  alsonuoled. 

*  Rate  of  58  ets..  when  party  furnislies  phone. 
"  Rateof  50ctsalsotiuote<l. 

'<  Metallic  lines  11.75. 

"  11.00  discount  when  paid  3  years  In  adva-ice. 
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PHOXE  RATES, 

WISCONSIN  TELEPHONE  COMPANV. 


>*  13 09 discount  on  rural  linfs  if  paid  1  year  in  advance. 

'•  25cts.  penalty  If  not  paid  before  the  lOth  of  the  month. 

'*  First  mile— additional  mllea«re  $4.00  per  i  mile. 

'"  First  mile— additional  mlleatre  Sl.OO  per  \  mile,  per  party. 

"  Firet  mile— additional  mileatfe  50  cts  per  i  mile,  per  party. 

*^  Sl.OO  for  rural  (prounded  lines  and  $1.25  for  metallic. 

"'  10  to  18  party  line  residence. 


Mo?«XHI.Y   C'HARGE  FOR  RB»«IDEN(B  TeLBPI 

ON  Specified  C'iRCCiTg. 

iONES 
'      »S 

:    "^ 

1  a 

'     V, 

jC 
1      - 

MONTHTY 

Charge 

FOR    UrRAI. 

Service. 

Pay 

Station. 

Extension  ^et.««. 

1 

* 

• 

z 

a 

c- 

• 

OS 

a 
it 
£ 

1 
1 

o        22 

1 

1  1 

1 

i 

0 

1 

u 

3 
U 

c  c 
Oca 

• 

s 

OS 

S5 

a 

i 

0 

5  "*  s 



Sl.OO 

1 

1 

$0.05 

'"".iu 

1 

' 1 

•"10.75  

.42    

, 1 

'M.M) 

1  50 

1 



1.00 
1.00 

lo,3;u 

.10 

' 1 

•■••■••             •• 

--_-      ..1.*.. 

■  •  •       *  • 

1   25 

11.00 

21.00 

,  11.00 

1 

1 

"1.00 

81.00  

S0.25 

' ' 

■ 

1            , 

1             , 

1.25 

l.UO 

*"i!o6 

t 

1 



......    |......         a..... 

"1.75 

10.75 

1 

•  •  •      •  • 

1.25 

1.00 

Sl.OO 

1.00 

'•1.50 

1.50 

.82 

1         .37 

1       1.00 

1       1.00 

M.25 



.25 

1    '>n 

......  ......  ......J 

.82 

.05 

i.66 

.75 

.......<....... 

^ 

•••*■         •••>>■ 

1 

1      1  nn 

• 

t 

l.OO 
1.0<1 
l.LU 

1.2j 

1 

•  »•       •      '■*••■■ 

•*             •*•••■ 

1              •    ■    •    •    • 

1 

"*i!66 

1 . . . «  . 

11.00 

1 

»1.00 
*1,00 

1 

.25 
.25 

1.00 
1.00 
1  00 

"25 

1 

.75 

•  •••••  1 

:::;:: ..;...  ......i i 

1 

l.K 

1, 



S0.50 

.5' 
l.Ov 
1.2f 

1 

l.tK 

1.0( 

'M.5t 

) 

) 

l.Or 

)    »»4.2fi 

"i.25 "'1.66 

I.Oj- 

l.Ot) 

M.OO 

i.on 

l.OO 
1  00 

.50 

*  .15 
.15 

.*•••. 

( 

•"l.aOj  '*1.25 

■«1.25 

='1.00 

1 

l.Oi 
l.Ui 

). 

1 

D 

1  00' 

1 

1.00 

•.35 
1.00 
1.00 
1.00 
1.25 

1.00 
1.00 
1.00 
1.00 

• 

1.0< 

i.a 

l.O" 

1)1....,.,' 

I) 1 

1 

1 

1 

• 

' 

1.0 
1.0 
1.0 

l.I 



0 



0 

1 

0    

- 

1 

5      1.15 
1.25 

1 

1 

i 

i 
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Name  of  Company. 


Abl)Otsfonl  K.  L.&T  .Co.' 
Adams  Co.  Metallic  Co... 

Akan'IVl    Co 

Alffoma  Farmers  Tel  .Co." 
Allenlon-KohlsvllleT.Co' 

Almt^na  Farmoi-s  Tel.  Co. 
Almond  Tel.  Co.' 


Location. 


Total 
Number 

OF   SUB- 

WRIB- 

EB8. 


Ahbot.sford 

New  liome 

Soldler-j   (jix)vo 

Forest  vl  lit' 

AUenton 


Amacoj    Tel.  Co. 


AmlHTjf  Tel.  &  Telear  Co. 

Ameiy  El.  Co 

Amherst  Tel.  Co.' 

Andersen  ().  I.  Tel.  Co... 
Antltfo  Tel.  Co.' 


Almena 

Almond 

Bennett  !* witch. 

Blaine 

Bruce 


Arena  &  RUUeway  T.  Co. 

Ar»ryle  Tel. Co. » 

Arkansaw  Tel.  Co 

Arnold  Tel.  Line* 

Abhland  Home  Tel.  Co... 

Ashland  Home  Tel.  Co.". 

Ashton  Tel  Co.'...* 

Athens  Tel.  Co." 

Attica  Mm.  Tel    Co 

Auburndale  Tel.  Co.  * 

Avoca  &  Muscoda  F.T.Co 
Badfir.S.T.  AT  Co.' 


Amberip. 
Amery  .. 
Amhei-st 
Colfa.x  ... 
iVnti^o.  .. 


Arena 

Arjryle 

Arkan.saw 
Arnold... 
Ashland  .. 


1-S8 

98 

2 

113 

191 

ISO 

315 

26 

16 
351 
250 
117 
902 

l.sO 
268 
200 


Mellen 

Ashton 

Athens 

Albany 

Auburndale. 


Badirer  Tel.  Co. 


Badirer  Tel.  Co.  ' 


Baldwin  Mills  Tel.  Co. 

Baldwin  T.  Exch.» 

Ball,  J.  L' 


A  voca 

Gran  ion 

NeilNvllle.. 
Mapleton... 
North  Lake 


Bancroft  Tel,  Co.' 
BanjforTel.Co.'... 


Uich.  Center, 
ThomiJs<in... 
We.vauwe>fa.. 

Baldwin 

Autrusta 


Barabix)  Farm.Mut  T.  Co. 

Barneveld  HoU.  Tel.  Co  . 
Barneveld  Kid.  Tel.  Co.'. 

Barron  Co.  T.Co.' 


Banci-oft. 
Bant?or... 
Holmen.. 
Mlndora. 
Baraboo.. 


1,331 

123 

80 

250 

13 

119 

410 

318 

55 

207 

58 

66 

664 

408 

5S 

480 

186 

W 


III.   EX('HAX(;K  tklf 

FOR  ALL  COMPANIES  E.X'CEI'T 


Monthly  Charge  for  Busini.<s  Tei.k 
phones  on  Specified  CiRcnrs. 


1.50i  vLOO 


1 

1 

1 

81.25 

1.00' ' -  -    ti  t;7 

1.50 

1.25 ' 

$1.25 

*•■••■•         •       •-•• 

1.75 

'"i'.bO 
2.50< 

1 

...,, 1 

. 

1.25 

1 

1                                 ----■•. 

1 

1 . 

;  1 

1  '66 

1,50, 

1  ou 

2.(X) 

1 1 . . . . 

2.50 

2.66 

2.00 


2.Ut 

.50 
1.5^' 
2.0( 
1.5( 
1.5( 


1.25 


1.25 


•> 


2  iw» 


1.50 


1.50 
1.25 


1.25 


1.00 
1.001 

i.oo: 


1.00 
1.00 
1.00 
1.00 


2.2.S 
2  lii 


"l.W 
•"•I  rt) 


I>o<l«revllle. 
Barneveld . 
Ilidirewa.v.. 

Barron 

Birch  wood. 


52 

,  1)3  -, 

4f8 
12 


1  00 

1 

1 1 

1 

1.50 
1  00 

* ' "  • ' , 

1 ,  25 

, 

1.25 

1 

'  Sublicensee  of  Bell  Telephone  Company. 

^  Kate  of  il.O()also(]uoted. 

'  $1.00  for  business  extension  and  50  cts.  for  residence. 

*  Bu.siness  phones  12.00:  rate  of  $1.00  also  riuoted. 

*  Rate  of  58  cts..  when  party  furnisheN  j>hone. 
"  Rate  of  50ctsalsotiuoted. 

■>  Metallic  llnes$t. 75. 

"  11.00  discount  when  paid  3  years  in  ad%  a -ice. 


TELEPHONE  RATES. 
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PHONE  RATES, 

WISCONSIN  TELEPHONK  COMPANV. 


Monthly  Charge  for  Rekidence  Telephones 
ON  Specified  Circuits. 

MONTHTY 

Charge 

for  uural 

Service. 

Pay 

Station. 

Extension  Sets. 

One  party. 

• 

0 

c- 

• 

■»-» 
u 
OS 

a 

1 

■ 

3 

a 

Eight  party 
Ten  party. 
Other  kinds. 

1         3 

• 

C 

& 

S    ' 
o 

:x, 

w 

X 

Monthly  guar- 
antee. 

• 

a/ 

*.> 

a: 

a 

5 

Transjmltter 
and  receiver 
with  bell. 

5  *•  0 

ss-i 

$1.00 

1 

1 

• 
'                     1 

10.05 

1 

!; ;';*** ;;;;;  '»i6.75 ."!!!! 

1 

.42 

.lu 

••«• «••«••••«•• 

1 

'M.«0 
1       1.00 

1.00 

I 

'"i'so 



lo,H;^i 

.10 

1 

t 

1 

• • 

•     •    ■            •    9 

1.251     11  00 

21.00 

11.00 

1 

2»1.00 

.  . . 

$1.00  

10.25 

' 

1 



, 

1.25 

1 

1 

1 

1.00 

"'i!66 

1  lb 

t 

''1.75 

1.00 

'•1.50 

1.50 

.82 

.37 

1.00 

1.00 

M.25 

10.75 

•   •   •        •   a 

1.25 

1.00 

$1.00 

1 

.25 

1  *26 

, 

.82 

.05 

i.66 

.75 



.....     .•..••.... 

1      1  nn 

* 

1 

1.00 

..       ...... 

J.  00 

I 



l.tO 

1.00 

11.00 

81.00 
*1,00 

1 

.25 
.25 

1.25 

•  •  ■  •  •  • 

: 

1.00 
1.00 
1  00 

"25 

75 

. 

1 I 

t 

•                '                 ^1 

I.lO 

•; ;:;;; i 

S0.50 

.5' 
l.Oi 
1.2f 

1.00 

1.00 

'•1.50 

1 

1 ..... .  • 

■ 

1.0< 

'•4.25 

'•i.25 '"i.oo 

l.ft' 
1.00 

*1.00 
1.00 
1.00 
1  00 

.50 

.15 
.15 

1 

*M.50  'M.25 

"1.25 

211  00 

l.OU 
l.UU 

1.00 
1.00 
l.OU 

, 

1 

1  00 

'      1.00 

' 

«  35 1 

1.00 
1.00 
l.OU 
1.25 

1.00 
1.00 
1,00 
1.00 

, 

1        *       ••••*. 

1 

' 

« 

1.00 

i.do 

1.00 
1.15 





1 



.  . . 

, 

1.15 

1.2a 

1 

''WW  !!.;!.! 

.              1 

1 

1 

^'  13 OD discount  on  rural  lines  If  paid  1  year  in  advance. 

''  25cts.  penalty  if  not  paid  before  the  10th  of  the  month. 

'*  First  mile— additional  mileage  $4.00  p<>r  \  mile. 

'^^  First  mile— additional  mileatre  $1.00  per  J  mile,  i3er  party. 

''  First  mile— additional  mlieaire  50  cts  per  \  mile,  per  party, 

""  SI.OO  for  rural  grounded  lines  and  $1.25  for  metallic. 

''*  10  to  18  party  Hue  residence. 
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RAILROAD   COMMISSION   OF   WISCONSIN. 


Namk  of  Company. 


Barron  Co.  Tel.  Co.' 

Barton  Rural  Tf'l.Co. • . . . . 
Bass.  &  Eaffle  Cor..T.  Co. 

Bayfield  Co.  Tel.  Co 

Bayfield  Farmers T.  Co.'. 

Bayfield  Farmers  T.  Co.' 

Belleville  Tel.  Co.» 

B.  &P1.  V.  T.Co  ' 

Belolt  Farm  Tel.  Co.' 

Bertren  Tei.  Co 

Berlin  Tel.  Co' 

Blrnam wood  Tel.  Co. ' 

Black  Earth.  Tol.  Co.'.... 

Bloomer  Tel.  Co.'* 

BonduelTel.  Co.' 

BoscobelTel.  Co.' 

Brandon  Tel  Co.' 

BrecU  Tel.  Co. ' 

Brijrgsvllle  &  B.S.  T.Co.' 
Bristol  Tel.  Co.' 


BrodheadTcl.Co.'... 
BiooklynTel.Co.'... 
Brown  Co.  Tel. Co.'.. 
Buena  Vista  Tel.  Co.i 
B.B.  &W.Tel.  Co.'.. 


III.  EXCHANGE  TELE 
FOR  ALL  COMPANIES  EXCEPT 


Monthly  Charge  for  Business    T 
PHONES  ON  .Specified  Circuits. 


ELE- 


B.,  Roch'r&K.  Tel.  Co. 

Burnett. let.  Tel.  Co 

Busy  Farmers  Tel.  Co. . . 

CadottTel.Co 

CadotiTel.  Co 


Calumet  Tel.  Co  ' 

CambriaCo-op.  Tel.  Co.. 
Cambridge  Tel.  Co.'.  ... 
Canton  Farmers  Tel.  Co. 
Carter- Wabono  Tel.  Co... 

Casco-Brussels  Tel .  Co.  • . 
Cecil-(Jreen  V.Toll  L.Co' 
Cedar  Hrove  Tel .  Co. ' . . . 
Cedar  Lake  Rural  Tel.  Co 
Central  Wis.  Tel.  Co.'... 


Total 
Number 

OF  9UB- 
SCRIB-  1 
ER8. 

i 

1 
1 

Location. 

• 

t. 

a 

0) 

a 
O 

• 

a 

a 
o 

• 

• 

a 
a 

u 
3 
O 

• 

3 

Xi 

• 

C 

o 

5e 

—    t. 

•     3  '" 

Rice  Lake 

784 

15    1 

71 
275 

"11.40 

11.40 

•  «  •  «  •  • 

Barton 

Muscoda 

1' 

,,, 1 _ 

Washburn , 

2.00 

SI. 50 

Bayfield 

1.. ... 

Cornucopia 

Belleville 

230    1 

235    ' 

320    1 

75    ' 

186    ' 

124 

275 

512 

190 

243 
76 

1.50 

Darlington 

Beloit 

*" 1 

Bergen 

Berlin 

•  •  •  •  •      ■  • 

1.50 
1.25 
1.50 
1.50 

1.50 
2.00 
1.25 

1.25 

Blrnam  wood 

Black  Earth 

Bloomer*. 

Bonduel 

Boscebel 

1.50 
1.50 

1.50 

11.50 

12.00 

Brandon  

Stetson  ville 

Brigirsvllle 

141 
279 

631 

213 

142 

25 

300 

399 

.83 

Bristol  

Brodhead 

1.50 
1.50 
2.50 

2.00 

Brooklyn . . 

* 

Itenmark 

2.00 

Plover 

Wiieatland 

••■•*•'-- 

Rochester 

2.C0 
1.00 

1.75 

11.50 

1.25 

1 

Clyman 

\ 

Monticello 

64 
132 

1 

Boyd 

1.00 
!.50 

1.00 

.42 

1.00 

1 .. 

Cadolt 

1 

Forest  Jet 

I 

Cambria 

•?8 
68 
70 

1 

78 
119 
1K8 

72 
193 

599 

167 

55 

74 

211 

.42 

.42 

Cambridge 

j 

Canton 

1 

Wabeno 

1.50 

2.25 
1.50 
1.00 

......,.•«... 

'^11.281 

Casco 

i 

1    1.50 

Cecil 

Cedar  (irove.... 

1.00 

New  Richmond. 

Alma  Center.... 

2.00 

2.00 
2.00 
2.00 
2.00 
2.00 

1 

Black  Rlv.  Falls 

Fairchild 

Hlxton 

1  

llumbird 

Melrose 

'  Sublicensee  of  Bell  Telephone  Company. 

'  Si. 50 in  certain  districts  and  for  desk  sets, 

"  Business  phone  $2  (h). 

*  Residence  extension  50  cts. 

'"  tiate  of  75  els.  when  party  furnishes  phone. 


TELEPHONE  RATES. 
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PHONE  RATES. 

WISCONSIN  TELEPHONE  COMPANY-Contlnue<l. 


Monthly  Charge  for  Residence  Telephones 
ON  Specified  Circuits. 

Monthly 
Chakgb 
FOR  Rural 
Service.    ! 

1 

Pat 

Station. 

Extension  Sbt8. 

• 

a 

c 
C 

• 

a 
o 

« 

*•* 

a 
a, 

a 

s 

_ 

* 

■ 

u 
a 

• 

u 
a 
o, 

a 

c 

•J) 

G 

• 

t 

% 

1 

s 

H 
o 

x: 

Monthly  cruar- 
antee. 

m 

o 

1    1. 

(4 

« 

Oi 

Transmitter 
and  receiver 
with  bell. 

Transmitter 
and  receiver 
without  bell. 

1 

IM.OO 

SI. 00 

SI. 00 
.25 
.58 

"1.25 
1.26 

1 

•»..«*i»«»«««« 

1 

1.00 

•SI .00 

10.86 

.75 

1.25 
1.00 

1.00 

............. 

•  •  •  •       • 

1 

>"1.00 
1.50 
1.25 

1.25 
1.00 
1.00 
1.50 
1.00 

( 

SI. 50 

SI. 50 

*' 

1 

1 

1.25 

1.00 

1 

>>.75 

, 

1.00 

1.00 
.75 

.••*•. 

1 

::::::  ::::::i 

1.00 

1 

...... 

1 

•■''J. 50 

1.00 

.75 
1.00 

80.75 

SO.  75 

S0.75 

.75 

.75 

1 
1 

1 

1.50 

■1 

1.25 

1  25 

i 

1"  '  * 

.62 

.25 

1 

1.25 

1 

1 

1.00 
1.00 
1.75 

:  •i.oo 



1.00 



•  • 

...... 

l.iiO 
1.50 
1.00 

]  /  "1 

******** 

.10 

1.25 

^ 

1.00 

I 

.42 

2.00 

1.75 

1.50 

1.25 

1  00 
1.00 
1.50 
1.00 
1.00 

1.00 

...... 

p 

.4S 

1.00 

. 



1 

* 

1.00 

1 

1.00 

1 ,. 

1.00 

1 

1 

1.00 

"1.50 
1.00 
1.00 

1.00 
1.00 
1.00 
l.Ou 
1.00 

1.00 
1.00 
1.00 
1.00 
1.00 

0.25 

1 

1.00 

1.00 

1 

1.00 



1.00 

1 

•  •          •  • 

1 

.25 

i.eo 

•«..•. 

1.00 

• 

.25 

1.00 

••••     '   ••   •• 

****** 

.25 

1.00 

1 1 

.25 

1.00 

1 •••• 

1 

.25 

1. 00 

■ 

C.'.W  '.','.'.'.'. 

.25 

'*  Rate  of  50  cts.  for  residence  and  rural  phones. 

*^  Bu.sine.ss  phone  75  cts, 

*'  Rate  of  84  cts.  when  party  furnishes  phone. 

'"  3  per  cent  discount  if  paid  before  the  lOlh  of  the  month. 

«-»  Deslc  sets  SI  75. 

^'-'  ft2.00  discount  when  paid  one  year  In  advance. 
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RAILROAD   COMMISSION   OF   WISCONSIN. 


III.  plxchanop:  tele. 

FOR  ALL  COMPANIES  EXCEPT  WISCON- 


Namk  of  Company. 


Central  Wis.  Tel.  Co.>.. 

•  ■   • 

•  *  « 

Chetek  Rural  Tel.  Co.'!! 
Chippewa  Co.  Tel.  Co... 

•  •   • 
*•                                       »•                        ft*                «• 

•  •   • 

Chippewa  Valley  Tel. Co.' 


14  ». 


Citizens  Tel.  Co.  ^'^ 


City  Tel.  Co.' 

Clear  Lake  Tel.  Co.» 
Clinton  Tel.  Co.^... 
Colby  Tel.  Co.' 


ColomaTel.Co.'.^' 

Columbia  Co.  Tel.  Co.... 
Coon  Val.  Farmers  T.  Co' 
Cottasre  Grove  Tel .  Co. ' . . 
CrandonTel.  Co.' 

Cn^omoor  Tel .  Co. ' 

Cumberland  Tel.  Co.'.... 
Curran  Farmers  Tel.  Co. 

Dallas  Tel,  Exch 

Dane  Co.  Ruial  Tel.  Co.' 

Dane  Co.  Tel.  Co 


•  •        •  k 


DarienTel.  Co.' 

Darlinjrton  Rural  T.  Co.' 
Deer  Park  Tel.  Co.' 


Deerfleld  Tel,  Co.' 

DeltonTol.  Co 

DodireCo.  Tel.  Co.' 

OodfirevUle  Northern  T.Co 
Door  Co.  Tel.  Co,' 


Location. 


Total 
Number 

OP  SUB- 

80RIB- 

EKB. 


Merrill  an... 
North  Bend. 

Taylor 

York  

Chetek 


Chippewa  Falls. 

Eatrle  Point 

Holcombe 

Jim  Falls 

Bruce 

Cameron 

Infrram    

Lady.smlth 

Prentice   

Sheboy  tran 


Sheboytran  Falls 

Turtle  Lake 

Clear  Lake 

Clinton 

Calby  

Coloma 

Morrison ville  ... 

Coon  Valley 

Cottajre  Cirove... 
Cramion   

Grand  Rapids... 

Cumberland 

Taylor  

Dallas 

Madison 


Cottaff*^  Grove. 

MIddleton 

Darlen 

Darllnirton 

Deer  f*ark 


Deerfleld 

Delton  

Reese vl lie  

Dodfirevllle 

Stunfeon  Bay.. 


DurandLt.  &  Pr.  Co.' 
Ea«rleTel.  Co.'..? 


4. 
it 


Durand 

Dousman , 

Ea«rle 

Ea.st  Troy 

(ien^see  Depot 


58 
44 

24 


135 
520 


72 


20 
15 

2Sd 
30 

275 

104 
101) 
2iO 
450 
174 

248 

m 

431 

88 
184 

22 
270 

82 
176 
200 


MoNTHT.Y  Charge  for  Business  Tele- 
phones ON  SPECiriED  Circuits. 


t;     '     h 


a 

A 

a 
O 


A 

O 


12  00 

2.00 

2.00 

2. CO 

"1.00 

2.50 


1.50 

1.50 
1.50 
1.50 
1.75 
3.75 

2.. 50 
1.50 
1.50 
2. 00 
1.5U 


1.25 
1.50 
1.25 
2. 00 


1.50 

i!66 


16 
»5 

228 
66 

190 
31 
65 


144 

209 
445 

217 


1.00 


1.50 
1.00 


2.00 
2.00 
2.00 
2.00 
2  no 


$2.00 


1.50 
2.75 

2.00 
1.50 


t 


98 

a 


o 


t2.00 


c 


.a 


1.001 


< 


•Ji 


12.00 


2.50 

2.50 
2  bt) 

2.:j0 

2.50 


1.50 


1.00 


1.50 
1.75| 
1.75 
1.75 
1  7R' 


I  1.50 
'  1.50 
'    I  fin 


*'1.25 
*'l.25 
"1.25 

411    »r. 


'  Sublicensee  of  Bell  Tel.  Co. 

•  Residence  extension  5j  c»'nts. 
'»*  Rates  of  II  .50  also  duoted. 
*•  Rate  of  50  cts  when  party  furnishes  phone. 
■^'81.50  for  stores. 
''*  .Metallic  service;  11.25  for  firrounded  Hue. 
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PHONE  RATES. 

SIN  TELEPHONE  COMPANY-Continued. 


Monthly  Charge  tor  Bbsidbnge  Tbi 
PHONES  ON  Specified  Circuits. 

^E- 

Monthly 
Charge 
fob  Uural 
Service,   i 

Pay 
Station. 

Extension  Sets. 

i 

• 

«a 
a 

% 

• 

1 

H 

• 

hi 

• 

a 

■«-< 

• 

c 
H 

s 

o 

e 

1 

s 

Stocic  holders. 

Montlily    guar- 
antee. 

• 

"a 
o 

K 

6  ' 

e 

5 



Transmitter 
and   receiver 
with    liell. 

J! 

^£  = 
So 

• 

0S 

SI  .00 

- 

SI. 00 
1.00 
1,00 
1.00 
1.00 

1.50 
1.50 
1.50 

1.50 

1 

! 

S0.25 

1.00 

' 1 

.25 

1.00 

.25 

1.00 

.25 

1.00 

1.50 

Si. 00 

1 

SI  .00 

SI. 00 

SJ.50 

'    0.25 

1 

1.25 

.62 

.62 
.62 
.62 
.62 
"1.00 

•1.00 

SO. 50        .25 

1.25 

' 

1  " 

.50 
.50 
.50 
.50 

■      •  ■  *  • 

.25 

1.25 

, 

.25 

1.25 

' 

.25 

1.00 

1 

•  • 

.25 

2,75 

11.75 

•  *      •  ■  * 

1.25 
1.25 

.25 

1.50 

.25 

1.50 

1.00 



1.00 
1.00 
1.50 
1.00 

1.00 
1.00 
1.00 
1.25 

SO. 50 

1 

.11) 

1.00 

1.00 

1.00 

1       •  •  •  •  • 

1 

« 

1 

1 

] 

1.25 

1. 00 

1.00 

, 

1.25 

1 

1 

1.25 

1 

' 

1.50 

1.00 

1 

1.00 

•'1.00 

1 

1-            ; 

«•  .75 

1 

......1...... 

•^•1.50 

i 

1 

1 

1 ..... . 

,1 

; 1 

1.00 

1.25 

.75 

1.00 

1.00 
1.00 
1.25 
.25 
2.00 

l.OC 
1.25 
1.25 
1.25 
1.25 

. 

.... 

1.00 

S0.75 

.50 

1 

1.5< 

1       1,00 
s^l.OO 

1  .  _ 

. 

1 1 

••              ••«• 

1 

1 

*"*  1 

1.50 

1 

1 

......I...... 

l.Ol 

)        .75 
) 

.75 

• 

«  *           •  • 

.50 



i 
.25       .25 

2.0( 

' 



.25 

.25 

1      .25 

'       .25 



•    •     •    a 

2.0( 

3 

...... 

2.0( 

} 

' 



'.'."!'.!! 

•  *       •  •  • 

3'DeHkplionesS1.25. 

^'  25  cts.  discount  if  paid  before  the  tenth  of  each  month. 

^^  Summer  phones  at  lalce  S2.00. 

**  School  and  depot  service. 

♦'  Eight  or  more  party  line. 
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RAILROAD   COMMISSION   OF   WISCONSIN. 


III.  EXCHANGE  TEI^E 

I 

FOR  ALL  COMPANIES  EXCEPT  WI^CoX 


Location. 

Total 
Number 
OF  Sub- 
scrib- 
ers. 

Mont 

p 

a 

0) 

c 

HLY  C 
HONEfi 

o 
H 

$1.75 
1.75 
1.75 

.  .  ^  .  .  . 

HAROE  FOR   BUSINESS  TSLE- 

I  ON  Specified  Circuits. 

Name  of  Company. 

ca 
o, 

1.. 

■ 

A 
X 

V. 

C 

tm 

m 

J3 

o 

Eai?1eTel.  Co 

EaiffleTel.  Co.* 

• 

LaGranfre 

Mukwanaifo 

Palmvra. 

100 
117 
255 
21 
128 

$2.00 
2.00 
2.00 
1.00 

$1.50 

*»fl.25 
*«1  25 

Eagle  Tel.  Co •. . . 

1.50 



*»1.25 

Earl  Tel.  Co.' 

Earl 

East  Valley  Tel.  Co.* 

Campbellsport . . 
Dotvville 

East.P.du  L.Co.T.Co.*  " 

1.00 
1.00 

..••..  !.•.*.«..     *••••- 

East.F.du  L.  Co.T.Co.*.. 

Eden 

217 
102 

407 
86 

39 

148 
109 

no 

188 

52 
54 
53 
433 
96 

301* 
173 
120 
9 
386 

234 
354 

V    •    •            •    *    •    • 

"1.25 
"1.25 
"1.25 

"1.25 

"1.25 

"1.25 

2.00 

2.00 

1.50 
1.50 
1.50 
2.00 
2.00 

2.00 

■""'i.'25 

■    ■•a*.    !•••>••••        •«•>>• 

Eastern  Wis.  Tel. Co. »  ". 

Brllllon 

1 

Eastern  Wis.  Tel. Co 

Chilton 

"1.25 

Eastern  W is.  Tel . Co ^ 

Elkhart  Lake  . . . 
Hilbert 

...... I. ....••.    ...... 

Eastern  Wis.  Tel  .Co 

1 

i           

Eastern  Wis.  Tel. Co.* 

Kiel 

1.25 
1.25 
1.75 

1 

Eastern  Wis.  Tel. Co 

New  Holsteln.... 

Eau  Claire 

EauGalle 

Watertown 

Edffar 

Eau  Claire  Co. Tel. Co.',** 

1 

,,,.,.f ...... 

EauGalle  Tel. Co.* 

Ebenes^r  Tel. Co.' 

Ed.-4Cassel-Emmet  T.Co.' 

Edjrar  Local  Tel. Co.*.  ... 

Edirar 

Ed<rurton  Tel.  Co.* 

Kdf^rton 

Elderon 

Elderon  Tel.  Co. ' 

El.W.&Tel.Co.* 

Tomahawk 

Eleva 

Eleva  Farmers  Cent'l  Co. 

1.00 

t 

Elk  Mound  Tel  .Co. ' 

Elk  Mound 

Soldiers  Grove.. 
Elroy 

Cushlnff 

Ettrlck 

Elm  wood  Farmers  T.Co. . 

1 

Elroy  Tel.  Co.* 

1.50 
1.00 

).....•.. 

$2.50 

Eauity  Tel  .Co.  .* 

Ettrick  Tel. Co 

Eureka  Tel. Co.' 

Hustlsford 

Eureka  Tel  Co 

Neosho 

299 

653 

36 
110 
120 

45 
219 

440 
17 

2.00 
2.00 

2.00 

2.00 

.83 

2.00 

Eyansvllle  Tel.  Co 

Evansvllle 

Loomls 

2.50 

Farm  and  Village  T.Co.'. 

1.50 

1.75 

.83 

Far. &  Merchants  T.Co.*. 

Lena 

$1.50 

Farmers  Co-uo.Tel.  Co. . . 

Prairie  du  Sac... 
Htxton 

F.Mlxt'n&No'thfl'dT.Co 

Fanners  Ind.Tel.  As^n.'.. 

Caroline 

1 

Par.  Inler-Co.Mut. T.Co.' 

Kllbourn 

AtfiToma 

1.25 

1.00 



■ 

2.00 

F.L.  Sh.Tel.Tr.&  E.P.Co.' 

Farmers  Mut.Tel.Co 

Cambria 

........  ...... 

Farmers  Mut.Tel.Co 

Povnette 

1 

Farmei's  New  Era  T.  Co.' 

WUmot 

174 

'"2. '66 

.62i 

Farmers  Tel.  Co 

Hlxlon 

, 

Far. Tel.  Co. of  Beetown  . 

Beetown 

Benton 

Bloomlnsrton 

Cassrlll«i 

211* 

47 
108 
116 

ftk              4»               *•          i>                            km 

•§             kfc             kk         ai                          ftb 

it            »»            i*         k»                       «• 

.... ..-. 

1       *  ' 



.•..•...|...... 

*  Sublicensee  of  Bell  Tel.  Co. 

•  Kates  of  50  cts.  also  duotecl. 
**  Residence  phone  50  cts. 

**  $1.00  penalty  if  not  paid  semi-annually  in  advance. 
'*  25  cts.  discount  If  paid  In  advance. 
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PHONE  RATES 

SIN  TELEPHONE  COMPANY-Continued. 


Monthly  Charge  for  Rbsidince  Tblephonbs 
on  s^pbcified  circuits. 

Monthly 

Charge 

FOR  Rural 

Service. 

1 

Pay 

Station. 

1 

Extension  Sets. 

One  party. 

Two  party. 
Three  party. 

Four  party. 

• 

h 

a 
% 

u 
a 
A 

S 
© 

a 
© 

o 

1 

o 

■  1 

1 

r 

81.25 

© 

2 
o 

GO 

Monthly    guar- 
antee. 

1 
Rate  per  call,     i 

t 

Complete. 

Transmiller 
and  receiver 
with  bell. 

Tran.smltter 
and   rei  elver 
without  b^ll. 

• 

*© 

Cfi 

S2.00 

1 

80.25 

.25 

25 

2.00 

1  25 

2.00 

1.25 
1.00 
l.Ot 

1 

1.00 
1.00 

1 

1 

■  •   •       •  • 

11.00 
1.00 



• 

1 

1.00 

1.00 

i.oo 

1.00 

1.00 
1.00 
1.00 
1.75 

1 

1.00 

1.00 

1 

1.00 

; 

1.00 

1 

1.00 
1.00 
1.00 
1.75 
1.00 

1.25 
.25 

1.00 

80.90 
.90 

1.00 

2.00 

1.00 

*«|.75 

■  '  *      '  *  1 

1.25 

1.00 

1.00 

1.25 

1.00 

, 

*1.50 
1.25 

1.00 
.75 

1.25 
.25 

1.00 

1.00 

1.25 

......  ...... 

, 

1.00 



80.6C 

80.25 

1.00 

1.25 

* 

1 

1.25 

1.00 

1 

^ 

•••«««! 

1.00 

1 

•.33 

1 

1 

i 

81.50 
1.00 

. .  1 

1.25 
l.l7 

1.00 
1.25 

.20 

1.50 

1.25 

1.00 
1.25 

•  •  •  •  •  • 

1.50 

1.50 

1 

1 

••••••I...... 

• 

.75 
".75 

.42 

"l.OC 

.66 

1.00 

1.00 

.85 

.85 



1  .          _   _  _ 

1 

1 

|...... 

1 

1.50 

' 

1 

.62* 

.62* 
.75 

1 

1 

t 

r 

...     ' 

1 

, 

1 

■ 

1 

u 

''     '      i 

'^  Kate  of  8l..^0  also  quoted. 

••  Quarterly  In  advance. 

***  Kates  of  50  ct.s.  and  25  els.  also  (lu  >ted. 

*•  Eifirht  or  morn  party  line. 

*^  Rate  of  81.66)  also  quoted. 
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RAILROAD  COMMISSION  OF   WISCONSIN. 


EXCHAXGK  TELK 
FOR  ALL  OOMPANIES  EXCEPT  WISCON 


Name  or  Company. 


Far. Tel.  Co. of  Beetown. 
Far.Tel.  Co. of  Beelown. 
Far. Tel.  Co.of  Beeiown. 
Far.Tel.  Co.  of  Porter... 
Fawners  Tel.  Exrh.' 


Farmers  Union  Tel.  Co.^ 
Feeley's  Pike  L. Resort' . . 

Fennimore  Tel.  Co. ' 

Ferry  vllle  Tel.  Co 

F'st  F.T.Co.of  T.  of  Cur'n 

Five  Points  Tel.  Co 

F.du  L. Rural  Tel.  Co.'... 

FootviileTel.  Co.' 

Forest  vllle  Tel.  Co 

Foster,  N.  C,  Lumber  Co. 

Fountain  City  Tel.  Co. ' . . 
Fountain  City  Tel.  Co.' .. 
Fox  R.  Val.T.  &T.  Co.".. 


(4 


Franks  vllle  Tel.  Co. ' 

Frelstadl  &  Cedarbursr. . . 
Fremont  Tel.  Co. ' . .  .... 

Friendship  Tel.  Co.' 


GlUett  Rural  Tel.  Co.'.. 

Olenvlile  Tel.  Co.' 

GUddenTel.  Co.i 


Grant  Co.  T.  &  T.  System, 

Green  Lake  Tel.  Co.' 

Greenwood  Tel .    Co.'" .... 

Hamburir  Tel.  Co.' i 

Hammond  Tirl.  Co. . ' 

Ilank.s.  G.  n 

Hartford  Rural    Tel.  Co.' 

HatleyTel.  Co.' 

Hazel  Green  Tel.  Co.' 

Hlirhlana  Tel.  Co 


Monthly  Chabob  fob  Buainrps  Tele- 
phones ON  Specified  Circuits. 


Total 
Number 
OF  Sub- 
scrib- 
er.<. 

1 
One  party. 

LOOATION. 

• 

t 

o 

Three  party. 
Four  party. 

Six  party. 

Other  kinds. 

=  8 

r.  S 

Hurricane 

57 

416 

07 

56 

729 

."{03 
13 

358 
76 

1 

Lancaster 

1 

Potosi 

•  •         •«!•■•■•• 

1 

Porter 

Richland  Center 

11.75 

1.00 
1.50 
1.50 

11.50 

11    ^^ 

' 

Middleton 

, 

Flfield 

Fennimore 

••••■■     •••-••..! 

Ferry  vllle 

Taylor 

Five  Points  .  ... 

40 
270 
286 

92 

7 

3 

58     1 
1,633    - 

340 
2.119 

1 

i 

Fonddu  Lac 

Footvllle 

1.00 
2.00 
1.00 

2.00 
2.00 
2.50 
2.50 
2.50 

i.66 

1.75 

! , , 

Forest  vllle 

Fairchlld 

Alma 

i 

Fountain  City... 

Appleton 

2.2o 
2.00 
2.U0 

DePere 

..... 

si.  50 

. 

Green  Bay 

Little  Chute 

•■•••• 

1             1 

New  London 

i82 

1 

"  "'i!66 

1.00 

1.00 

Waupaca 

Weyauwe«ra 

1.00 
2.00 

2.00 

1.00 

1.00 

i!66 

■ 

Wriffhtfttown  .... 

130 
1S>3 

1 

1.50 

1 

Franks  vllle 

*****                       •••••■•!.••••■ 

So.  Germantowu 

'.'.'..v. ::: 

1 ' 

Fremont 

16    1 
200 
80 

"il.Ot 

1 

Friendship 

1.00 
1.00 

1.00 

White  Creek..  .. 

..1 1 

Glllett 

1 

1 

Shullsbur? 

Butternut 

4i  ■' 

Ha 
151 

"i'.iiO 

Glldden 

1.50 
2.00 

1.50 

' 

Park  Falls 

1 

Plattevllle 

r 

' 

Fairwater 

15 
133 

25 
155 

1          104 
59 

Greenwood 

2.66 
1.25 

.50 

1 

HamburflT 



Hammond 

, ,    1 

".80, 

Westfleld 

Hartford 



Hatley 

1.26 

1 

Hazel  Green 

Elm  wood 

1 ;i"' 

4/ 

40     ' 

•  *  •  ■   ■  •  « 

=•"1.00 

...[..  \.....\ 

i 

1 

'  Sublicensee  of  Bell  Tel.  Co. 
'"Desk  phones  $1.25. 

;•' Kates  of  81.75.  II  83  and  $1.2->  also  duoted. 
"This  company  sold  out  to  the  Wis.  Tel.  Co..  July  23.  1912. 
<*Bu.'slnesh  extension  phone  f  .75. 
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PHONE  RATES. 

8IN  TELEPHONE  OOMPANy-CJontlnued. 


• 

MO.NTHLY  OhARGB  FOR  RBSIOBNOB  TbLSPHONIS 

ozT  Specified  Circuits. 

MONTWiY 

Charge 
iFOR  Rural 

'     SERVICE. 

1 

Pay 
Statios. 

1 

Extension  Sets. 

1 

One  party. 

• 

fa 

a 
o 

• 

1 

• 

A 

1 

S 

• 

• 

S 

• 

c 

• 

r. 

•a 
c 

V 

o 

• 

V 

a 

2 

o 

1 

1 

fa 
« 

Rale  per  call. 

a 
5 

Transmitter 
and  receiver 
with  bell. 

. 

• 

10.75 

.84 
1.00 



•  •  • 

1 

$1.25 

11.10 

1 

90.50 

,  U.V5 

1 

10.15 

i 

1.00 

10.75 

l.OO 
1        .50 

.5(» 

.42 

"2  00 

1  00 

1.0i> 

i 

1 

1  00 

"iido 

11.00 
1.00 

1  50 

l.OC 

1  2' 

1.2S 

i      l.?5 

1.2.1 

% 

'i'.bb 

•  •       •  • 

1.25 
1.50 
1.50 
1  50 

1 

1 

1.25 

,...,,1 

1.00 

.25 

1.00 
1.00 

) 

*»1.50 
1.2 



1  » 

•    • 

1.00 

.25 

l.CO       1  00 

' 

1.25 

1 

1  00       1  00 

1.00 

1.25 

1.00 

,      1.25 

n.oo 

75 

1.00 

I       1.00 

1 

.15 

••■•••l------ 

2  00       1.00 

1 

1                        1 

-•••■■ 

75 

1 

•  •  ■  • 

...a     ..1------ 

1.00 

1                                      ■ 

si. 66 

1.00 

■ 

.!...•-. 

81.00  

.42 

• 

1 

1 

1 

**1  00 
1.00 

I' 

1  \ 

t 

( 

1 

1.00 
J. 00 
1.25 

1.00 

1 

1.25 
1.25 

1      1.25 

1 
] 

^•.50 

25 
.2.> 
.25 

1 : 

•  1 

**.50 
<*.50 

I 

1 

) 

1 

2.50 



*      "  *                        I 

1.00 

1 

1.00 
1.00 

) 

1.00 
1.00 

1 

. 

1 

1 

, 

1 

".82 
1.25 

1 

*  •  ■    •  • 

"aioo 

' 

' 

i       1.00 

i!66 

1.00 

1  ■ 

1.00 

1 

1 

^'12.00  on  rural  lines  if  paid  in  advance. 
^'Pate of  81.25  also  quoted. 
^*  Rate  of  ll  .50  for  business  phones. 
'^^RUht  and  nine  party  lines. 
•"Desk  bet  12.03. 
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RAILROAD   COMMISSION   OP   WISCONSIN. 


III.  EXCHANGE  TELE 
FOR  ALL  COMPANIES  EXCEPT  WIPCON 


Name  of  Company. 


Location. 


Hlllsboro  Ti-l.  Co.* 

Hillsdale   Western  T.  Co. 

Home  Tel.  Co.* 

Horlcon  Tel.  Co.  * 

Horseshoe  Tel.  Co.* 


Hillsboro. 

Hillsdale.. 

Durand... 

Horlcon... 

Kewaunee 


Total 

NUMBBR 

or   PuB- 

8CRIB- 
BR8. 


Monthly  Chargb  For  BusrNBSs  Tele- 

PHONES  ON  SpBCIIt'IBD  CIBOUITS. 


Hubertus  Tel.  Co.* Hubertu.s.  ., 

Hudson  Prairie  Tel.  Co...    Burkhardt., 
HuU'sCrVnfir  F'rm.  T.  Co.l  Greenbush  . 

Independence  Tel.  Co |  Whiiehall. . , 

Indei)endent  Tel.  Exch...:  Calamine.., 


1  nterstate  Tel .  Co I  La  Crosse . . , 

Interurban  Tel.  Co.* i  Lake  Mills. 

"      *'        ....i  Sun  Pratrle 

"      •♦       ,  Waterloo..., 

IronRlverW.Lt.&Pr.Co".*,  Iron  River'.! 


Jackson  Tel.  Co.* 1  Jackson 

JetYerson  Mut.  Tel.  Co.*..!  Jefferson 

Jefferson  Tel.  Co.* |  Juda 

Johnson ville  Tel.  Co.*....t  Johnson vUle... 
Juneau  El.  Co.* ;  Camp  Doutrlas. 


Juneau  El.  Co Necedah 

I  New  Lisbon.*. 

Juneau  Tel.  Co.* I  Juneau 

Ke?onsa  Ind.  Tel.  Co ;  Stoutrhton 


Kendall's  Tel.  E.\ch, 


I 


Kenosha  Home  Tel.  Co.' 

Kftodan   Tel.   Co.*  

Klntrston  Tel.  Co.* 

Knapp  Tel.  Co.*  


Kendall 

Kenosha.... 
A  lipoma  ..  . 
Klii^Hton... 
Boycevllle. 
DownlniT. .. 


KnappTel.  Co.' 


'  Knapp 

I  Wheeler 

LaCrosse  Tnt'rbn.Tel.Co.*    Harre  Mills. 

Coon  Valley 

•    I  Lacrosse.... 


Soldiers  Grove.., 

LaCrosse  In'trbii.Tel.Co.'i  Viola        

*        •    I  West  Salem 

LaCrosse  Telephone  Co..'  LaCroso ' 

•     I  Onalaska i 


LaKartre  Tel.  &  Ex.  Co. ' . .  I  La  I'arjre 

La  ra.velleTel.  Co i  Graliot 

I  Wiota 

Lake  Tel.  Co ,  Shullsbur;?    

LakelV'pin  Tel.  Co LaWo  Citr   Minn 


631 

ler 

34 

106 

228 
35 
28 

166 


<8 
Ok 

9 

a 
O 


397 
250 
365 

m 

206 
92 


20 
10 

105 
172 
112 
88 
165 

2,078 

33 

240 


$1.50 
1.25 
2.00 


1.00 


u 

A 
O 


11.50 


t 


1.50 

2.50 
2.00 
2.00 
2.00 
2.00 

1.25 


1.10 
i'.bb 


1.50 
1.50 


1.50 
3.50 


297   !   2.08 


1.00 


104 

■".542" 
*"280 
3,437 


1.00 


2.00 
1.70 
1.70 
1.70 


1.00 
2.50 


aA 


1.00 


l.OO 
1.00 

'^•'l.JiO 

3.(K)'  2.50 


2S0 

00 

47 

9 


3.00 
l.OOl 

i.:>i)i 
1.25; 


2.50 


'Su»«li(!ensesof  Bell  Tel.  Co. 
'''Kat«' of  aOf'ts.  when  party  furnishes  phone. 
*' Business  extension  phone?!. 00. 
^' Kates  of  G4>  cts.  when  party  owns  phone. 
*"Katesof  JI.50.  ;fl.75  and  il.OO  aUo  chargred. 


CO 

P 


a 
Si 


SI. 50 


1.10 


2.00 
2.00 


•ji 

c 


U 

o 

.a 


I 


S 


$3.00 


2,2s 


1.50 
1.50 
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PHONE  RATES. 

51N  TELEPHONE  COMPANY-Contlnued. 


iORTF 

t. 

iLY  Charge  For  Rksidenoe  Telephones 
ON  Specified  Circcits. 

— \ — *■ — ~ 

Monthly 

Charge 

For  Rural 

Service. 

1 

Pat      1 1 
Stations.       Extension  Sets. 

1 

o 

■ 

■2 
u 

s 

hi 

• 

X 

• 

• 
e 

• 
B 

I 

Si     1 

5 

2 

1   ■ 

.a 

•a 

1 
1 

a: 

c  c 

• 

1 

6 
« 

£ 
o 
o 

:' 

Transmitter 
and  receiver 
iKith  bell. 

Tran.smltter 
and  receiver 
without  bell. 

• 
flQ 

SI. 00 

1 

1 

1  DO     iO  75 

.75 

*'1.25 

*^50 

1.00 

^•1.25 

.50 

1.00 

1 

1 

1 

1 ..... . 

» 

'...*.. 

i 

10  OS 

1  00 



1 ' 

1 

1 . « • . . . 

1 

1 

1 

1 



1  00 

1.00 

1 

1 

1 

1.2.5 
1.25 
1.25 
1.25 

1 

Vio     i  is 

81  00 

1 

10.75 

15 

]  4()        1    15 

1.00 
1.00 

,       .75 

.76 

,       .50 



IS 

I  40,       1.15  

1 

......1 

15 

1  ."H)'       1   tlO 

......  1 

1.00 

• 

1.00 
1.25 

I 

! 

, 

"i!i.'K)r"i.'66 

1, . . ,       1 . 

.,.,.,1 

1.2.T 

1.00 
l.Ot 

1.1)0 
.75 

' 

10.2.') 

1 : ; 



.75          .75' 

1.00 

I 

.35 

1 

1.25 

.1 



' 

1.25 

1 

1.2.=),       1.00 

1 

2.(K>1       1.50 

1 

1 

1 

1.25 

1.00 
'^l.OO 

1 

1 i 

1.00 

S.(i5     S.50 

,25 

1 

. 

1 

.,,,         i ...... 

. 1 

1 

1 

\ 

h 

■ 

, 

1 


:::::.: 

1 
1 

1 

« 

.  . 

' !l 

1 

M 

1 

,  *'1.0(' 

1.0(1 
'■'"1.00 

1 

1 
1 

1 

1  .(HI 



1 ' 

y 

, 

' 1 

1 

1 

1   (Kt 

1 

■ 

1 

!         *"■; 1 

I 

l.mt 

1.IH> 

•J  i)<i 

1 

1.0<,) 

1 :i' 

1 

*'1.(K) 
1.25 
1.50 

1.00 

1 

1  fSOl 

I.IX) 
1.00 

! 

>     1.00 

1  no        ?>n 

25 

im        1   nO' 

■  •■■•■P------A 

]..i 

1 1 

i     l.Ol^     1.00        .50 

t            1 
i            < 

! 1 

.25 

l.(H) 

' 

1.00 

1 

'                     1 

l.!:5 



' 

......    ......,......^  ......  ......  ...... 

'       l.(«l 
l.OO 

1 , 

.  .   • 

l.tH> 



1 

1 

V^.V'X:.:::. ::::::' 

;  !.."..!.!.!'.!  \\\'..' 

"Raleof  25<'ls.  when  i>art.v  furnishes  phono. 
'  Kal  '.s  of  .?l.2o,  81.50  and  $.3.00  are  also  u noted. 
■•IUte>  of  51.23.  and  Si  .50  also  duoted. 
In«*lu(h*s  Barre  Mills, 
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RAILROAD   COMMISSION   OF   WISCONSIN. 


IIL  EXCHANGE  TEIA 
FOR  ALL  COMPANIES  EXCEPT  WIS(  01 


Name  of  Company. 


Location. 


Larnbee  Tel.  Co. 

Lean,  F.  W 

Lebanon  Tel.  Co.» 


Ml<4hioot . . 
Elk born  . . 
Olyman... 
Lebanon.. 
Leeds  Farmer's  Tel.  Co.*    Hampden. 


Lincoln  Farmer's  Tel. Co. 
Llnsy  Brook  Tel.  Co.>.... 


Leeds 

Otsego  — 
Whitehall. 

HIntz 

Surlnsr  — 


Total 
Number 

OF    SlTB- 
8C  RID- 
ERS. 


Lisbon  Tel.  Co.' Susjaex 

LodlTel.  E.xch.» Lodl 

Loflransville  Tel.  Co Loransville. 


T^ne  Rock  Tel.  Co.' 
Loi'etta&  Logans  VilleT  .C . 

Loyal  Tel .  Co 

Ludlngton  Tel .  Co. ' 

LuxembursrTel.  Co.'.  ... 

McKlnley  Tel.  Co 

Manawa  Tel .  Exch .  ■ 


Lone  Rock. 
LofiranvlUe. 


Loyal 

Fail  Creek... 
Luxemburg., 
Cumberland. 
Manawa 


Manitowo?  &  N'rfti'rn  Co' 
Manitowoc  &  We.sternCo' 
Maple wd  &  NVst'rn  T.C  ' 
Marathon  City  Tel.  Co.' . 
Marion  &  Northern  T.Co' 


MarkesanTel.  Co 

M'rQu'te  &  Ad'ms  Co.T.C 

ManiuetteTel    ca.' 

Marshfield  Tel.  Exch 

Matteson  T.  Co.'," 

Mattoon  Tel.  Co 

Mauston  Elec  ServlceCo' 

Mayvllle  Rural  Tel.  Co.J 
MazomanieTel.  Co,',"'^.. 

Med  ford  Tel .  E  xch 

MellVleSettlem'iit  T.Co' 
Menomonee  F'lsT.  Co.'.«» 

MertonTel.Co.' 

Michigan  J*t:ite  T.  &  T.Co 


Manitowoc.. 
Whitelaw  . 
Maple  wood . 
Marathon... 
Clintonvllle. 


Gresham.. 
Marlon  ... 
Tigerton.. 
Markesan. 
Oxford 


Montello... 
Mariihfleld, 
Welcome.. 

Matoon 

Mauston . . . 


Mayvllle 

Mazomanie 

Medford 

Chippewa  Falls. 
Menomonee  Fls. 


Midway  Tel.  Co. 


Merton 

Florence 

Niagara  .... 
Dorchaster  . 
Stetson  vl  He. 


31 

125 

25 

245 
65 

150 
96 

158 

115 
314 

85 
120 

18 

280 

197 

75 

2H3 

148 

91 

232 

20 

57 

214 

16 
131 

47 
353 

95 

125 
559 
172 
54 
437 

70 
280 
200 
102 
670 

110 
63 
69 


MoNTBLT  Charge  for  Bu-siness  Tbi.i 

PHuNES  ON  SPECIFIED  CIRCUITS. 


a 

o 

s 
O 


$1.50 
1  5f 


1.50 


1.23 


279 


1.50 
1.0) 
2.0  J 


1.50 


1.50 


1  50 
1.75 


1.50 
1.50 
1.50 
2.00 


l.OD 
2.50 
1.50 
2.50 
1.50 

1.25 
1.25 
2.00 


1.75 

1.50 

''-'2.00 

"2.00 

1.50 

1.50 


A 
O 


9i 


a 

I 

i 

a 


ll.:2i 


1.50 ,  61.50 


1.00 
2  00 
1.2.V 


II. 0( 


1.25 


1.00 
1.75 
1.75 
1.00 
1.0ft 


1.00 


$1.25 


"«• 


10.  ^  .-, 


1.00 


1.00 


» 

1 


iSublicenseeof  Bell  Tel.  Co. 
**Grounded  lines  $1.00. 
'^•Residence  extension  $.75. 
•o|.>.00  monthly  for  private  lines,  5  mile  limit. 
*i  Business  rural  rate  $1 .50 

•"12.00  Including  service  with  Florence.  Wis..  Qulnnesee  &  Norway,  Mich. 
'^'12  00  IncludlnflT service  with  Niagara.  Wis.,  Qulnnesee  &  Norway,  Mich. 


TELEPHONE  RATES. 
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piTONB  hatf:s. 

j^IX   TfcLEPHOXE  COMPANY-Contlnued 


Monthly  Charge  fob  Residence  Tele- 
•   PHONES  ON  Specified  Circitits. 

Monthly 

Charob 

FOR  Rural 

Service. 

LiS.^^^            Extension  Sets. 
Station. 

.  1 

t4 

Two  party. 

Three  party. 

Four  party. 

Six  party. 
Eijrht  party. 
Ten  party. 
Other  kinds. 

Subscribers. 
Stockholders. 

Monthly  gruar- 
antee. 

Rate  per  call. 

Ck>mplete. 

Transmitter 
and  receiver 
wlih  bell. 

Transmitter  . 
and  receiver 
without  bell. 

■ 

1 

1 

11.00 

1 

■  •■•*•          ••■■• 



' 

••••••• 

1 
.......1......  ......  ......  ...... 

1.00 1 

* 

1 1.25 ' 

1                                                                          } 

1 

$1.00 

I0.d5 

$0.65 

1 

1 

1.00 

1 

1 

1 

; 1 



.67    10.42 
1.00 

1.00 
1. 00 

' 

, 

- 

'.'.'.'.'.'.'.'.'.'.'.'..'.'.'..'.. 

_         _. 

1.00  ...... 

1 

1 

ZZ.'Z. ....''.'.'..... 

1 

1. 00 

1 



.' 1 

1.00 
1.00 
1.25 

1.00 

......  ......    .--•..1......' ...1 

i.66-"  .'     Ji-66 

1.00 

1 

....1 

' 

1.25 

,50 

1 

I 

. 

1.00 

1 

1.00! 

, 

< .           ...... 

1.00 

1.00 

( 

1.12i 

1 

«»1.00  

' ; 1    '    " 

1  or 

• 

1.00 

1.25 1 1 ' 

, 

1  00 

11.25 

11.25  

1            ,                        1 
... .    ,               ...      1 

.•••... 

1.25 

1.25 111.50 1 i.25 

. .  1 

l.Oo      1.00 
1,00 

. ' ' '■ 1 

1.00 
1.00 

1.00 
1.00 
1.00 

1 

1 

......  ......    .••...  •••... 

1 

t 

*M.25 

1 

......J          ...a.        ......         •««... 

1                                       , 



*^1.2.'^ ! 

»''1.25 

1 

1 

, 

•••1.25 

•*• |......  

' 1 

1.00 

1.00 

1.00 1 

1 

.64    

l.OOi     1  00 

1.00 
1.00 

1 
1 , 

1 

1.00 

1.25 

1.00 
.75 

■ 

1 

1.00 

1 

1                                                ' 

, 

"1.25 

' 

.75 

.....A......  .'.'.'...  ......       i  00 

1.25 

•...•.|.....I  ......  ...... 

, 1 

I.2o 

1 

1 

1.00 



1.00 

1  00 

i 

1,25 

' 1 

75 

' 

1.50 

1.00 
1.00 

i.5;5 

1.25 
.75 
.  5 

••1,00 

1  a> 

1.00 

1  no 

1.00 

1.00 

2.00 

.75 

■ 

•M.50 

.............     ......     ..,.-- 

2.00 

.75 

1.00 

1 

1.00 

'.'.'.'.V.\"'.'"'. 

1        

•'25cts.  dLscoUnt  when  party  furnishes  phone  and  keftpsit  in  repair. 

"*|l.00  per  year  additional.  If  not  paid  yearly  in  advance. 

*''25cts.  penalty  if  bill  is  not  paid  when  due. 

'"Lodire  rooms  and  school  telephones. 

'•13  00  inclu  linfiT  service  with  Florence.  Wl^*..  and  Quinnesee  and  Norway.  Mich. 

^■^iJ.OOlncludinif  service  with  Niagrara,  Wis.,  and  Qninncsee  and  Norway,  Mich. 
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RAILROAD   COMMISSION  OP   WISCONSIN. 


111.  EXCHANGE  TELK 
FOR  ALL  COMPANIES  EXCEPT  WIS< ON 


Name  of  Company. 


Mll'creek  Tel.  Co 

Milltown  Mutual  T.  Co... 
MJltonA  Mllfn.lct.T.Co.' 
Mineral  Point  Tel.  Co.^.. 
MUhicotTel.  Co.* 


Mondovi  Tel.  Co  >... 
Monroe  Co.  Tel.  Co.* 


MonixM^Tel.  Co.*. 
Morgan  Tel.  C^.» 


Morris   T*»l.  Co 

MosineeTel.  Co.* 

Mt.  Horeb  Ind.  Tel.   Co.* 

Mt.  Vernon  Tel.  Co.* 

Murry  Farmers  Tel.  Co.. 

Muscoda  Mutual  Tel.  ^o. 
Nelson  Farmers  Tel .  Co.* 

NelsonvilleTel.  Co.' 

NMhkoraTel.  Co.* 

New  Auburn  Tel.  Co.*... 

New  Ca.shton  Tel.  Co 

New  LlMbon  Mut.  Tel.Co. 


Newburtr  Tel.  Co. 


New  Union  Tel.  Co* 


Newton-Mani'woc  T.Co,* 
North  Shore  Tel.  Co.*... 
Northwe."* tern  Tel.  Co 


Oakfiekl  Tel.  Co.* 

Oconto  Tel.  Co 

Oconto  Rural  Tel.  Co. * . . . 
Oneida  &  Vilas  Co.T.Co.' 
Ontario  &  Wlllon  Tel.  Co. 


*1    Monthly  Charge  for  RrsiNES8  Tele- 

■  FHOZTES  ON    8PBCiriBD  ClSCVITS. 


Location. 


Tot  At* 

jNlTWRETI 

ofSctb- 

8CKIB- 
'        IRS. 


Pabln 

Milltown 

MUton  Jet 

Mlneml  Point 
Mishicot 


Mondovi 

Norwalk 

Sparta 

Monroe 

Oconto  Falls. 


Tliferton.... 

Moiiinee 

Mt.  Horeb.. 
Mt.  Vernon, 
Bruce 


Muscoda 

Nelson 

Nelson  ville.... 

Nesh  kora 

New  Auburn.. 

Cash  ton 

Camp  Oouflrlas. 

Hustler 

New  Lisbon.... 
NewburKT 


Hod  ire  ville. 
Hiirhland.. 
Newton..  .. 
Bayfield  .  . 
E.xcelsior . . 


Oakfleld 

soblej*ki 

Oconto 

Rhlnelander, 
Ontario 


Wilton  .... 
OostburirTel.  Co.  ».  "»....:  Oostburjr  .. 

Ore»fon  Tel .  Co. ',  •** '  Orejron 

OrfordvJlle  Tel.  C>.* |  Orford ville 

Osceola  Farmers  M . T .Co. i  Osceola 


Osseo  Tel.  Co. * ,  O^seo 

Owen  Tel .  Co  * Owen 

Oxford  &  New  H.  I.  T.Co.  Endeavor. 
Ozaukee-Wash'irtonT.Co.  Frelsiadt . 
Pacific  &\Vyocen  a  F.T.(U  ■  Wyocena 


203 
200 
9«»0 
763 


3S6 

48 
873 
678 

20 

4S 

34 

461 

605 

24 

47 
136 
149 


120 

430 

120 

44 

92 

536 

3{>3 
37 

143 
10 

8 

357 


c 
O 


I  s 

o 


x: 


$1.00 
1.50 
2.00 
2.00 


11.00 


2.00 


2.25 
2.50 


b  I 

<8   ■ 

a  I 

3 
O 


11.50 


1  50 

t.50 

'<l.50 


1.00 


1.50 
1.25| 
1.25 
1.50 

1.2.) 
1.00 
1.00 


1.00 


I. 


215 
4 

255 


1.50' 
1.50 


1.50 


2.50' 


i.OO, 
2.00 
1.25 


1.00 


180 
310 

748 
514 

435 
106 
48 
564 
106 


(! 


1.00 

1.00 
2  00 
2.00 
1.50 
1.50 

2.00 
2.00 


l.(H) 
.75 


.13 


1.75 


67 


1.50  11.50 


c 

Xi 


'Ul.OO   t2.5*'» 


2  25 

2.00 


1.501 


2.00 


'Sublicensee  of  Bell  Tel.  Co. 

"Residence  extension  50  els. 
*"Rate  of  75  cts.  when  parly  furnishes  phone. 
•^ Party  furnishes  phone. 
"'Business  phone  *l.25. 
**Rate  of  IK)  cts.  when  party  fnrnishes  phone. 
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PIIOXE  RATES. 

PIN   TELEPHONE  COMPANY-Continued, 


Monthly  Charge  for  Residence  Tele- 
phones ON  Specified  Circuits. 

Monthly 
Charge    ' 
FOR  Rural 
Service. 

Pay 
Station. 

Extension  Sets. 

O 

o 

• 

9 

t 

Eh 

Four  party. 

• 

u 

* 

u 
CO 

c 
E- 

• 
(A 

C 

o 

9 

9 

Stockholders. 

Monthly  sfuar- 
antee. 

Rate  per  call. 

• 

ft 

a 

o 

Tran.smitter 
and  receiver 
with  bell. 

Transmitter 
and  receiver 
without  bell. 

• 

n 

$1.00 

$1.00 
1.00 
1.25 

10.50 

' 

1.50 

11.00 

1 

1 
......  ......1 

1.50 

81.00 

1 

50% 
10.50 

addi 

I  Ion  a 

1 

1.00 

1 

>«1.00 
l.OSi 

•  «■•••  ' 

1.00 

, 

• 

'1 

1 

1.50 

1.25 

.!!.,.*  i.66 

10.75 

1.00 
1.50 
1.25 

•*.50 

•^50 

1.00 

'     -.75 
.50 

1.50 

1 

1 

1 

80.35 

80.25 

80.10 

1 

. 

|...     . 

1.00 

1 

'  '  t  ' 

1 

1.00 

. 

1 

1.25 

1.00 

81.00 

. 

"1.00 

••1.00 
1.00 
1.00 
1.00 

1.50 

1.00 

ft 

::::::  :::::i 



1.00 

1.00 

■'".'75 

li 

1.00 
1.00 

1,00 

1 

1.00 

1 

"   1 

.67 

ii 

1.00 

1.00 

1.00,      1.00 

1.00 

1.00 

1.25 

i      1.25 

1.00 

1 

1.00 

......rl .    .. 

* 

11.25 

1 

1 

' 



- 

1.00 

1.00 

I 

1 

1.00 

• 

1.25 

1 

1.25 
1.50 
1.00 

1.00 

1 

1 

1  *  *' 

i.66 

•••••• 

1.00 
1.50 

1 

i.'i^ 

1.33 

1.33 

1.25 

.75 

1.00 

"*^'25 

!       .50 

.25 

1.50!      i.QO 

1.00 

.26 

.75 

1 

1 

1.00 

1 

>  •   « 

■ 

1.50 



1.25 

1 

1.00 
.50 
.75 
.67 

• 

0*m 

.75 



I h 

.67 

1 i 

1 

^'Lodflres  and  club  rooms  81.00  and  $1.50. 
''^Business  desk  sets  11.75. 

'^'25cts.  discount  per  quarter  if  paid  in  advance. 
"^81.00  per  year  discount  if  paid  in  advance. 
^^Buslness  extension  sets  50  cts. 
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RAILROAD   COMMISSION   OF   WISCONSIN. 


III.  EXCHANGE  TELE 
FOR  ALL  COMPANIES  EXCEPT  WI9CON 


Name  of  Company. 


Pardeeville  Tel.  Co.». 
Peoples  Tel.  Co. » 


41 


1    _ 

eft' 


Peoples  T.Co.of  Dane  Co.' 
Pepin  Tel.  Co 


Perry-Hollandale  T.  Co.. 

Perry  Mut.  Tel.  Co 

Pewaukee  Sussex  T.Co.*.** 
Pierce  Co.  Tel.  Co 


Pine  Bluff  Tel.  Co. » 

Plttsville  Tel.  Co.» 

Platteville.  R.  &  E.T.Co  » 
Plymouth  Tel.  Exch . » . . . 

Port  Washington  Tel.«:o.» 

Port  Wlnar  Tel.  Co 

PortaireTel.  Co.' 

PoynetleTel.Co.* 

Prairie F.,  R.&lJ.C.T.Co.»' 


PriceCo.  Tel.  C^ 

Princeton  Tel .  Co. » 

Prospect,  G.&  B.  B.T.Co.*." 
Random  Lake  Tel.  Co.*.. 
Ranife  Line  No.  Tel. Co. . . 


Location. 


Pardeeville. 
Cambria  ... 
Cazpnovia .. 
Fail  River.. 
Fox  Lake... 


Ironton   .. 

Ithaca 

La  Valle.. 
Limeridffe 
Loyd 


Mt.  [lopR  ... 
Randolph . . . 

Rio 

Superior 

Wyocena 


McPariand  ... 
Maiden  liock. 

Pepin 

Plum  City... 
HoUandale  ... 


Mt.  Horeb.. 
Pewaukee  . . 
Ellsworth  .. 
River  Falls. 
Roberts  .  . . ! 


Spring  Valley 

Riley  

Plttsville 

Platteville  ... 
Plymouth 


Port  Washington 

Port  Wlnir 

Portaere  

Poyneite 

Prairie  Farm 


Phillips  , 

Princeton 

Mukwonago .., 
Random  Lake. 
Two  Rivers 


Total 

NtTMBEH 

OF  SrB- 

8CRIB- 
EKR. 


421 

226 


89 
176 


»o.>r 


276 


607 

324 

243 

1957 

49 

111 


263 
72 

123 

500 

346 

592 

68 

128 
125 
58 
976 
412 

43 

882 

65 

486 


75 
327 
203 

14 


Monthly  Chakuc  for  Burinbsb  Tble- 
PHONES  ON  Specified  CiRcriTS. 


c 


I       (S 

a 
o 


'*ii.oo;"«.85 

i.ool 


1.00 
1.00 


1.00 


1.00 
1.00 
3.33 
1.00 

1.50 
1.50 
1.50 
1.00 


I 


1.00. 


2.83. 


1.25 


"1.75 
■M.OO 
"M.OO 


•M.OO 
1.50 
2.00 
1.75 
1.75 

3.50 
1.50 
2.50 
1.00 


2.00 


1.00 


1.50 


1.75 


!.50< 
1.50 


3        ^ 


t2.33 


LSO 


1.75 


2.00 


hi 


t 


$1.50 


12.60 


» Sublicensee  of  Bell  Tel.' Co. 

'Residence  extension  50  cts. 
'"Kate  of  75  cts.  when  party  furnishes  phone. 
••Rate  of  50  cts.  when  party  furnishes  phone. 
•*$1. 00  penalty  if  not  paid  yearly  in  advance. 
'*Rateof  65  cts.  when  party  furnishes  phone. 
'•Rural  business  subscribers  12.83. 
"Metallic  service $1.25 
'"Grounded  slnjfle  line  service  11.25. 
'•fl.CK)  per  month  after  flrst  year. 


TELEPHONE  RATES. 
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PHOXE  RATES. 

SIN  TELEPHONE  COMPANY— Ck)ntlnu©d. 


Monthly  Charok  for  Rbsidmce  Tklk- 

PHONC8  ON  SFBCIFIBD  CfBOUITS. 

Monthly 

Charge 

fob  uubal 

Skrvigb. 

Pay 

Station. 

1 

Extension  Sets. 

1 

One  party. 

i 

o 
ft 

Three  patty. 
Four  party. 

* 

X 

• 

t 

s 

JC 

• 

a 
s, 

■A 

•a 

B 
« 

6 

Subscril)eri. 
Stockholders. 

Monthly  graar- 
antec. 

• 

s 

CD 

4aJ 

CIS 

1 

G 

a 
B 

5 

Transmitter 
»nd  receiver 
with  bell. 

Transmitter 
and  receiver 
without  bell. 

• 

CQ 

1 
~<^J(l  no  ^*<n  B^ 

10.50 
1.00 

>  »  •  •  »      1 

1 
1 

1.00 

' 

1 

......1...  .. 

•     M     .             *     ■     a 

1.00 
1.00 

•           •    *     ■     ■     a 

1.00 
'N.OO 

1 
1 

**"'*     •••■•••| 

1 



;                1 

1 

1 

1 

•    ^   •••••^•••••«» 

I 

...... I'..... 

1 



•*••■•*!••**•"" 

1  -. . 

. 



1 

il.OO 

11.00 I'oo 

1          1 

1 

S0.15 

'    

■ 



'    ' ,          1 

i 

• 

1 

1 

1 



....    a    a 

■*••••■ 1 

i           1 

1 
i 
1 

1 

1  00 
l.(K) 

1.00 

1.50 

UK) 

*' *i!o6 

"'1.00 

1.00 

'•2  33 

1 

1 

1 

.1 

2  00^  SI  i^'' 

• 

so. 83 

.17 

■ 

1.00 
1.25 

1  25 

' 

1 

1 

•  75 

1 

l.CO 

1.00 

1.00 

.t57 

1.00' 1.00 

1 

1 

1 

•    •>•••.        a«....        ■•*         a*. 

.  • .  ■ 

1 

ii 

1 

' 
1 

1.00 

( 

1.50 
^M.0<» 

1.50 

1.50 

11.50  

1.25 

1 

1.25 
"•1.25 

•  •   •  •       > 

1 

•     ■••••■•■aa      •••■■•••••          ••■a*t 

'■'^  A'}  1 

"M.-.5 

1 

1 

"'1.00 
1.00 
1.0(1 

1.2: 

1.10 

' 

1 

1      

1.00 

•"1.25 

1.00 



::*:"i.:' " 

1 

!.00 

;■"  ..  "\..'  "W '.]['.' 

».75 

1 j 

1 

...... 

...  1 

.55 

1 

i 

1 

l.(H» 

i.:)<» 

1.00 

1 :  : 

1 

1 

a  50 

1 

1.25 

1    CH) 

-"1.50 
1.00 

1 

.50 

1 

...... 

' 

.  l.OT'i  11.00 

1                         1 

1.25 

( 

1 

1.00 75 

.25 

' 

1.25 

1.00 
.^3 

1 

' 

'    '        1                         ••••         •••« 

a    a    a    •    1          a          •    •    » 

I              1 

Kl 

...                                ....          1          

•    .16 

1 1 

.50 

1 

' 

1 

' 1                             1              ! 

••"(iroundetl  return  11.25. 

"•Desk  pht)iie  51.50,  country  service  $1.00  additional. 

"■^Rateof  25  els    al.so  d noted. 

*-'25  cIs.  discount  per  (luarler  If  paid  In  advance. 

"♦Jl.OO  iHT  year  disi'ount  if  paid  In  advance. 

"^il  .00  di-.caiiiit  (inarterly  if  paid  :w  <la\  s  from  dale. 

"•^Discount  25  cts.  p«'r  quarter  if  paid  before  15tli  of  flrNt  moiitli. 

"'25  018.  penalty  if  not  i»atd  l)efore  the  15tii  ol  Isl  m  onlh  of  (luarter. 

""I'oi-  Slimmer  ^eason  only  S15.00. 

•'*'lncludeh  Tazcnovia,  liorilon,  Ithacn.  T.a  Valle  and  Loyd. 
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RAILROAD   COMMISSION   OF   WISCONSIN. 


III.  EXCHANGE  TEL^ 
FOR  ALL  COMPANIES  EXCEPT  WISCO:< 


Namb  or  Company, 


Location. 


Total 

NUMREK 

OF  SOB- 

8CKIB- 

KK8. 


Bapids  Sc  Wesfn  T.Co. ' . . ^  Manitowoc. . . 

Kaihburn  Tel. Line. » Plymouth.... 

Ret-dsbur^Tel.Oo.' Reedsburjf  .. 

Iteynoldb&Lamb'tT.Co.^    Delton 

Rbinelander  Mut.T.Co.^    Khinelander. 


Rib  Lake  Tel. Co. » Rib  Lake. 

RlceL.&N'theast'!iTcl.»..    Brill 

■  Kadlsson.. 

•         •  Wiiner 

Rlchfl'd,Hub.&  H.H.T.C.  Hubertus. 


Rich  wood  &  Akan  T.Co.., 
Rich  wood  Farmers  T.Co  . 
R'geway,  Joa.&  Hal.T.C. 

Rtpon  Rural  Tel. Co. ^ 

Ri»>onTel.Co.' i 


RiverviewTel.Co.*. 

Rock  Co. Tel  Co 

Itock  River  Tol. Co. V 
Rosendal^Tel  Cr).«. 
Rubicon  Tel. Co. » 


Boaz 

Excelsior . 
Rid  {?e  way 

Ulpon 

Rlpon 


Rudd  &  Rood  Tel  .Co 

Rudolph  Tel,  Co.' 

Rural  Tel .  Co.  • 

Rush  U.&  Eau  G.T.Co.». 
Rusk  Co.  Rural  T.Co.'".. 


Falrchlld 

Janesvilie , 

Johnson  Creek, 

Uusendale , 

Hartford 


Reedsburgr. 
Rudolph.... 
Waupaca  .. 
Baldwin.... 
Ladysmith. 


St. Croix  Tel.Co.i.*" New  Richmond. 

St.Cioix  Val  T«^l.Ex.Co..'  St. Croix  Falls.. 

Salmo  T'»l .  Co. » \  Bay  Held 

Sawyer  &  West'n  T.Co.*...  Sturgeon  Bay.. 
Scandinavia  Tel  .Co. ' lola 


Scandinavia  Tel. Co 

Schlej»wlir  Tel.  Co. ' 

Sharon  Tel. Co. » 

Shaw  Tel. Co. 1 

Sheb.  l^alls  ctural  Tel. Co. 


Shell  Lake  E.xch. 
ShleKlsTel.Co'.. 
Shlocion  Tel. Co. » 


Scandinavia 

lvi»'i  

Sharon 

Eleva 

bheboygan  Falls 


.Co. 


Shoudy.  I  

Smith  C  oley  Tel. 

SomeraTel.  Co 

South  Wavne  Tel  .Co. » ... 
SpoonerTel.Co  » 


Shell  Lake. . . 
Germanla.... 
Black  Creek. 

Seymour 

Shiocton 


Falrchlld 

La  Crosse 

Somers 

South  Wayne.. 
Sp.x)ner 


84 
101 
til3 


626 

64 

45 

9 

11 

256 

41 

23 

77 

241 

425 

22 

1.982 

306 

287 
31 

75 

68 

225 


Monthly  Chabgi  fob  Businbss  TeiiE- 

PHONS8  ON  SpROIFIEO  CiBOUITS. 
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1.50 

•M.50 

2.50 
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1.25 
1.00 


11.25 
■'2.25 


2.00 


161 

650 

492 

6 

3.) 

142 

178 
81 
277 
132 
106 

80 
87 


»«i.50 

"1.50 

1.50 


l.75i 


2.00 
i'.bb 


1.50 


1.50 


1.50 
1.50 


1.50 


-   322- 


1.50 


2.00 
2.00 
2.00 


2.00 


O 


A 

to 


$1.75 


•a 

s 


x: 


a 

M 


if2  .5" 


iiso. 


1.501 


1.76 
1.75 
1.75 


22 

46 

116 

210 


1.50 
1.50 
1.50 


1.751 

1.50 


»  Sublicensee  of  Bell  Tel.  Co. 

*  Rate  of  Sl.<'0  also  quoted. 

*  Kesidence  exten.sion  50  cts. 

••  Rate  of  50  cts.  when  party  furnishes  phone. 
*'  Rate  of  $1.25  also  quoted. 
••  Residence  extension  75  cts. 
•*  Party  furnishes  phone. 


TELEPHONE  RATES. 
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?HONE  KATES. 

UN  TELEPHONE  COMPANY-Contlnued. 


VIoNTHLY  Charge  for  Residence  Telephones 
ON  Specified  Circttits. 

Monthly 

Charge 

for  Rural 

Service. 

1 
1 

Pay       1 

Station.  , 

1 

1 

EXTEN810N  Sets. 

■ 

t: 

a 
o 
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«9       1 
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• 

■»-• 
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g       1 

• 

A 

en 

a 
"hi 

• 

c 

a 

0 

s 

1 

s 

03 

■ 

2 

a* 

2 
0 

5d 

1 

3 

WW 

3  a   1 

S      i 

• 

"3 

1 

* 

S 

p 

to              «  «— 

Bit  S£c 

5-         E- 

1 

0Q 

1 
1 

1 

1 

11.25 
1.00' 

1 

1 

$i.2o 

'      ' 

1 

1.25 

il.OO 

;:.:::::  :....i 

, 

""i.25' 

1 

i 

'"'iico 

1.25 

1.25 
1  25 

1 

i.oO      i.2sl 

$1.00 

.     .     1  •  • .  • . 

1 

.50 

.75 

$0.15 

t 

1.00 

t 

' 

■ 

....:::.. 

1.25     

1 

1.25 

1.50 

'      1 

1.00 

;::.: 

1 

I 

1 
1 

' 

1.00 



, 

1 

1 

V 

1 
1 

1 

1 

1 

•     -4  40 

"--■'■' 

! 



''*.42 

.50 
•»1  25 

1 

1 

1 

I 

■•••■I 1 

•                          1  •      •  •  t 

.50 
•1.00 

■ 

i.56'  '  i!25 

i.66 

Si. 00 

■  ■ 

I 

80.05 

,       .25 

, 

1.00 

• 

; 

1     l.OO 



1.50 

'^"l.OO 

1.25i       1.00 

....   1   ' 

1.25 

1 

\ 

I.5O1  '^M.OO 

•^n.oo 

1 

^^,,,,,1 

■ 1 



1.25 

1 

1.00 

1  •  •  •       •  ■ 

1 

1.50 
1.00 
1.00 

1 

< 

1 

' 

i 

1 

'1 

...     '1 

l.lH) 



' 

1 

1.25 

' 

1.50 

•32.00 

1.25 

1 



1.00 

1 

«•>...'•«•...  .•■...  ...... 

1 

1 

( 

1 
1 

.JO 
1.25 

1.50 

' 

1 

SI  00 

• 

1  50 

.---... 

i 

1.25      1  00 

! 

1 

1 

1 

1 , 

1.00 
1.25 
1.25 

i.eo 

1           ; 



1 

1.25 

ii.25    si  25 

" '       1 

1 

1 

.42 

.90 

1 

.90 

1 

.25 

1  .tO       1  25 

i.66 

1   (N) 

'^i.2r 

1 

......  ......J...   . 

1  5l>.      1  ^s 

1.25 
1.2c 

1 

1    •    ■        a    • 

1.50 

1.25i    1.00 

1 

1 

■                   '•••••• 

.25 

1 

"*1.0«» 
1.00 

*<1.«J0       1.00 

1 ... 

, 

\M 

1 

1      •  •  •  •  • 

1 

1 

1 ' 

"'  Siinffle  linn  irrounded  rural  service  t2.00.  S2.50  and  I3.i.0  accorditii?  to  distance, 

"^  Desk  sets  50  cts.  more  in  every  ca.se. 

*>  Residence  metallic  and  business  erouDded  $1.50;  residence  srrounded  11.00. 

"^  Flat  rate  of  <1.5U  also  qu  ned. 

*'  25  cts.  penalty  on  residence  phones  if  not  paid  before  the  5th. 

*^  25  cts.  discount  if  paid  before  the  15th  of  each  month. 

**  For  less  than  si.x  months. 
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RAILROAD   COMMISSION   OF  WISCONSIN. 


III.  EXCHANGE  TEI.E 
FOR  ALL  COMPANIES  EXCEPT  WI8CON 


Name  of  Company. 


Springfield  Far. Tel.  Co... 
Hianley  &  North'n  T.  Co. » 
State  Lonir  Dist.Tel.Co... 
Slockbr.&Sherw'dT.Co.* 
Strat  ford  Tel. Co 

Strum  Tel. Co. » 

Stiir.  B.& Gardner  T. Co. » 

Sullivan  Tel. Co. » 

Sujjerior  Rural  Tel. Co.... 
Tamarack  Tel  .Co 

Tenney  Tel. Co 

Theresa  Tnion  Tel. Co.'..' 


Location. 


Taj'lor 

Stanley 

Elkhorn 

Stockbrldfire.. . . 
Stratford 


Strum 

Brussels 

Sullivan 

South  Kantre.. 
Arcadia 


Total 
number 
of  sub- 
scril)er<i. 


Thorp  Tel. Co. > 

Tlnkham  &  Metlke.* 

Tomah  El.  &  Tel  Co.»..., 
TownL.rai'.Ind.T.Assn, 
Town  L>ne  Tel.Co 


TH-State  T.  &  Telg.Co."" 
t.       ».         •'  •' 

Troy  &  ITon.Croek  T.Co.' 

Two  Rivers  Tel.    Co.^ 

TTnion  (iroveTel.  Co.' 
I'nion  Tel.  Co.' 


•  *  •  •  •  »  < 


TnJtedTel.  Co.' 


rtica  Karmcr?*'    T«a.Co.' 
rticaTel.  Co.' 

ViHMiua  Tel.  Co.' 

AV SI  1  worth  Co.  Tel.  Co....| 
Walworth    lei.  Exch.Co.' 

Warifiis  Land  Co , 

Washburn  Co.  Fur,  T.  Co.| 


Alma 

CampbellsDort  | 

Kewaskum 

Lomtra i 

Theresa 

Thorp       I 

Falrwater 

Tomah j 

Shawano 

BlanchardvlUe: 

Frederick , 

(iranl.sburjr ! 

Prairie  du  Sac. 

Sauk  City 

Two  River:* 

rnionOi-ove... 

Hancock 

Keene 

Plalnfleld 

Pr.  du  Chien... 

A  Ibany 

Blanchardvillo 

.Monlict'llo 

SoldlorsOrove. 
Picket  is 


Vlixxiua... 
Delavan  .. 
Walworth, 
Warrens,.. 
Spooner... 


lU 

27 

537 

167 

77 

169 
29 

195 
20 

182 

197 
318 


122 

25 

725 

139 


52 
134 
380 
260 
526 

426 

h9 

15 

2t« 

294 

187 
1S3 

98 

i:>s 

190 
411 


32i> 

100 

12 


1  Sublicensee  of  Hell  Tel  Co. 

*•'  Ki'sldiMH'i'  e.\l<'nsion50cts. 
''='  Ualeof  11.25  aUoijuolftl. 
"  Paity  furnKhesphoiii^. 
•""  Business  extensions  50  cts. 
'•'  Kale  of  iu  cents  wlien  party  furnishes  phone, 
"'11  25  within  city  limits. 


Monthly  Chabok  ran  Business  Tblx- 

PHONES  on  SPECiriEP  CIRCUITS. 
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$2.00| 

■*2.*66! 


«''«l.25| 
2.25 
1.25! 


1.25 
1.00 
1.00 


•0.75 
■".'75 


<]4    M 


.75  . 

1.50  . 

i  .'5l)i " 

75 

42 


hi 

Q 
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75 


1.00 
75l«*,«.75 


1,50 
2.00 
1.25 
1.25 
2.1V) 


1.75 


•*.».75 


.90, 

1.5<M 


1.50, 
1..VV 
1.50j 

i  .'o6' 


1.75 
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.76 


'•A 

a 


Si 


•o 

a 

o 
£•55 

oa 


I 


.<: 


10.75 
.75 


$2  bO 


•■«■•*•■•< 


"'1.00 
»"1.00 


i    :i.c'o 


1    .')0 


1.7.">( 
2.1H>' 
1.50 
l.OU 


1.00 
1.50 


1.25' 


TELEPHONE  RiTBS. 


HOBTHLT  CHABOa    TOR    BiBIDENCE  TEI.EPHOHIS 
on  SPCCirilD  <:'IB0DIT8. 

Chahoi 
roR  Rdbal 

Pat 

Statios. 

EXTIKHION   Stn. 
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It    S 

1^1  1 

,| 
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1.00 
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l.S 

.07 

1.00 

1.34 

DO 

S:S 
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1.00 

1.50 

1 

.SO 
.60 

i.so 

IS 

l.OO 

1.00 

I.0O 

'1.00 

■"'1.00 

1 

M 

la 

l.OO 

i* 

I 

il 

1.00 

1.00 

""LIE 
1.00 
l.OO 

10 

l.OO 

1.00 

■■:» 

ii:w 

■■■;» 

l.OO 

»  i>boiii!«l(  piltl  before  tli 
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RAILROAD   COMMISSION  OP   WISCONSIN. 


in.  EXCHANGE  TELK 
FOR  ALL  COMPANIES  EXCEPT 


Location. 

•            1 

I 

Total 

NUMBBK 

or  SUB- 

8CBIB- 
■R8. 

1 

J 

1 

MOKTHLY  C 
PHONBfl 

HABG] 
ON  Si 

• 

k 

i  : 

1  : 

.3 

H 

B  FOB  B0BIKB9S  TBI.K- 
>ECiriBD  ClBCITITS. 

Namb  of  Company. 

• 

& 

• 

a 
O 

S 
t 

• 

S 

u 
s 

& 

■ 

t 

K 

• 

a 

X 

WashlDfiTtoii  Co.  Tel.  Co.> 

Addison 

S<'hleUln(r'vlle. 

Watertown 

Waunakee 

Wauiau 

Wausaukee 

Wautoma 

Wautoma 

Woodman 

Clarno 

[       260    1 

.S70  : 

180 
1.245 

64 

288 

241 

41 

29 

30 
482 
439 
545 
497 

17 
105 

96 
208 

88 

100 

125 

28 

77 

394 

40 

m" 

174 
'           67 

1 

si.oo 

tl.OO 

Watertown  Tel.  Co  » 

Waunakee  Tel.  Co. »  .     .. 

i.66 

3.00 

1.25 
2.50 
1.50 
1.50 

11.00 

r 

il  50 

Wauaau  Tel.  Co.* 

1 

Wausaukee  Tel.   Co.*.... 

Wauioma  Tel  .Co 

Wautoma  &  Mt.M.  T.  Co.* 

1.25 
2.00 

'.'.'.'.v.  "iV.Qo 

"2"io 

Werley  Tel.  Co 

West  CI  a  mo  Tel.  Co.» 

■ 

West  Sprinif  (ireen  T.Co.' 
West  Wis .  Tel .  Co  ' 

Sprlnff  Green.. 

Glen  wood 

Westby 

Wauzeka 

Arcadia 

i  Blair 

""i'.ib 

•         •  •  • 

"2  5(1 

Westby   Tel.  Co.' 

W.  Oawf'd  Co.F.M.T.Co. 

1.50 
"M.04 

"M.04 

Western  Wis.  Te I .  Co. ' . . . 

"<2.08 
"*2.08 

"M.25 

"M.25 

• 

\\[eatern  Wis.  Tel.  Co.'.. 

1 

•           ••          .... 

!  Centervllle.... 

Ettrlck 

Galesvllle 

I  Independence. 

Trempealeau.. 

1  Whitehall 

1  C'olom  a  Station 
'  HarrisvlUe 

We>tfleld 

Cazenovla 

Weyerhau.ser.. 
Weyauwesra.... 
Shullsbun?.... 
Wild  Rose 

1  Waterford 

"*2.08 

••                                 ..                                 4.                  .. 

>>                                 ••                                ..                  .t 

">l.00"*«.08 
"M.04  "*2.08 

"M.04       2.08 
"M.04"*2.08 

"n.oo 

"M.25 

"M.25 

"M.25 

1 

•>                                it                                ..                 •• 

Western  Wis.  Tel .  Co. ' . . . 

.......    •••••. 

>•                    ••              ••              •• 

1 

VVestfleld  Farmers  T.Co.' 

.83 

.83 

1.25 

1 

1 

••                    •»                           •• 

•  •                                          •  »                                                       •  A 

Westfoi-d  Tel.  Co 

1 

1 

Weyerhau**ei:  &  Is.L  T  Co 

1.25 
1.50 
1  00 
2.00 

t 

Wevauweira  Tel.  Co 

r 

While  Oak.  Tel. Co 

Wild  Rose  Tel.  Co.' 

1.00 
1.50 

1.00 

1.00 

•     tl.OO;      1.00 

Wind  lake  Tel.  Co 

• 

"**'**"*(    ••••- 

Wlnneba«ro  Co. lei..  Co.'. 
Wlttenberar  Tel.  Co.* 

,  Oshkosh 

Wlttenberar 

Wonewoc 

(irand  Rapids.. 

Nekoosa 

Port  Edwards.. 
Fond  du  Lac... 

,          124 

51 

104 

621 

86 

17 

114 

1  00. 

1.00 
1  00 
3.00 

1.00 

1.00 
1.00 

1.00 
1.00 

Woriewoc  Tel.  Co  '..   . 

Wood  Co.  Tel.  Co.-.  .   .. 

3.66 

, 

>•         i.       »»     »• 

1 

2.75       2.75 
3.0U       3.00 

• 

1 

.»         ..       ..    >•    J 

Woo<lhull  Tel.  Co.' 

..«.  ....' 

1 

1 

'  Sublicensee  of  Bell  Telephone  Company. 

'*^  75cts  when  not  in  thesa  )  uii   Ing. 

lUA  i^yrgi  business  and  two  prty  circuit  within  1  mile  $1.50. 
**>*  Rate  of  S3.50  also  quoted. 
"'^  Farmers  experimental  lines  $1.00. 
'""  13.00  pereacli  additional  mile  beyond  4  mile  radius. 


TELEPHONE  RATES. 
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PHONE  RATES. 

WISCONSIN  TELEPHONE  COMPANV-Concluded. 


Monthly  Cbabob  for  Bksidbnoe  Tklb- 

PHONB8  ON  SPBOiriBP  CIBCUIT8. 

• 

Monthly 

Charob 

FOB  Rural 

bBRVICB. 

Pay 

Station. 

Extension  Sbts. 

1 

One  party. 

1 
1 

• 

s 

9 

• 

X 

s 

■ 

Ten  party. 

Other  kinds. 

1 

Subscribers. 

■ 

t 

•0 

1 

s 

*•* 

J. 

Monthly  c^iiar- 
ahtce. 

Rate  per  call. 

I 

Transmitter 
and  receiver 
with  bell. 

Transmitter 
and  receiver 
without  belt. 

• 

1 

J 

' 

tl.OO 

1 

tl.OO 

»"l.25 

1.00 

»»«3.00 

1  00 
1.25 
1.25 
.35 
1.25 

1.00 
1.00 
1.00 

104  50 

1.00  tl  .00 
1.50,      1-00 

•••«■■ 

'  i 

tl.OO 

.50 

.50 

to!  25 

1.00 

1.00 
1.25 
1.00 

t 

to. 25 

1.50 

"i!66 

tl.OO 
1.00 

I 

t0.05 

1.00 

.65  iO.SO 

.25 

1.25 

.50 

.10 

1 

, 

1 

i 

1.00 

1.00 

.25 

.25 

1.00 

1 

^ 

■ 

1.25 

1.S5 
1.25 
1.25 
1.25 

»""1.25 

1.25 

1.25 

.83 

1 
••••1 

I 

.50 

1           i 

*                      1 

1 

1 

,            1 

1 

.50 

1 

' 

.83 

; > 

*.83 

•  •  ■  • 

'83 

:::  ::  ::::::i:::::; 

1.00 

.83 

1 
1 

1.00 

1 

1.50 

1  25 

1.00 

. 

1 

.25 

1.00 

.«7 
1.25 

.75 

•••1.25 

1.25 

1.00 

•••••• 

( 

l.bu 

^1.25 

1.00 

1 

.25 

1 

1 .. 

1.00 

l.OU 

1.00 
1.00 

tl.OO 
1.00 

11.00 

tl.OO 

1 

1.00 

.25 

1.00 

i. 

1 

1.50 

1.50 

1.25 
1.50 
3.00 

I. it) 

• 

1.00 

1.00 
1.00 

1 

1.25 

...... 

1.50 

1.50 

1 

. 

2.00 

1.75 

1.50 

•••1.25 

1"" 

1 

>•*  Residence  rate.s  apply  to  rural  lines. 

'"  Local  residence  and  bu.sines.s. 

1'^  Lonff  distance  business. 

•>•  Rural  business. 

>>•  Lons  distance  (limited). 


\ 


A'lObbBl'b^Sl 


6890663664518 
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